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A.  E.  White,  Section  Director  -  Trenton 


This  was  the  third  consecutive 
the  warmest  January  since  1937 
most  the  entire  month.   Most  st 
generally  above  60°.   Numerous 
from  the  5th  to  10th,  as  was  al 
comparatively  cold  with  most  st 
however,  was  it  colder  than  8° 
freezing  temperature.   The  mont 


GENERAL  SUMMARY 

month  with  the  temperature  averaging  decidely  above  normal.   It  was 
in  New  Jersey.   The  weather  continued  unseasonably  mild  during  al- 
ations  recorded  their  monthly  maxima  on   the  19th  with  readings 
other  days,  however,  were  almost  as  warm.   It  was  remarkably  mild 
so  the  entire  period  from  the  15th  to  25th.   The  last  two  days  were 
ations  registering  their  monthly  minima  on  the  30th.   At  no  place, 
above  zero.   Atlantic  City  had  only  10  and  Cape  May  9  days  with 
h  averaged  14°  warmer  than  January  1948  which  was  unusually  cold. 


Rains  were  frequent  except  for  a  dry  period  from  about  the  7th  to  17th.   It  rained  every  day  from 
the  21st  to  28th  generally  over  the  State,  in  moderate  amounts.   Precipitation,  which  was  165  per- 
cent of  normal,  was  also  the  greatest  for  January  since  1937.   It  was  mostly  in  form  of  rain  as 
would  be  expected  in  a  mild  January.   The  main  snowfall  occurred  on  the  last  day  of  the  month.   A 
few  northern  stations  had  8  or  10  inches  but  Atlantic  City  and  Cape  May  had  only  traces  for  the 
month.   Gale  winds  were  registered  on  the  1st  and  6th  in  coastal  areas.   Sunshine  was  somewhat  less 
than  normal.   Sleet  or  glaze  were  reported  by  many  stations  on  the  26th  and  31st,  and  at  a  few 
places  on  the  Ist-21st  and  23rd. 

TEMPERATURE 

The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  44  stations,  was  38.0, 
which  waSQ7.20  above  normal.   The  highest  temperature  was  68°  at  Long  Branch  on  the  19th,  and  the' 
lowest,  8°,  at  3  stations  on  the  4+.   The  highest  monthly  mean  temperature  was  42.9°  at  Cape  May 
and  the  lowest,  32.5°  at  Newton. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is  +7.2. 

PRECIPITATION 

The  mean  total  precipitation  of  the  State,  as  computed  from  observations  of  45  stations,  was  5.99 
inches,  which  was  2.36  inches  above  normal.   The  average  total  snowfall  at  40  selected  stations 
was  5.6  inches,  which  was  1.7  inches  below  normal.   The  greatest  monthly  precipitation  was  7.55 
inches,  at  Paterson,  and  the  least,  4.47  inches  at  Canton.   The  greatest  amount  of  precipitation 
in  any  24  consecutive  hours  was  2.55  inches  at  Long  Valley  on  the  6th. 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949,  to  date,  by  sections, 
is:   The  Highlands,   2.66  inches;  Red  Sandstone  Plain,  2.55  inches;  Southern  Interior,  2.12  inches; 
Sea  Coast,  1.94  inches. 

The  average  for  the  Highlands  was  6.08  inches;  for  the  Red  Sandstone  Plain,  6.19  inches;  for  the 
Southern  Interior,  5.72  inches;  and  for  the  Sea  Coast,  5.70  inches. 


ACKNOWLEDGMENTS 


Id  addition  to  the  cliwatologlcal  data  from  some  5,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydroclimat lc  Network  is  a  nationwide  net  of  rain  gages — mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  dow  lumbering  about 
2,000  recording,  and  1.000  non-recording  rain  yagos ,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to   he  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $-50,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  ha^  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Bydroclinat lc 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire 
States,  but  since  the  Network  was  established  to  n-eet  the  internal  reaulre- 
ments  of  the  Federal  agencies  referred  to  above,  no  provision  was  aide  for 
public  dissemination  of  the  data,  distribution  being  limited  to  coopei 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies.  ?rd 
individuals  as  listed  in  the  Station  Index. 
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COMPARATIVE  DATA 
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20.3 

56 

-16 

4.14 

18.9 

11 

1919 
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1921 

33.0 
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2.63 
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1922 

27.6 

57 
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11.1 
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1923 

30.1 
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-14 
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1924 
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1925 

27.4 
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30.8 
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2.4 

9 

1927 
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1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 

1949 

PERIOD 

30.7 
31.7 
31.6 
42.4 
38.5 

33.6 
28.2 
27.2 
40.3 
31.0 

30.9 

22.4 
29.4 
28.9 
30.3 

32.5 
24.4 
32.7 
36.7 
24.1 

38.0 

30.8 

67 
72 
64 
76 
67 

64 
65 
59 
72 
68 

65 
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58 
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60 
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76 
52 
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-  4 
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8 
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2.92 
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4.50 
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2.59 
4.00 
6.34 
6.30 
3.64 

3.98 
1.95 
3.47 
2.98 
2.97 

3.50 
3.04 
1.76 
3.71 
4.78 

5.99 

3.63 

1  .6 
5.9 
1.6 
1.5 
1.2 

0.2 
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9.1 
2.2 
4.0 
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5.5 
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13.0 
2.3 
4.8 
16.9 
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5 
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SEE  PAGE  4  FOR  PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 
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ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

B00NT0N 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

HIGHTSTOWN 

INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEWOOD 
LAMBERTVILLE 
LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
MIDLAND  PARK 
MILLVILLE  AIRPORT 

MOORESTOWN 
MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
HEW TON 

iPATERSON 
PEMBERTON  1  E 
f>HILLIPSBURG 

TLA  INF  I  ELD 
PLEASANTVILLE 

RIDGEFIELD 
RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
WOODSTOWN  2  NW 

STATE 


41.7 
41.3 
36.0 
34.5 

41.1 

40.7 
34.7 
42.9 
34.2 
39.8 

40.3 
38.0 


JH 


39.2 
36.0 
38.4 
38.1 
33.5 

37.0 
39.7 


40.7 

39.0 
36.5 
37.7 
38.5 
32.5 

37.7 
39.5 
37.0 
37.8 
39.7 

36.7 
38.9 
37.4  H 
37.7 
38.9 

37.4 
34.7 
38.5 
39.3 
38.9  M 


7.8 
8.1 
6.7 


6.5 
8.1 
6.9 


7.1 
6.6 
6.8 
8.0 

7.0 
3.7 
6.3 
7.8 
8.2 


8.0 
6.5 


8.4 
7.6 
6.7 

7.5 

7.7 

7.6 

8.1 
7.7 


59 
58 
65 


60 
62 
58 


64 
62 


65 
64 


67 
61 

60 


64 
59 


60 

65 


60 
65 


61 
58 
62 


Temperature 


16 
16 

21 


24 
8 

14 

20 
12 
8 
16 
16 


20 
15 


18 
19 


18 

18 


No  of  days 


30 
15+ 
30 
16+ 


30 
30 

30 

3+ 
30 
30 


30 

15+ 

30 


30 
30 

15+ 

30 

30 


|  30 
30 
30+ 


5.31 
5.45 
5.89 


4.87 
6.38 
5.94 

5.12 
7.34 
6.19 
6.13 
5  78 

5.96 
5.51 
6.25 
6.33 
4.51 


6.04 
6.01 
6.12 
5.63 
6.09 

4.99 
6.70 
6.33 
6.14 

5.00 


6.57 
5.21 


5.96 
6.25 
7.17 


6.25 
6.83 


1.47 
2.73 


1  .70 
3.91 
2.61 
2.17 
2.37 


.09 

97 
.40 


2.33 
1.89 
2.92 


2.53 
2.51 
1.68 


2.06 
3.86 
2.73 
1.85 

2.00 

2.65 

1.51 

2.66 
3.55 
2.10 
2.09 


Precipitatio 


1.41 
1.89 
1.08 


1.78 
1.30 
1.36 


Snow,  Sleet  Hail 


1.61 

1.28 
1.44 
1.40 
1.60 

1.65 

2.12 
1.18 

1.45 


1.05 
1.06 


1.42 
1.20 
1.17 
1.08 
1.35 


2.5 
8.0 
6.5 


0.6 

3.7 
8.9 

6.1 

6.0 

10.8 

12.1 


6.1 
3.9 


4.7 
10.5 
3.4 
4.5 
3.2 


No.  of  days 


7 


8 

1 

7 

7 

2 

9 

2 

5 

2 

7 

1 

See  reference  notea  following  Station  I 
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DAILY  PRECIPITATION 


TableS 

JANUARY    1949 

Station 

Day  of  Month 

1 

1 

2 

3 

4 

5        6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ATLANTIC   CITY   WB 

Z 

T 

.32 

.73 

T 

.01 

T 

T 

T 

T 

T 

.04 

1.43 

.20 

.16 

.09 

.18 

.61 

.22 

.82 

1 .47 

6.28 

BELLEPLAIN 

T 

.30 

.60 

.08 

.05 

.40 

1.55 

.30 

.60 

.20 

.90 

1.20 

6  .  18 

BELHAR 

.08 

.62 

.56 

T 

T 

T 

.01 

.09 

1.10 

.20 

.22 

.21 

.08 

.57 

.15 

.81 

1 .16 

5.86 

BELVIDERE 

.09 

.92 

1.41 

T 

.12 

.18 

1.10 

.53 

.50 

.08 

.65 

.73 

6.31 

BERLIN    1    HI    W 

T 

T 

T 

1.10 

T 

1.43 

.40 

.18 

.42 

.48 

.25 

.18 

.25 

4.69 

BOONTON 

.15 

.06 

1.89 

.29 

1.41 

.39 

.05 

T 

.40 

.77 

.04 

5.45 

BRIDCETON 

T 

.38 

.86 

T 

T 

T 

.55 

.97 

T 

.40 

.11 

.62 

T 

1.08 

.92 

5.69 

BRIDGETON    NO   2 

.12 

1.18 

T 

.06 

T 

.03 

1.50 

.25 

.18 

18 

.48 

1.03 

.12 

5.13 

BROOKLAWN 

T 

.38 

.65 

T 

.07 

T 

1.25 

T 

.42 

.14 

.65 

.17 

1.15 

• 

.69 

5.57 

BURLINGTON 

.10 

.46 

.65 

.05 

• 

1.35 

.45 

.08 

.58 

1.05 

.60 

5.37 

CANISTEAR   RESERVOIR 

.30 

.10 

.72 

1.10 

.01 

.11 

.04 

1.05 

.31 

.05 

.36 

.05 

.62 

.76 

5-58 

CANOE   BROOK 

.32 

.04 

.12 

1.61 

T 

.18 

T 

1.78 

.48 

.09 

.50 

.93 

.04 

.30 

6  .39 

CANTON 

T 

.10 

.84 

T 

T 

T 

.02 

1.38 

.25 

.18 

.22 

.39 

.99 

.10 

4  .47 

CAPE   MAY 

z 

T 

.14 

.72 

.08 

T 

.05 

.24 

1.30 

.24 

.09 

.40 

.10 

.51 

1 .00 

4  .87 

CEDAR   GROVE 

1.40 

.08 

1.80 

.30 

1.80 

.40 

.12 

.48 

.87 

.10 

.12 

7.47 

CHARLOTTEBURG 

.26 

.65 

1.18 

.19 

.12 

1.36 

.38 

.39 

.10 

.85 

.90 

6.38 

CHATHAM 

.34 

T 

.04 

T 

1.90 

.19 

T 

1.70 

.41 

.16 

T 

.50 

.92 

.08 

.18 

6.42 

CHATSWORTH 

1.07 

• 

1.36 

.41 

.11 

.71 

1.25 

1.03 

5.94 

CLAYTON 

.06 

.51 

.76 

T 

T 

.04 

.23 

.62 

.01 

.33 

.13 

.67 

.01 

1.28 

.47 

5.12 

CLINTON 

.10 

T 

.95 

.88 

.02 

.05 

.20 

1.20 

.36 

.04 

.45 

.02 

.70 

T 

.76 

5.73 

CULVERS    LAKE 

.05 

T 

.97 

1.02 

.18 

.12 

1.00 

.30 

.40 

.05 

.59 

.84 

5.52 

DEEPWATER 

.93 

.10 

.01 

.09 

1.06 

.21 

.17 

.18 

.50 

.99 

.83 

5  .07 

ELIZABETH 

.42 

.07 

.76 

1.03 

T 

.15 

.03 

1.95 

.46 

.11 

.41 

.08 

1.13 

.74 

7.34 

ELIZABETHPORT 

R 

.08 

1.22 

.28 

.13 

1.47 

.47 

.19 

.28 

.04 

.48 

.13 

.83 

.76 

6.36 

ESSEX    PELLS 

.56 

T 

.10 

1.86 

.09 

1.61 

.40 

.07 

.40 

.81 

T 

.20 

6.10 

FLEUINGTON 

.07 

T 

.70 

1.11 

T 

T 

.11 

.14 

1.25 

.49 

.05 

.43 

.10 

.80 

.94 

6.19 

FORTESCUE 

T 

.31 

.71 

.04 

T 

T 

T 

.03 

T 

.26 

1.41 

.02 

.24 

.09 

.55 

.03 

.76 

.99 

5.44 

FREEHOLD 

Z 

.06 

.02 

.45 

.92 

.02 

.03 

.27 

1.32 

T 

.47 

.08 

.56 

.10 

.98 

.85 

6.13 

GLASSBORO 

R 

1.07 

.24 

.06 

1.29 

.21 

.23 

.06 

.16 

.81 

.30 

.87 

.42 

5.72 

GREENWOOD   LAKE 

.47 

.07 

.22 

1.58 

T 

.22 

1.42 

.15 

.12 

.53 

.58 

.22 

.04 

5.62 

HIGHTSTOWN 

.03 

T 

.45 

.87 

T 

T 

.07 

.18 

1.40 

T 

.50 

.07 

.57 

.78 

.86 

5.78 

HIGHTSTOWN    PUMPING    STA 

H 

- 

- 

- 

- 

.29 

.26 

.04 

.54 

.15 

.65 

.85 

INDIAN   MILLS    2    W 

.02 

T 

.39 

.70 

T 

T 

.10 

.35 

.95 

.02 

.40 

.11 

.73 

.04 

1  .10 

1.05 

5.96 

IRVINGTON 

R 

.06 

1.31 

.29 

.04 

.12 

1.31 

.36 

.18 

.29 

.04 

.45 

.13 

.84 

.59 

6.01 

JERSEY   CITY 

.02 

1.40 

.30 

.01 

.18 

1.18 

.27 

.13 

.13 

.03 

.42 

.11 

.61 

.72 

5.51 

LAKEHURST  AIRPORT 

R 

_ 

_ 

_ 

_ 

_ 

LAKEWOOD 

T 

.37 

1.18 

.01 

.07 

1.00 

.48 

.38 

.12 

.40 

.14 

1  .04 

1 .06 

6.25 

LAMBERTVILLE 

.07 

T 

.88 

.90 

T 

T 

.06 

.45 

1.07 

.12 

.38 

.08 

.58 

.04 

.86 

84 

6.33 

LAYTON   3    NW 

.03 

.73 

.90 

.09 

.05 

.84 

.32 

.33 

.08 

.54 

.60 

4  .51 

LITTLE    FALLS   WATER   CO 

Z 

.25 

.09 

1.75 

.24 

1.61 

.44 

.02 

.43 

.68 

.03 

.30 

6.04 

LONG    BRANCH 

z 

.11 

T 

.65 

.52 

T 

T 

.09 

1.15 

.27 

.25 

.33 

.04 

.55 

.15 

.75 

1.15 

6.01 

LONG    VALLEY 

.52 

T 

2.55 

.15 

1.20 

.50 

.11 

.18 

.63 

.08 

.20 

6.12 

LUMBERTON 

R 

.75 

.15 

.94 

.22 

.20 

.25 

.08 

.75 

.19 

.95 

.86 

5.34 

MACOPIN    INTAKE 

.20 

.16 

1.63 

.22 

1.50 

.35 

.01 

T 

.46 

.80 

.35 

5.68 

MANVILLE 

1  .25 

.25 

.02 

.10 

1.35 

.49 

.31 

.30 

.03 

.52 

.64 

.85 

.65 

6.76 

MARLBORO 

R 

.67 

.41 

.02 

.02 

1.14 

.31 

.26 

.26 

.04 

.47 

.09 

.71 

.74 

5.14 

MARL TON    I    W 

.02 

.43 

.54 

T 

T 

.08 

.55 

.70 

.10 

.34 

.20 

.58 

.24 

1.17 

1    09 

6.04 

MAYS    LANDING 

T 

44 

.77 

T 

T 

.02 

.23 

1.25 

.45 

.03 

.12 

.40 

.18 

1.06 

1.23 

6.18 

MIDLAND    PARK 

.10 

T 

.58 

1.55 

.01 

.30 

.79 

.09 

.17 

.42 

.06 

.60 

.76 

5.63 

MILLVILLE 

z 

.04 

.83 

.29 

.03 

.01 

1.40 

.27 

.15 

.14 

.09 

.57 

1.01 

4.83 

MILLVILLE    AIRPORT 

.01 

.71 

.07 

02 

T 

.04 

1.61 

.53 

.11 

.10 

.07 

.61 

.49 

.63 

1.09 

6.09 

MILTON 

.42 

.10 

.20 

2.25 

.20 

1.25 

.36 

.15 

.45 

.78 

.02 

.35 

6.53 

MOORESTOWN 

T 

.08 

.94 

T 

T 

.02 

.01 

1.28 

.39 

.16 

.10 

.69 

.96 

T 

.34 

4.99 

MORRIS    PLAINS 

.13 

.03 

.74 

1.44 

T 

T 

T 

.20 

.09 

1.42 

.54 

.03 

.34 

.11 

.88 

T 

.75 

6.70 

NEWARK   WB   AIRPORT 

z 

.08 

T 

1.40 

.37 

T 

T      . 

.03 

.08 

1.38 

.43 

.15 

.25 

.03 

.40 

.10 

.90 

.73 

6.33 

NEW   BRUNSWICK 

.07 

.53 

1.00 

T 

T 

T 

.13 

.17 

1.60 

.52 

.06 

.42 

.08 

.82 

.74 

6.14 

NEW   MILFORD 

z 

.08 

1.20 

.52 

.24 

1.14 

.42 

.08 

.32 

.38 

.14 

.76 

.72 

6.00 

NEWTON 

.60 

T 

.11 

1.65 

.07 

1.12 

.35 

.02 

.34 

.50 

.24 

5.00 

OAK    RIDGE    RESERVOIR 

.46 

.65 

1.12 

» 

1.00 

1.26 

.39 

.03 

.37 

.89 

.96 

6.42 

ORANGE 

.39 

.34 

1.52 

.21 

1.81 

.49 

.16 

.34 

1.03 

.73 

7.02 

PATERSON 

1.04 

.01 

T 

.05 

2.12 

T 

T 

.22 

T 

1.75 

.35 

.12 

T 

.59 

.97 

.14 

.19 

7.55 

PEMBERTON    IE 

.05 

T 

.31 

.73 

T 

T 

.06 

.19 

.99 

T 

.46 

.10 

.55 

.10 

1.18 

T 

.76 

5.50 

PH1LLIPSBURG 

.14 

T 

.74 

1.45 

T 

T 

.23 

T 

1.44 

.56 

.05 

.15 

.38 

.85 

T 

1.40 

7.39 

PH1LLIPSBURG    BRIDGE 

.07 

.17 

2.11 

.09  !    T 

1  .26 

.41 

.04 

.02 

.41 

.91 

.74 

6.23 

PLA1NFIELD 

.05 

.01 

.85 

.82 

T 

T 

.08 

1.10 

.80 

.04 

.44 

.07 

.45 

.01 

1.04 

T 

.81 

6.57 

PLEASANTVILLE 

.01 

.06 

1.00 

.03 

1.50 

.20 

.22 

.12 

.57 

1.00 

.50 

5.21 

RAHWAY 

z 

.06 

T 

.20 

1.25 

.02 

.08 

1.30 

.35 

.21 

.32 

.02 

.49 

.10 

.74 

.62 

5.76 

RIDGEFIELD 

.15 

.81 

.77 

.20 

.77 

1.05 

.99 

.79 

5.53 

RINGWOOD 

.48 

.29 

1.59 

.18 

1.39 

.94 

.02 

.03 

.42 

.71 

.01 

.50 

6.56 

RUNNEMEDE 

.05 

T 

.48 

.58 

T 

T 

.06 

.25 

1.06 

.10 

.36 

.14 

.82 

.12 

1.00 

.94 

5.96 

RUNYON 

.03 

.58 

.76 

.08 

.15 

1.61 

.53 

.13 

.48 

.06 

.82 

1  .02 

6.25 

RUTHERFORD 

.13 

T 

.88 

1.00 

T 

.01 

.27 

.34 

1.51 

T 

.49 

.05 

.52 

T 

1.02 

T 

.95 

7.17 

SANDY   HOOK 

z 

.04 

T 

.63 

.36 

T 

T 

.05 

1.39 

.32 

.23 

.30 

.04 

.49 

.13 

.62 

.87 

5.47 

SOMERVILLE 

.05 

T 

.74 

.84 

.02 

.15 

.27 

1.42 

T 

.58 

.08 

.45 

.03 

.96 

.66 

6.25 

SPLIT    ROCK   POND 

.48 

.01 

* 

1.88 

.24 

1.47 

.47 

.01 

.43 

.61 

.26 

5.86 

SPRINGFIELD 

R 

.04 

1.47 

.39 

.01 

.20 

1.38 

.46 

.20 

.29 

.43 

.17 

.97 

.63 

6.64 

SUSSEX 

.60 

1.10 

1.10 

T 

.20 

.08 

1.20 

.50 

.25 

.20 

.90 

.70 

6    83 

SWEDESBORO 

.52 

.72 

.07 

.23 

1.00 

.05 

.31 

.16 

.70 

.17 

1.17 

.94 

6.04 

SWEDESBORO    5    NW 

.36 

.86 

.02 

T 

.01 

.01 

1.23 

.40 

.11 

.38 

.49 

1.17 

.95 

5.99 

TOMS    RIVER 

.02 

.40 

.76 

.01 

.02 

.36 

1.04 

T 

.45 

.72 

1  .22 

1.26 

6.26 

TRENTON   NO   2 

.03 

T 

.98 

.28 

T 

T 

.05 

1.17 

.44 

.27 

.16 

.02 

.75 

.15 

.67 

T 

T 

.96 

5.93 

TRENTON  WB   CITY 

z 

.02 

T 

1.04 

.17 

T 

T 

.07 

1.08 

.42 

.26 

.14 

.01 

68 

.15 

.59 

.77 

5.40 

TUCKERTON    1    S 

.32 

1.30 

_ 

_ 

1.74 

_ 

VINELAND 

T 

.70 

.45 

T 

T 

.10 

.87 

.70 

.01 

.37 

.08 

.85 

.87 

.90 

5.90 

WANAQUE    RAYMOND  DAM 

z 

.14 

.11 

1.86 

.27 

1.39 

.29 

.07 

.42 

.74 

.09 

.20 

5.58 

WATCHUNG 

R 

1.43 

.35 

.14 

1.23 

.48 

.22 

.25 

.05 

.53 

.11 

.96 

.61 

6.36 

WESTFIELD 

z 

.40 

T 

.12 

1.65 

.15 

T 

1.86 

.46 

.08 

.24 

1.00 

.04 

.76 

6.76 

WOODCLIFF   LAKE 

z 

.06 

1.24 

.46 

.30 

1.02 

.42 

.08 

.26 

.42 

.10 

.71 

.68 

5.75 

WOODSTOWN    2   NW 

.03 

1.35 

—1 

T 

T 

.04 

1.23 

.24 

.23 

.16 

.74 

1.21 

T 

.27 

5.50 

PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


Sea  level 

pressure 

extreme  s— inches 

Wind  speed—  m.  p.  h. 

Relative  humidity 

averages— percent 

Sunshine 

H 

H     . 

s- 

E- 

CO 

co 

M 

►. 

Station 

a 

a  a 

| 

Id 

H 

H 

0 

•8  . 

g 

■£ 

CP 

p 

H 

3  a 

"s  a 

■ 

« 

d 

« 

1  a 
g  : 

e    o 
a.    a 

lj 

a 

• 
Q 

* 

"55 
Q 

> 
< 

2 

*  1 

q  a 

O 

O 

o 
en 

o 
en 

Is 

ATLANTIC   CITY   WB 

30.75 

21 

29.28 

1 

16.1 

49 

s 

6 

80 

82 

72 

76 

44 

726 

LONG   BRANCH 

30.81 

21 

29.18 

l 

11.6 

39 

KW 

1 

78 

68 

74 

30 

793 

NEWARK   WB    AIRPORT 

30.84 

21 

29.17 

1 

10.3 

33 

mr 

1 

72 

76 

61 

69 

852 

TRENTON   WB   CITY 

30.78 

21 

29.23 

1 

9.0 

30 

K¥ 

2 

75 

34 

796 

HOURLY  PRECIPITATION 


EL1ZABKTHPOKT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATIONS 

IRVINGTON 

LONG  BRANCH 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEI  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAN 

WESTFIELD 

WOODCLIFF    LAKE 


ATLANTIC   CITY   WB 

CAPE    MAY 

ELIZABETBPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  HILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC  CITY  WB 

CAPS'  MAY 

ELIZABETBPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 


CAPE  MAY 
MILLVILLE 
MILLVILLE  AIRPORT  6 


FREEHOLD 

IRVINGTON 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC  CITY  WB 

CAPE   MAY 

ELIZABETBPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODLCIFF  LAKE 


Nl  • 
JANUARY    IB4U 


A     M     H.OUJ    •■n.l.u.j 


.03 
01 


.03 
.01 
.02 
.01 


.10 
.02 


.12 
.10 
,13 

.26 
.06 


.  06 

.19 


17 
.17 

.11 
.12 
.18 
06 
.10 
.14 
.16 


.01 
.01 


.04 
.01 


.01 
.02 


.02       .01 
.01       .01 


.01 
.01 


.35 
.12 
.05 

.08 


.02 
.01 
.01 


.04 
.03 
.01 
.02 


.05 
.09 
.03 


.01 
.01 
.05 

.01 
.01 
.06 
.03 


.03 
.03 


10        11 


-1st- 


.02       .01       .01 


-5th- 


,02 
,05 


M2 
.03 


.17 
.04 
.01 


.05 
.02 
.03 
.05 


.03 

01 
03 
.02 


.01 
.01 

.04 


01 

.02 


.01 

.01 

05 


.01 
.04 
.01 


.07 
.06 


.07 
.04 


.08 
.07 
.06 


.06 
.08 

.05 


.09 
.07 


.09 
.05 


07 
.06 
.05 
.08 


.01 
.01 
.08 


.02 
02 
.06 
.03 
,04 


P   M    Houi  ending 
6 


10       U 


.09 
.05 


.10 
.08 
.08 
.04 
.09 
.04 
.09 
.10 
.08 
.07 


.09 

.07 


-6th- 


.01       .01      .01       .06       .01 
.02 


.01 

.02 

.05 

.02 

.06 

.10 

.05 

.03 

.01 

.01 

.15 

.01 

.02 

.02 

.08 

.05 

.02 

.02 

02 

.04 

.04 

.01 

.01 

.09 

.02 

.06 

.05 

.07 

.07 

.01 

.03 

.05 

« 

.06 

.19 

.03 

.01 

.10 

.08 

.08 

.11 

.12 

.06 


.04 
.01 

.01 


-10th- 


-12th- 


-18th- 


.01 

IB, 

03 
.03 


.07 
,02 


,03 

.OK 
.05 
.09 

.07 
.07 
11 


.06 
.04 


.03 

.02 


.03 
.07 

.05 


08 
.07 


.05 
.01 


03 

,02 
.08 


.08 
.03 
.08 


.01 
.01 


.13 
.12 
.12 

.06 


.13 
.01 
.01 


.01 
.07 


.06 
.03 
.07 


04 

.03 
.02 

.06 

04 
.12 


.10 
.03 
.05 
.01 
.05 

.10 
.15 
.22 
.02 
.24 
.17 
.23 
.19 
.22 


.18 
10 
.08 


.09 
.07 
.12 
.10 
.09 
.06 
.10 


-19th- 


.02       .01       .01 


.01 
.06 


.01 
.01 


.08 
.07 

.08 

II 
.04 

.08 
.08 
.06 
.04 
.04 
.02 
.14 
.06 
.09 


.07 
.01 
.22 


.  03 

.01 


.01 
.01 


See  reference  notes  following  Station  Index 
-    5    - 


Table  4-Continued 


HOURLY  PRECIPITATION 


NEW  JERSEY 
JANUARY  1949 


A.  M.  Horn  ending 


7  8  9 


10         11         12 


P.  M.  Hour  ending 


8  9  10  11         12 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

I RVI NGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB   AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON   WB    CITY 

WANAQUE   RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE    RAYMOND    DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 


.09 
.18 
.10 


.08 

.08 

.05 

.05 

.10 

* 

.09 

.13 

.08 

.06 

.12 

.09 

.10 

.14 

.14 

.10 


.01 
.05 
.01 


-21st- 


.15 
.16 

.15 


.07       .04 
.01 


.20 
.17 


.20 
.13 


.24 
.17 
.19 


.30 

.21 


18 

.08 


.03 

.02 

.02 


-22d- 


.05 

.06 
.11 


.03 
.04 


.02 

.02 

.01 

.10 
.01 

.01 

.01 

.01 

.01 

.01 

.01 

08 
.06 


.06 
.09 
.12 


.09 
.05 
.10 
.09 
.06 


.02 
.02 


.04 

.  03 


.05 
.05 


.04 
.02 


.03 
.06 
.05 
.03 
.06 


.10 
.04 
.06 
.09 
.07      .06      .03 


.01 

.01 

.02 

.05 

.05 

.01 

.01 

.03 

.01 

.01 

.01 

.03 

.02 

.02 

.01 

.02 

.01 

.02 

.01 

.03 

.03 

.01 

.01 

.03 

.05 

.01 

.03 

.01 

.02 

.03 

.05 

.03 

.03 

.02 

.01 

.08 

* 

.02 

• 

* 

* 

* 

.02 

.01 

.02 

.04 

.01 

.01 

* 

• 

* 

* 

♦ 

* 

.02 

.01 

.04 

.02 

.02 

.02 

.01 

.02 

.01 

.01 

.02 

.02 

.05 

.01 

.02 

.02 

.01 

.01 

.02 

.02 

.02 

.01 

.01 

.01 

.01 

.01 

.04 

.03 

.01 

.01 

.02 

.01 

.03 

.05 

.01 

.01 

.02 

.02 

.01 

.02 

.01 

.01 
.02 

.03 

* 
.02 


.02 
.01 
.02 


.01!     .03      .02      .01 


.05      .01 
.40      » 


-23d- 


-24th- 


.01 

.02 
.01 


.05 
.08 
.03 


.01 
.08 
.03 

.02 
.06 
.04 
.03 
.03 
.03 


.03 
.06 

.05 


.03 
.09 
.04 


.05 
.01 
.01 
.03 
.03 
.02 


.02 
.02 


.05 

.12 


.10 

.  11 
.10 


.04 
.12 

.08 


.08 
.04 
.07 


.13 

.21 

.20 

.17 

.20 

* 

.12 

.11 

.12 

.28 

.17 

.18 

.10 

.15 


-25th- 


.02 
.03 
.01 


.05      . 
.03      .03 


04 

.04 


.01 
.01       .01 


.04 
.03 
.02 
.01 
.03 
.01 
.03 
.02 
.05 
.04 
.03 
.08 
.01 

.02 
.03 
.03 

.04 

.03 
.03 


.22 

.07 

.14 

.14 

* 

.23 

.13 

.20 


.13 
.23 
.21 


.28 
.13 
.10 
18 


.31 
.20 


.29 
.19 
.20 


.02 
.04 
.04 


.06 
03 
.03 
.04 


.02 
.01 

01 


.01 
.01 


.06 
.13 
.10 

.23 
.23 
.15 
.17 
.20 
.09 
.11 


.01 
.01 
.06 
.03 
.03 
.04 
.05 
.06 
.02 
.05 
.01 


.06 
.06 
.06 
.04 
.03 
.07 
.06 
.02 


.01 
.01 

.02 


.04 
.04 
.01 


.01 
.01 


.08 
.04 
.08 
.04 
.05 


.04 
.08 


.05 
.03 


.03 
.03 


.02 
.02 


See  reference  notes  following  Station  Index. 
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Ttbl*  4-Contlnu.d 


HOURLY  PRECIPITATION 


Nl  • 
JANUARY     1U4» 


• 

A  M  Houi  •ndtQg 

P  M  Houi  •nding 

Station 

1 

"1 

1 

a 

3 

4 

S 

6 

7 

e 

9 

10 

11 

12 

1 

2 

3 

4 

S 

6 

7 

e 

9 

10 

11 

12 

t~ 

RAHWAY 

.01 

.01 

.01 

.03 

hook 

.01 

.01 

.01 

.01 

.04 

TRENTON  WB  CITY 

.01 

.01 

WANAQUE  RAYMOND  DAM 

.05 

.01 

.01 

.07 

WATCHUNG 

,01 

.02 

.02 

.05 

WESTFIELD 

.01 

.01 

.02 

.04 

-26th- 

ATLANTIC  CITY  WB 

.01 

.01 

.01 

.01 

.03 

.02 

.08   .04 

.03 

.03 

.07 

.01 

.02 

.12 

.07 

.03 

.02 

.61 

CAPE  HAY 

.01 

.01 

.02 

.02 

.02 

.05 

.04   .03 

.01 

.02 

.07 

.01 

.01 

.01 

.03 

.02 

.38 

ELIZABETHPORT 

.02   .04 

.07 

.05 

.06 

.07 

.08 

.05 

.02 

.01 

.01 

.48 

FREEHOLD 

.01 

.03 

.04   .06 

.07 

.06 

.08 

.05 

.07 

.05 

.07 

.01 

.60 

GLASSBORO 

.02 

.04 

.05 

.05 

.07 

.10 

.02   .07 

.08 

.10 

.04 

.06 

.06 

.05 

.81 

HIGHTSTOWN  PUHPING  STATION 

.02 

.02 

.04 

.04   .05 

.05 

.07 

.06 

.05 

.08 

.04 

.01 

.01 

.54 

IRVINGTON 

.02 

.01   .03 

.05 

.07 

.06 

.06 

.09 

.03 

.02 

.01 

.45 

LONG  BRANCH 

.01 

.01 

.01 

.03   .05 

.05 

.06 

.06 

.05 

.06 

.06 

.06 

.01 

.02 

.01 

.55 

LUHBERTON 

.06 

.05 

.08   .05 

.10 

.07 

.07 

.11 

.06 

.05 

.04 

.01 

.75 

MARLBORO 

.03   .04 

.05 

.10 

.05 

.03 

.06 

.05 

.04 

.02 

.47 

HILLVILLE 

.01 

.02 

.03 

.05 

.02 

.10 

.04   .01 

.04 

.12 

.02 

.02 

.08 

.01 

.57 

HILLVILLE  AIRPORT  6 

• 

* 

* 

# 

* 

.10 

* 

* 

*    * 

* 

.26 

* 

• 

* 

* 

• 

.25 

NEWARK  WB  AIRPORT 

.02   .05 

.06 

.04 

.08 

.05 

.07 

.03 

.40 

NEW  HILFORD 

.01   .06 

.03 

.07 

.06 

.04 

.07 

.02 

.01 

.01 

.38 

RAHWAY 

.02 

.07   .02 

.08 

.04 

.08 

.04 

.06 

.01 

.01 

.03 

.01 

.01 

.01 

.49 

SANDY  HOOK 

.01 

.02 

.03   .03 

.06 

.07 

.05 

.06 

.08 

.03 

.03 

.02 

.49 

SPRINGFIELD 

.01 

.03 

.02 

.04 

.06 

.05 

.06 

.09 

.03 

.01 

.02 

.01 

.43 

TRENTON  WB  CITY 

.01 

.03 

.05 

.06   .04 

.08 

.07 

.10 

.07 

.08 

.03 

.04 

.01 

.01 

.68 

WANAQUE  RAYMOND  DAU 

.01 

.02   .03 

.04 

.09 

.05 

.08 

.05 

.02 

.01 

.01 

.41 

WATCHUNG 

.01 

.01   .01 

.05 

.08 

.08 

.08 

.11 

.05 

.02 

.02 

.01 

.53 

WESTFIELD 

* 

* 

* 

*    * 

* 

* 

* 

• 

* 

* 

* 

* 

* 

• 

• 

* 

t 

WOODCLIFF  LAKE 

.03   .03 

.04 

.09 

.06 

.06 

.06 

.02 

.01 

.01 

.41 

-27th 

ATLANTIC  CITY  WB 

.04 

.09 

.09 

.22 

CAPE  MAY 

.02 

.10 

.12 

.01 

.02 

.27 

ELIZABETHPORT 

.01 

.06 

.06 

.13 

FREEHOLD 

.04 

.05 

.04 

.13 

GLASSBORO 

.03 

.06 

.07 

.06 

.08 

.30 

HIGHTSTOWN  PrMPING  STATION 

.01 

.05 

.04 

.05 

.15 

IRVINGTON 

.01 

.01 

.06 

.05 

.13 

LONG  BRANCH 

.04 

.06 

.05 

.15 

LUHBERTON 

.07 

1  .02 

.07 

.03 

.19 

MARLBORO 

.01 

.04 

.04 

.09 

MILLVILLE  AIRPORT  6 

* 

* 

* 

* 

NEWARK  WB  AIRPORT 

.01 

.04 

.05 

.10 

NEW  MILFORD' 

.01 

.01 

.04 

.07 

.13 

RAHWAY 

.02 

.06 

.03 

.11 

SANDY  HOOK 

.02 

.06 

.05 

.13 

SPRINGFIELD 

.02 

.03 

.05 

.07 

.17 

TRENTON  WB  CITY 

.03 

.05 

.07 

.15 

WANAQUE  RAYMOND  DAM 

.01 

.01 

.01 

.06 

.04 

.13 

WATCHUNG 

.01 

.03 

.04 

.03 

.11 

WESTFIELD 

* 

* 

* 

* 

* 

* 

* 

.23 

.  15 

.38 

WOODCLIFF  LAKE 

.01 

.05 

.04 

!l0 

-28th 

ATLANTIC  CITY  WB 

.06 

.14 

.16 

.25 

.14 

.04 

.01 

.02 

.82 

CAPE  MAY 

.06 

.07 

.03 

.10 

.01 

.03 

.01 

.31 

ELIZABETHPORT 

.06 

.08 

.25 

.14 

.09 

.08 

.05 

.04 

.04 

.83 

FREEHOLD 

.04 

.10 

.22 

.08 

.20 

.13 

.05 

.02 

.84 

GLASSBORO 

.07 

.05 

.06 

.04 

.05 

.04 

.04 

.04 

.04 

.03 

.04   .03 

.04 

.02 

.04 

.03 

.03 

.03 

.02 

.03 

.03 

.03 

.03 

.01 

.87 

HIGHTSTOWN  PUHPING  STATION 

.05 

.13 

.14 

.09 

.10 

.10 

.03 

.01 

.65 

IRVINGTON 

.06 

.12 

.21 

.11 

.08 

.07 

.05 

.10 

.03 

.01 

.84 

LONG  BRANCH 

.03 

.08 

.22 

.08 

.15 

.07 

.07 

.03 

.01 

.01 

.75 

LUHBERTON 

.10 

.19 

.26 

.18 

.08 

.05 

.01 

.04 

.02 

.01 

.01 

.95 

MARLBORO 

.05 

.09 

.19 

.08 

.12 

.07 

.06 

.01 

.01 

.01 

.02 

.71 

MILLVILLE  AIRPORT  6 

* 

.50 

* 

* 

* 

* 

* 

.52 

* 

*     * 

* 

.01 

NEWARK  WB  AIRPORT 

.04 

.15 

.18 

.11 

.08 

.06 

.07 

.18 

.02 

.01 

.90 

NEW  MILFORD 

.06 

.08 

.16 

.12 

.04 

.04 

.07 

.06 

.05 

.01 

.02   .02 

.01 

.01 

.01 

.76 

RAHWAY 

.09 

.14 

.16 

.11 

.09 

.03 

.06 

.03 

.01 

.01 

.73 

SANDY  HOOK 

.04 

.09 

.19 

.11 

.08 

.06 

.04 

.01 

.62 

SPRINGFIELD 

.08 

.14 

.19 

.12 

.06 

.06 

.07 

.17 

.04 

.01 

.01   .02 

.97 

TRENTON  WB  CITY 

.05 

.12 

.14 

.10 

.09 

.07 

.01 

.01 

.59 

WANAQUE  RAYMOND  DAM 

.06 

.10 

.14 

.10 

.03 

.02 

.06 

.11 

.03 

.03 

.02   .01 

.71 

WATCHUNG 

.07 

.17 

.14 

.14 

.09 

.05 

.07 

.16 

.04 

.01 

.01 

.01 

.96 

WESTFIELD 

.03 

.12 

.22 

.09 

.09 

.07 

.06 

.20 

.01 

.01 

.02 

.92 

WOODCLIFF  LAKE 

.08 

.10 

.13 

.11 

.03 

.03 

.07 

.06 

.06 

.02   .01 

-31 

st- 

.70 

ATLANTIC  CITY  WB 

.04 

.13 

.14 

.20 

.22 

.29   .28 

.07 

.03 

.06 

.01 

1.47 

CAPE  MAY 

.08 

.16 

.14 

.16 

.21 

.14   .06 

.02 

.02 

.02 

1 .01 

ELIZABETHPORT 

.04 

.13 

.11 

.12 

.10   .10 

.10 

.02 

.01 

.02 

.01 

.76 

FREEHOLD 

.03 

.09 

.06 

.14 

.13 

.13   .16 

.05 

.02 

.01 

.01 

.02 

.85 

GLASSBORO 

.02 

.04   .19 

.15 

.02 

.42 

HIGHTSTOWN  PUMPING  STATION 

.12 

.14 

.13 

.11 

.15   .11 

.03 

.01 

.04 

.01 

.85 

IRVINGTON 

.04 

.09 

.07 

.08 

.09   .09 

.05 

.04 

.02 

.01 

.01 

.59 

LONG  BRANCH 

.03 

.10 

.12 

.14 

.24 

.22   .20 

.05 

.03 

.02 

1.15 

LUMBERTON 

.05 

.04 

.11 

.09 

.20 

.15   .13 

.04 

.02 

.02 

.01 

.86 

MARLBORO- 

.01 

.02 

.12 

.07 

.06 

.14   .16 

.09 

.03 

.01 

.03 

.74 

MILLVILLE 

.04 

.16 

.04   .46 

.11 

.13 

.06 

.01 

1.01 

MILLVILLE  AIRPORT  6 

* 

* 

* 

* 

* 

.24 

* 

» 

*     * 

.67 

* 

* 

* 

* 

* 

.18 

NEWARK  WB  AIRPORT 

.02 

.12 

.10 

.10 

.14   .11 

.10 

.03 

.01 

.73 

NEW  MILFORD 

* 

* 

* 

* 

* 

* 

.08 

* 

* 

*    • 

* 

* 

* 

* 

* 

* 

* 

.65 

.73 

RAHWAY 

.07 

.11 

.09 

.10 

.08   .12 

.02 

.01 

.60 

SANDY  HOOK 

.02 

.02 

.12 

.12 

.12 

.12   .12 

.13 

.04 

.01 

.05 

.87 

SPRINGFIELD 

.03 

.09 

.08 

.10 

.12   .07 

.04 

.04 

.03 

.03 

.63 

TRENTON  WB  CITY 

.04 

.05 

.06 

.09 

.09 

.09 

.09   .10* 

.10 

,05 

.01 

.77 

WANAQUE  RAYMOND  DAM 

.01 

.19 

.13 

.09 

.14   .08 

.03 

.06 

.05 

.78 

WATCHUNG 

.01 

.01 

.01 

.06 

D9 

06 

.07 

.07   .08 

.01 

.06 

.04 

.04 

.61 

WESTFIELD 

* 

* 

* 

* 

* 

* 

* 

* 

* 

*    * 

* 

* 

* 

* 

* 

• 

.75 

.75 

WOODCLIFF  LAKE 

♦ 

* 

.48 

.05 

.71 

.14   .07 

.03 

.01 

.02 

.91 

See  reference  notes  following  Station  Inde: 


DAILY  TEMPERATURES 


NEW    JERSEY 
JANUARY   1949 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

HIGHTSTOWN 

INDIAN  HILLS  2  W 
JERSEY  CITY 
LAKEWOOD 
LAHBERTVILLE 
LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
MIDLAND  PARK 
MILLVILLE  AIRPORT 

MOORESTOWN 
MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEWTON 

PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 

RIDGEFIELD 
RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SOMERVILLE 

SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
WOODSTOWN  2  NW 


MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 
MIN 


Day  of  month 


41) 


31 
32 
27 
39  40 
32  I  35 
27  36 
20  [  21 
35 


42 

43 

30 

19 

42 

40 

33 

22 

37 

43 

28 

21 

43  55 
28  38 
42  51 
23  ,  34 


39  43  39 
28  |  23  18 

40  41  37 

26  26 
38   41  36 

27  25  22 


39 

22 
MAX   35 

MIN  ;  26 
MAX  34 
MIN   20 

MAX 
WIN 

MAX  38 
MIN  ,  31 

MAX  I  36 


MIN 

30 

MAX 

30 

MIN 

23 

MAX 

31 

MIN 

24 

MAX 

36 

MIN 

24 

MAX 

28 

MIN 

21 

MAX 

36 

MIN 

23 

MAX 

35 

MIN 

26 

MAX 

34 

MIN 

24 

MAX 

32 

MIN 

24 

MAX 

35 

MIN 

24 

MAX 

32 

MIN 

24 

MAX 

36 

MIN 

30 

MAX 

32 

MIN 

28 

MAX 

33 

MIN 

23 

MAX 

40 

MIN 

26 

MAX 

33 

MIN 

26 

MAX 

30 

MIN 

22 

MAX 

35 

MIN 

27 

MAX 

36 

MIN 

28 

MAX 

38 

MIN 

29 

40 
30 

35  :  40 
27   15 

36  40 


38   38 
14    8 


40 

40 

26 

18 

42 

41 

28 

29 

3  5 

41 

12 

11 

19 

IS 

12 

48 

23 

31 

41 

28 

42 
24 

24  26 
42  39 

25  23 
35  38 
11  9 


40   41  40 

30  ,  24  25 

42   42  56 

25   24  33 

40   44  46 


44   41   57 
22  |  23   34 
41 
26 


43 

51 

24 

33 

3  9 

50 

30 

36 

39 

55 

23 

32 

37 

42 

55  51 
38  38 
57  I  52 
40  i  30 
52 


33 

30 

25 

26 

28- 

53 

50 

61 

58 

52 

40 

37 

45 

46 

39 

54 

50 

57 

54 

53 

39 

28 

27 

26 

27 

59 

53 

60 

62 

61 

2K 

30 

30 

28 

40 

57 

54 

58 

56 

51 

38 

32 

37 

35 

39 

57 

53 

60 

52 

48 

41 

32 

30 

32 

36 

56 

53 

60 

52 

53 

4,) 

31 

27 

29 

36 

11   12   13   14   15   16 


43   39   45 
39   32   34 

48 

38 


46 
32 

40  |  39  I  46  I  43 
30   31   32   20 


20  I  21  22  23 


24  I  25  26  27  28  29  30  31 


40   49   60   48  i  54 


40   42   37   43 


49   35   42   43  '   38   46   54  '  47 


58   62 
32   45 


43  51 
35  39 
54   46 


55   43   54 
35   31   41 

55  I  49  I  52 


55 
38 
53 


45   42 
41   37 


34   26   32 

52   41   36 


19   26   38 


3  5 

35 

18 

17 

40 

40 

53 

4  8 

38 

38 

54 

51 

28 

30 

30 

42 

25  24  29  17  16 
44  i  43  l  46  41  55 
30   32   32   24  <  29 


59 
28  i  41 

54  j  46 
27  !  26 

55  I  60 
32   46 


31  ,  22   36   26   37   42   33   36 


45   38   46   41 
32   25   31   21 


44   44   43 


30 

44 
25 
46  42 
39  32 
52  35 
31   22 


35  33 

39  44 

25  25 

44  45 


40 

56 

23 

33 

4  4 

37 

15 

20 

43 

54 

55  55 

39  35 

54  55 

25  23 


36   35   26   32   44   38   38 


57   52   59   51   45 


31  35 
51   58 

32  !  34 


48  44  45 

37  28  31 

47  i  40  43 

39  30  32 

45  37  47 

28  29  31 

53  39  44 
37 
43 


42   40   38   44 


30   14   23 


39 
23 


54  41 

32  29 

60  42 

29  18 

53  47 

35  32 


43 
34 
41   44   42 


27  21 
52  45 
35   28 


46  '  30   38 
30 

46 


23   35   26 


3  2 
27 


51   52   47   48 

37  I  37   33   35   36   34   21 


65  |  61 

36  34 

45  44 

32  32 

35  46 

28  34 

65  60 


53   49 
29   40 


52   48   52 


47   58   55   35   41 


43 

40 

36 

14 

1  44 

40 

32 

22 

46 

38 

29 

21 

46 

41 

25 

17 

32 
41 


26   21   29   14 


57   43   54 


24   33   26   37   21   20   41 


38   38 

51   47 


25  38  34 
53  55  49 
22   34   24 


44   42   37  !  58 


32   32   19   27   39 


45   38   42 


59 
33 
57 
34 


32   35   35 


30   40  i  37 


43   53 
25   40 


38 
30   26 


31  43 
45  48 
29  28 
48  50 
35  I  45 


52  52  37 

34  35  20 

44  49  41 

29  35  16 


60  I  40 


45   44   64   58   38 
32   33   34   34   20 


48 
36 

49   43   46 
33   23   36 


49   41 
32   13 
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NEW  JERSEY  -  FEBRUARY  1949 
A.  E.  White,  Section  Director  -  Trenton 

GENERAL  SUMMARY 

This  month  averaged  the  warmest  for  February  since  1890.   The  extreme  of  77°  at  Lakewood 
on  the  15th  is,  with  one  exception,  the  highest  of  record  for  February  in  this  State,  the 
exception  being  on  February  25,  1930,  when  a  reading  of  80°  was  registered  at  Pleasant- 
ville   Moreover,  this  was  the  fourth  consecutive  month  with  temperature  average  decidedly 
above 'normal.   The  period,  November  1948  to  February  1949  was  the  warmest  since  the  cor- 
responding period  of  1931  to  1932.   The  four  months  just  ended  averaged  5.6  warmer  than 
normal  for  the  State.   There  were  a  few  cold  days  in  February,  however,  particularly  the 
3rd,  when  several  northern  stations  reported  readings  below  zero.   A  hard  freeze  at  the 
end  of  the  month  stopped  development  of  vegetation  and  was  followed  by  more  cold  weather 
in  March. 


While  precipitation  was  much  less  than  in 
slightly  greater  than  normal.   It  occurre 
and  was  largely  in  the  form  of  rain.   In 
south  but  the  two  largest  amounts  were  at 
were  only  two  snowfalls  of  importance  dur 
rate  to  rather  heavy  amounts  on  the  10th 
extreme  south.   Cape  May  reported  only  a 
were  recorded  at  Long  Branch,  Lakewood,  I 


any  of  the  three  preceding  months,  it  was  still 
d  on  an  average  of  11  days  throughout  the  State 
general,  monthly  totals  increased  from  north  to 

Belmar  and  Long  Branch  on  the  east  coast.  There 
ing  the  month.   These  resulted  generally  in  mode- 
and  28th,  though  only  light  amounts  fell  in  the 
trace,  while  monthly  totals  of  10  inches  or  more 
ndian  Mills  and  Hammonton. 


Sunshine  was  about  normal.   Light  sleet  fell  on  three  days.   Fog  occurred  on  ten  days 
somewhere  in  the  State  and  moderately  strong  winds  prevailed  on  the  7th,  10th,  15th,  16th, 
17th,  22nd,  23rd,  26th  and  28th. 

TEMPERATURE 

The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  45  stations, 
was  38  0°,  which  was  7.3°  above  normal.   The  highest  temperature  was  77  at  Lakewood  on 
the  15th,  and  the  lowest,  -12°,  at  Layton  on  the  3rd.   The  highest  monthly  mean  tempera- 
ture was  42.0°  at  Cape  May,  and  the  lowest,  32.3°  at  Newton.   The^emperature  departure 
from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is  7.2  . 

PRECIPITATION 

The  average  precipitation  of  the  State,  as  computed  from  observations  of  45  stations,  was 
3.68  inches,  which  was  0.21  inch  above  normal.   The  average  total  snowfall  at  38  selected 
stations  was  6.5  inches,  which  was  2.3  inches  below  normal.   The  greatest  monthly  preci- 
pitation was  5.90  inches,  at  Belmar,  and  the  least,  1.60  inches  at  Layton.   The  greatest 
amount  of  precipitation  in  any  24  consecutive  hours  was  1.62  inches  at  Long  Branch  on  the 
28th. 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949,  to  date ,  by 
sections,  is:   The  Highlands,  2.02  inches;  Red  Sandstone  Plain,  2.40  inches;  Southern 
Interior,  2.96  inches;  Sea  Coast,  3.06  inches. 


ACKNOWLEDGMENTS 


In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydroclimatic  Network  is  a  nationwide  net  of  rain  gages--mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers.  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2  000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  fro»  Hydroclimatic 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


rnuiuT  im( 


ATLANTIC    CITY   WB 
LONG    BRANCH 
NttWARK   WB    AIRPORT 
TRKNTON   WB   CITY 


Sea  level  preesure  extremei-tnchee 


30.63 
30.62 
30.59 

10   t  i 


29.39 
29.39 
29.45 
29.47 


•N 

28 
28 
28 


Wind   apeed     . 


16.4 
12.4 
10.3 
9.2 


45 

"i 


NW 

NW 

WSW 


Holatlve  humidity  aveiagea— percent  Sunshine 


76 
70 


/K 

74 

/:< 


i, 'i 
SS 


72 
70 


98 
57 


728 
754 
734 


COMPARATIVE  DATA 


Temperature 

Precipitati 

XB 
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Year 

■ 

* 

^ 

a 

8.1 

-an 

1 

M 

8 
s 

8 

21 
£  o 

"S  s 

< 

£ 

3 

< 

<i 

Z  q 

1885 

23.9 

54 

-   2 

3.93 

1886 

28.9 

64 

-10 

5.42 

1887 

33.9 

69 

6 

5.24 

13 

1888 

30.6 

60 

-    5 

3.53 

8 

1889 

27.7 

53 

-   3 

2.49 

8 

1890 

39.9 

76 

14 

4.17 

10 

1891 

38.0 

71 

1 

5.11 

i 

14 

1892 

33.6 

58 

7 

1.63 

7 

1893 

30.1 

63 

-    1 

5.73 

11 

1894 

29.7 

62 

-11 

4.42 

11 

1895 

23.6 

57 

-12 

1.28 

11.6 

5 

1896 

32.1 

62 

-12 

6.77 

6.7 

12 

1897 

32.5 

59 

-   6 

3.61 

8.0 

8 

1898 

32.7 

65 

-15 

3.48 

2.0 

9 

1899 

25.8 

60 

-17 

6.06 

31.3 

15 

1900 

31.0 

69 

-   6 

5.30 

9.6 

10 

1901 

25.4 

52 

-    6 

0.94 

4.9 

4 

1902 

27.4 

62 

-   7 

6.24 

16.5 

9 

1903 

33.7 

70 

-16 

4.87 

6.7 

10 

1904 

24.8 

65 

-16 

2.45 

5.6 

8 

1905 

23.4 

53 

-18 

2.53 

7.3 

7 

1906 

30.9 

64 

-12 

2.58 

5.4 

7 

1907 

23.6 

55 

-22 

2.67 

20.8 

8 

Temperature 

Precipitation 
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■ 

B 

o 

s 

i 

9 
• 

0>  « 

1% 

-o  a 
"3  S 

1 

X 

s 

A 

a 

ZQ 

1908 

28.1 

65 

-17 

4.79 

11.9 

9 

1909 

37.8 

72 

-    2 

4.96 

2.3 

12 

1910 

30.5 

69 

-11 

3.08 

6.2 

10 

1911 

30.9 

S7 

-12 

2.78 

11.2 

11 

1912 

27.7 

61 

-14 

2.49 

2.8 

5 

1913 

30.6 

70 

-   5 

2.49 

3.5 

7 

1914 

25.9 

67 

-12 

2.85 

15.1 

9 

1915 

35.7 

75 

-    7 

5.37 

3.5 

8 

1916 

28.1 

63 

-18 

4.21 

11.4 

11 

1917 

28.1 

62 

-19 

1.95 

8.3 

11 

1918 

29.0 

67 

-23 

2.08 

2.6 

7 

1919 

33.6 

65 

4 

3.39 

1.2 

10 

1920 

27.9 

54 

-17 

4.20 

20.0 

11 

1921 

34.0 

71 

-    5 

3.81 

13.6 

10 

1922 

33.6 

73 

-10 

2.94 

8.5 

10 

1923 

26.1 

56 

-12 

2.58 

13.8 

12 

1924 

28.9 

62 

-   3 

4.10 

11.9 

9 

1925 

37.3 

72 

-    1 

2.23 

0.7 

7 

1926 

29.4 

57 

-11 

4.54 

21.2 

11 

1927 

36.1 

66 

4 

3.12 

5.1 

11 

1928 

32.1 

63 

-   6 

4.05 

4.4 

10 

1929 

31.6 

63 

-    9 

4.06 

9.2 

8 

1930 

35.6 

80 

-10 

2.60 

4.2 

9 

1931 
1932 
1933 
1934 
1935 

1936 
1937 
1938 
1939 
1940 

1941 
1942 
1943 
1944 
1945 

1946 
1947 
1948 
1949 


Temperature 


33.3 
35.9 
33.5 
18.6 
30.1 

24.4 
34.0 
35.5 
36.3 
31. S 

29.4 
29.7 
32.9 
32.3 
32.2 

32.3 
28.2 
29.6 
38.0 

30.7 


65 
60 


Precipitation 


ct"3 
SI 


2.18 
2.16 
3.33 
2.77 
2.80 

3.10 
2.30 
2.31 
5.55 
3.03 

2.47 
2.69 
2.01 
2.35 
3.16 

2.16 
1.97 
2.47 
3.68 


3.0 
2.2 


22.7 
6.8 


9.6 
3.8 


8.8 
1.2 
3.8 
7.0 
7.9 

6.4 
18.8 
12.1 

6.5 

8.8 


9 
5 
10 

11 


CLIMATOLOGICAL  DATA 


NEW  JERSEY 
FEBRUARY  1949 


ALTANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  BAY 
CHARLOTTEBURG 
CHATSWORTB 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

HIGHTSTOWN 

INDIAN  BILLS  2  II  I 
JERSEY  CITY 
LAKEWOOD 
LAMBERTVILLE 
LAYTON  3  HI  Nl 

LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
BILLVILLE  AIRPORT 
MOORESTOWN 

BORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEWTON 
PATERSON 

PEBBERTON  1  BI  EAST 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEBEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOBERVILLE 

SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 
WOODSTOWN  2  III  HI 

STATE 


Temperatuie 


37.1 
34.0 
40.3 

40.8 
35.2 
42.0 
35.9 
40.1 

40.4 
39.1 
37.9 
39.2 
38.4 


37.0 
39.5 
33.4 
39.6 
38.1 

37.3 
38.2 
38.5 
32.3 
38.0 

39.7 
37.5 
37.9 
39.0 
36.6 

39.5 
35.8 
38.8 
39.3 
37.9 

35.4 
38.6 
38.8 
39.7 
36.  7B 

38.0 


7.4 
8.4 
8.7 
5.8 
6.3 

7.5 
6.8 


8.5 
7.8 
7.5 
7.7 
7.4 


39.5 

6.9 

36.3 

4.6 

38.7 

7.0 

38.4 

7.7 

32.7 

7.2 

6.7 
8.1 
5.7 


8.4 
7.4 
5.1 
7.4 

6.1 
8.5 
8.0 
5.6 
6.6 


7.2 
7.9 

8.4 
6.9 
8.1 
6.3 


70 
70 
70 


73 
75 
65 
71 


73 
73 


73 
74 


69 

75 

75 
70 
76 
70 
72 

75 
72 
76 
67 
76 

70 
75 
73 
66 
72 


9+ 
15 
15 


IS 

15 
15 


IS 
16 
IS 


15 
15 
15 
15 

15 
15 
15 
9 
16 


10 

6 


10 

-  2 


No.  of  days 


3 

3  + 
3 

3 
3 
3 

3+ 
12+ 


Precipitation 


4.99 
4.50 
2.76 
2.80 
3.90 

3.54 
2.83 
4.32 
2.32 
4.50 

3.92 
3.89 
3.12 
4.46 
3.67 

4.79 
3.35 
5.00 
3.23 
1.60 

2.94 

5.55 
3.20 
4.93 
3.62 

2.82 
3.69 
3.35 
2.32 

3.19 

4.30 
3.00 
3.81 
4.46 
3.19 

4.32 
3.31 
3.34 
3.74 
3.70 

3.05 
3.53 
3.11 
5.17 
4.32 

3.68 


1.63 
1.16 

-  .74 

-  .49 
.42 

.28 

.05 

1.14 

-1.32 


.54 
.07 

-  .09 
.67 
.40 

1.42 

-  .16 
1.50 

.00 
-1.10 

-  .45 
1.96 

.46 


-  .06 

-  .87 

-  .69 

1.65 

-  .39 
.23 

1.43 

-  .01 


.01 
.27 


.73 
.16 


1.33 

1.50 

.70 

.83 

.98 

.72 
.89 

1.29 
.49 

1.15 

.78 
.93 
.54 
1.02 
.90 

1.16 

1.05 

1.12 

.67 

.37 

.75 
1.62 

1.14 
.79 

.51 
1.09 
.78 
.50 
.97 

.91 
.74 
.91 


.97 
.76 
.75 

1.22 
.70 

.55 
.87 
.70 
1.18 
.72 


Snow,  SJeet.  Hail 


20 

23+ 


2.4 
3.5 
6.0 


6.0 
5.3 
6.7 


13.0 
3.0 
3.6 

1.5 

10.0 

6.6 

3.6 


8.4 
8.0 
5.7 
8.5 
3.5 

7.0 
3.9 
7.1 

8.7 

8.3 

9.9 

5.1 

4.5 
8.8 
8.4 
1.8 
9.0 


No.  of  day* 


1 
28 

10+ 
28 

28 
28 
28 
1+ 

1 


28 

10+ 

10 


There  will  be  no  duplication  of 


REFERENCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis. 

numbers  within  a  state. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  the  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  1. 


Unless  otherwise  indica 
in  miles.   Evaporation 


ted,  dimensional  units  used  in  this  bulletin  are:   Temperatures  in  °F,  precipitation  and  evaporation  in  inches   and  wind  movement 
is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

When  hourly  precipitation  is  missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts'  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record. 

+  And  also  on  later  dates. 

«  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6  Precipitation  measured  at  6-hourly  intervals,  no  recording  gage. 

AR  This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain. 

M  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record. 

R  Station  equipped  with  recording  gage  only. 

T  Trace,  an  amount  too  small  to  measure. 

Z  Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 


Subscription  Price:   15<!  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building.  Albany  1,  N.Y.) 


See  reference  notes  loUowing  Station  Index. 
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DAILY  PRECIPITATION 


\  m 

III :i  Vi.i 
■IIL1M    i    ■ 

HRUK1KTOH 

ON   KO 

imivi 
mLIMOTQM 

•  snroia 

CANOE  BROOK 
CANTON 
CAPE  VAT 

cedar  grove 

charlottkburg 

Chatham 
chatswortu 

cblvbu  lake 

elizabeth 
elizabethport 

ESSEX   TELLS 

FLKMINGTON 

FORTESCGE 

FREEHOLD 

GLASSBORO  R 

GREENWOOD   LAKE 

HIGBTSTOWN 

HIGBTSTOWN    PUMPING    STA    R 
INDIAN    MILLS   2   W 
IRVINGTON  R 

JERSEY  CITY 
LAKKWOOD 

LAMBERTVILLE 

LAYTON    3    sir 

LITTLE    FAU.S    WATER   CO      Z 

LONG    BRANCH  Z 

LONG    VALLEY 

LUMBERTON  R 

UACOPIN    INTAKE 

MANVILLE 

MARLBORO  R 

MARLTON    1    W 

KAYS  LANDING 
MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
HILTON 

MOORESTOWN 
UORRIS   PLAINS 
NEWARK   WB    AIRPORT 
NEW   BRUNSWICK 
NEW   MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PBILLIPSBURG 
PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 
RINGWOOD 
Rl'NNEMEDE 
RUNYON 

RUTBERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON  I  S 

VINE  LAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFP   LAKE 
WOODSTOWN    2    NW 


to 
,17 


•5? 


.22 
.32 
.181      .05 


Day  i 'I 

I 


19      20     21 


22      23     24 


■ 


.43 

.57 

.47 

■ 

.57 

.64 

.68 


.■17 
.45 
.54 


.83 

.43 

.40 

1.12 


.50 
.43 
.49 

.61 
.70 

.40 

.40 
.49 
.42 
.54 


.50 
.60 
.64 


.50 

1.05 

.95 

.43 


.38 

.24 


M 


.17 
,20 

.    17 

T 
14 


1.00 
.88 
.47 


.74 


.16 

.25 

.76 

T 

.20      .50 


.45 

1.00 

.76 

.55 


,31 


.37 
.39 
1.64 
.97 
.91 

.61 
.77 
.10 

.55 


.67 
.24 
.31 


.30 
.25 
.43 
.51 


27     28 


.10 
.14 


.14 
.07 
.04 

.01 


.05 
.06 
.18 
.09 


.38 
.93 
.94 
.10 
.52 


1.01 

1.14 

.14 


.55 
.73 
.65 


.80 
.81 
.46 


4.52 


4.27 
3.81 

2.27 
2.83 
4.40 

2.89 

2.32 
3.11 

3.92 
2.91 

2.02 
3.89 
3.58 
3.24 
3.12 


4.79 
3.46 
3.35 
5.00 

3.23 

1.60 
2.94 
5.55 
2.80 

4.20 
2.37 
3.69 
3.82 

4.46 

4.42 
2.99 
4.21 
4.93 
3.20 

3.62 
2.82 
3.69 
3.35 
3.40 

2.32 
2.70 
3.18 
3.19 
4.30 

3.00 
2.67 
3.81 
4.46 
3.41 

3.64 


3.34 
3.74 
3.70 

3.50 

3.05 
4.20 
3.63 
4.46 
3.53 

3.11 
5.17 
5.10 


3.94 
2.87 
4.32 


a  notes  following  Station  Index 


HOURLY  PRECIPITATION 


NEW  JERSEY 
FEBRUARY  1949 


CHARLOTTEBURG 
LAKEHURST  AIRPORT 
WANAQUE  RAYMOND  DAM 


GLASSBORO 

MARLBORO 

MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


GLASSBORO 
NEW  MILFORD 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGBTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 


CAPE  MAY 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

MILLVILLE 

MILLVILLE  AIRPORT  6 


RAHWAY 

WANAQUE    RAYMOND   DAM 


MILLVILLE   AIRPORT  6 


ATLANTIC   CITY   WB 
CAPE    MAY 
FREEHOLD 
GLASSBORO 


A.  M.  Houi  ending 


.02  .01 

.01       .01       .02 


.02 
.02 


.02      .06      .14 
.02      .11      .13 


.07 
.08 
.10 


.14  .05 

.14  .06 

.06  .06 

.09  .09 


st- 


P.  M.  Hour  ending 


-3d- 


-4th- 


.01  .02 

.01  .01 

.10  .01 

.02  .02 


.05 

.07 

.08 

.06 

.01 

.08 

.08 

.06 

.09 

.04 

.03 

.09 

.12 

.03 

.12 

.18 

.08 

.06 

.04 

.01 
.10 
.02 
.07 
.08 
.07 
.06 
.04 
.05 
.03 


.06 
.05 


.08 
.05 
.08 
.08 
.07 


.03 
.09 
.05 
.08 
.41 


.07 
.04 
.10 
.10 
.06 
.09 
.05 
.04 
.09 
.10 
.02 


.20 
04 
.10 
.06 


.02 
.07 

.07 
.00 
.06 
.01 
.06 


.01 
.01 
.01 

.01 
.01 
.01 
.01 
.01 
.02 


.01 
.01 
.01 


.09 
.01 


.01 
.01 


-6th- 


-7th- 


.27      .01 
.01      .01 


.01 
.02 
.03 


.02 

.04 

.01 
.02 
.01 


.03      .09 

.02      .05 

.10      .11 

.04 


.03 
.08 

.06 
.04 


.03 
.02 


.04 
.05 


.02 
.09 
.11 
.06 
.08 
.07 
.07 


.03 
.04 
.05 


.08 
.02 


.o:> 

.04 
.01 

.07 


.04 
.05 
.01 


.02 
.38 


.01 
.03 
.01 


.05      .02 
.02      .05 


»  .57 

.01      .02 


.04      .08      .15 


-10th- 


.02      .10 
.04      .02      .03      .08      .11 


-nth- 

.01      .03      .02      .04      .01 


.02      .05 
.03      .04 


.10  .08 

.01  .05 

.02  .01 

.04  .03 


.04 
.02 
.02 
.01 


.04       .02 
«  .60 


.02  .02  .02 
.01  .01 
.03      .03 


-13th- 
-14th- 

*  * 

-15th- 


.06 
.02 


.01 
.03 


.01 
.07 
.11 


.02 
.01 
.02 
.03 


.05 
.02 


.02 
.08 
.01 
.04 


.02 
.04 
.01 
.02 

.03 
.03 


.02  .01  .02 

.07  .04  .02 

.04  .01  .01 

.03  .03 


.02 
.01 


.02 
.03 
.02 
.02 
.01 


.27      •  • 

.03 

.02      .02      .01 


.02 
.01 
.03 
.02 
.03 
.01 


.01 
.02 
.01 

.01 
.02 

02 


.72 
.30 
.48 
.28 

.30 
.42 


.30 
.20 
.23 
.31 
.32 
.33 
.32 
.19 
.35 
.34 
.09 


.01 

.01 
.01 

.01 
.01 

01 

11 

.01 

.01 

.06 

.02 

.01 

.01 

.22 
.26 


.35 
.22 
.83 

.25 
.32 
.27 
.19 
.21 
.34 
.22 
.16 
.25 
.25 
.20 


.66 
.57 
.10 
.12 


.43 

.29 


.10 
.08 
.17 
.08 
.11 
.12 
.22 
.09 
.16 
.15 


13 
.31 


.04 
.01 


See  reference  note*  following  Station  Index. 


•)>!•  4-l'ontlniiKi 


HOURLY  PRECIPITATION 


.  >*N    PUMPING 

UTON 
MAKl.lv 
Ml  1  1  \  111.. 

HWiuU    WB    AIRPORT 
NEW    HI' 
V  \KrRTOWN 
KAIIWAY 
SANDY  HOOK 

SPBirai 

OK  WD  CITY 
WANAQUE  RAYMOND  DAM 
WATCHING 
Wl.STKlELD 
WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCB 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


HIGHTSTOWN  PUMPING  STATION 
MILLVILLE  AIRPORT  6 
NEW  MILFORD 
SPRINGFIELD 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

TREEBOLD 

GLASSBORO 

HIGHTSTOWi,  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAflWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY   HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 


V  MM  I. 


A.  M  Horn  ending 


3    4    S    6    7    8    9    10    11    12 


.01 
.01   .01   .01 


.01   .01   .01 


•   .11 

.01   .01 


.02 
.16 
.07 
.12 
.12 


.08 


.08 
.10 
.08 
.10 
.11 
.07 
.11 
.07 
.06 
.08 
.10 


.09 
.01 
.11 
.16 
.07 


.12 
.24 
.18 
.23 
.08 
.46 
.19 
.09 
.07 
.19 
.22 
.12 
.16 
.09 
.11 
.12 
.11 


P  M  Hour  •ii.iiin; 


1     2    3 


-16th- 


.01 

.01 


.03   .01 
.01 


4      s      e 


,02 
.05 
.12 


.01 
.06 


.08 

.09 

.03 

.09 

.08 

* 

.06 

.05 

.12 

.09 

.04 

.08 

.08 

.02 

.09 


.06 
.13 
.01 
.04 
.04 


.05 
.06 
.04 
.07 
.01 
.06 
.06 
.06 


.01 
.02 

.02 
.06 

.01 

.01 

.01 

.  02 
.02 
.02 

.04 
.02 
.01 


-17th- 
-19th- 


.03 
.06 


.02 
.02 
.04 
.02 
.05 


.01 
.10 


.01 
.01 


.02 
.04 
.07 
.07 
.09 


.03 

.02 


.04 
.03 
.07 
.01 
.02 
.02 

.07 
.04 
.03 


12 
.06 
.06 
.04 


.05 
.05 
.08 
.06 


.06 

.01 
.06 

.07 
.  06 
.or, 
.04 


.02  .06 
.02  .05 
.01 


.07 
.07 
.04 
.05 
.02 
.07 
.05 
.04 
.02 
.05 
.07 
.07 
.07 
.03 
.07 
.06 
.02 


.02 
.01 


.01 
.01 
.01 

.01 

.01 
.02 


.02 
.02 
.09 
.06 
.12 


.02 
.01   .01 


.01 

.01   .02 


.07 
.  1  1 
.OS 

.11 


.01   .04   .01 
.01 


-20th- 


.02 
.03 


.01 
.03 


.01 
.01 
.04 


.02 
.01 

.01 


.05 

.08 

.09 

.05 

.02 

* 

.05 

.03 

.05 

.11 

.04 

.04 

.07 

.03 

.06 

.07 

.01 


.01 

.13 

.05 

.06 

.01 

• 

.05 

.05 

.05 
.07 
.06 
.02 
.05 
.05 
.07 
.01 


.04 
.01 
.03 
.04 
.05 


-22d- 


.01 
.01 
.02 
.03 
.01 


.02 
.03 

.06 
.03 
.01 
.05 


.04 

.04 

.01 

.09 

.04 

.05 

.02 

.01 

.08 

.01 

.01 

.01 

.03 

.04 

.05 

.06 

.04 

* 

.03 

.03 

.06 

.08 

.05 

.04 

.04 

.01 

.06 

.06 

.02 


.10 
.05 
.  10 
.06 
.06 
* 

.  09 
.08 
.10 
.  10 
.06 
.08 
.07 
03 
08 
.12 
.06 


.01 

.01 

.03 

.02 

.05 

.12 

18 

01 

.01 

.02 

.01 

.21 

01 

.08 

.16 

.27 

.16 

.08 

03 

01 

.04 

.18 

.17 

.04 

.13  ' 

.02 

.01 

.01 

.13 

.08 

.23 

.18 

06 

.01 

.01 

.17 

.33 

.17  I 

.16 

06 

.05 

.11 

.25 

.14 

.15 

.03 

01 

.05 

.12 

.17 

.14  j 

.09 

.03 

.05 
.07 
.  1  I 
.10 
.05 
.02 
.06 
.18 
.10 
.03 
.07 
.06 
.02 
.10 
.08 
.05 


45 

.43 
.40 
43 


.45 
.34 
.33 

.32 
.18 
.20 
.40 
.38 
.32 
.32 
.14 
.35 
.40 


.02 
.02 


.17 
.22 


.16 
.15 
.25 
.16 

.19 

.13 
.12 
.22 
.20 
.17 
.14 
.20 
.05 
.14 
.19 
.08 


.59 
.24 
.47 
.69 
.34 

.43 
.89 
.50 
.61 
.49 

.46 
.47 
.44 
.48 
.58 
.45 
.50 
.38 
.45 
.46 
.41 


.95 
.76 


See  reference  notes  following  Station  Index. 
-    17    - 


1.00 

1.04 

.90 


Table  4-Contanued 


HOURLY  PRECIPITATION 


NEW  JERSEY 
FEBRUARY  1949 


A.  M  Hour  ending 


P.  M.  Hour  ending 


MILLVILLE  AIRPORT  6 
NEWARK  WB  AIRPORT 
NEW  MILFORD 
QUAKERTOWN 
RABWAY 
SANDY  BOOK 
SPRINGFIELD 
TRENTON  WB  CITY 
WANAQUE  RAYMOND  DAM 
WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 


ELIZABETHPORT 

HIGHTSTOWN  PUMPING  STATION 

MILLVILLE  AIRPORT  6 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 


ATLANTIC  CITY  WB 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

MARLBORO 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WOODCLIFF  LAKE 


NEW  MILFORD 
WESTFIELD 


MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

CAPE  MAY 

CHARLOTTEBURG 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


.01 
.03  .01 
.01      .02 

.02 


.02 
.01 
.04 
.05 
.01 
.01 
.04 
.01 
.03 
.02 


.05 

.04 
.06 

.03 
.0] 

.09 


.13 
.07 
.14 
.17 


.06 
.06 


.03 
.01 
.04 
.08 
.08 


.02 

.  ni, 
.02 


.01 
.01 
.06 
.01 
.02 


.01 
.02 


.03 
.01 
.01 

.01 
.01 


.02 
.01 
.01 

.10 
.01 


-23d 


.02      .03      .14 


»  .18 

.02       .01 


-25th- 


.05 
.01 
.01 


.02 


.01 

03 


.01 
.01 


.01 
.04 

.03 

.01  .08 
.06 


.02 

.02       .01 

.01      .02 


•  *  * 

.02      .05 


.01 

.02 


.02      .01 
.01      .01 


.02      .01 
.01      .01      .01   i   .14      .01 


-26th- 


.01 
.15  .07 
.04 


.02      .01 
.02 


.03 
.20 
.09 
.12 
.13 
.03 
.03 
.15 


.OS 

.05 


.21 

.17 


.28 
.27 


.18 

.12 


.14 
.21 
.02 
.08 
.18 
.16 


.06 
.22 

.02 
.05 
.08 

.08 
.03 
.07 


.01 

.02 


.17      .07      .01 


.99 
.96 
.82 

1.02 
.69 

1.06 
.52 
.72 

1.16 

1.10 
.93 


.02 
.03 


.01      .01      .01 

-27th- 
-28th- 


.04      .03      .01 


.01       .01      .01 


09      .09      .05!     .19      .20      .17      .16      .08      .13      .01  .01 

.14      .02      .161     .34       .32      .09      .02      .05      .01      .01       .01 


.04       .06      .07      . 07      . 07      .04      . 05 

.05       .11       <  •  •  *  • 


.01 

.02 

* 

.01 

.01 

.05 


.02 
.12 
.05 


.02 

.03 

* 

.03 

.01 

.06 

.02 

.03 

.01 


.06      .05      .05 


.09 
.09 
.10 
.12 

.02 

.03 

* 

.07 

.04 


.14 
.62 
.06 
.12 


.07 
.04 
.04 
.09 
.10 


.11 
.14 


.08 
.05 

* 

.10 

.08 

.07 

.04 

.02 

.06 

.03 


.09 
.10 


.06 

.05 


.09 

.21 
.  10 


.  05 
.07 
.03 
.06 


.07      .05      .17      .06      .15  •   .01 


.04 
.21 


.10 
.02 


.05      .03       .02 


.15 
.04 


.01 

.48 


.08 
.03 
.01 
.05 
.05 
.08 


.08 

.01 


.01 
.06 
.03 
.06 
.06 


.08 
.02 


.07 
.03 


.02      .04 
.06      .05 


.02 
.04 


.08      .07      .07 


.02 
.03 
.04 
.04 
.09 


.02 
.02 
.01 
.02 


.01 

.06 


.01 
.05 
.02 
.01 


.01  .01 

.03  .02 

•  * 

.02 

.06  .07 

•  • 
.05  .04 

.01  .Olj 

.05 

.02  .04 

.01 


.05 

.01 


.02 

* 
.02 


.05 
.20 


.24 
06 


I  B 

.05 
.03 


.79 
.10 


1.33 
1.25 


.03 
.01 
.78 
.01 


.94 
1.12 


.73 

1.62 

.90 

1.05 

1.01 

1.09 
.65 

.78 
1.22 
.56 
.70 
.54 
.65 
.82 
.79 


See  reference  notes  following  Station  Index. 
-    IS    - 


DAILY  TEMPERATURES 


i    i»4» 


■■WON 
CANOE  BROOK 
CAPE  VI A  V 
t-HARI.OTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEUINGTON 

FREEHOLD 

HIGHTSTOWN 


PEMBERTON  1  E 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOMERV I LLE 

SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 
WOODSTOVYN  2  NW 


See  releience  notes  following  Station  Index 
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STATION  INDEX 


NEW  JERSEY 
FEBRUARY  1949 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  MI  W 
BOONTON 
BRIDGETON 
BRIDGETON  NO  2 
BROOKLAWN 

BURLINGTON 
CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 

CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 
CULVERS  LAKE 
DEEPWATER 
ELIZABETH 
ELIZABETHPORT 

ESSEX  FELLS 
FLEMINGTON  1  MI  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  MI  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  MI  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  MI  E 

PH1LLIPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINTIELD 
PLAINSBORO 
PLEASANTVILLE 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEHEDE 

RUNYON 


County 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1033  CUMBERLAND 
1106  CAMDEN 

12il  BURLINGTON 

1327  SUSSEX 

1335  ESSEX 

1343  SALEM 

1351  CAPE  MAY 

1472  ESSEX 
1582  PASSAIC 
1590  MORRIS 
1598  IBURLINGTON 
1708  GLOUCESTER 

1749  IhUNTERDON 
2130  SUSSEX 
2209  SALEM 
2644  jUNION 
2652  UNION 

2773  .ESSEX 
3029  iHUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  iHUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 

5197  SOMERSET 

5244  MONMOUTH 

5252  BURLINGTON 

5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  J  SUSSEX 

6460 | PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974  WARREN 

6979 | WARREN 
7079i UNION 
7095  MIDDLESEX 
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NEW  JERSEY  -  MARCH  1949 
A.  E.  White,  Section  Director  -  Trenton 

GENERAL  SUMMARY 

March  temperature  this  year  followed  much  the  same  pattern  as  in  1948  and  averaged  pract- 
ically the  same.   This  March  was  mostly  cold  through  the  20th  and  very  mild  thereafter 
More  significant  was  the  fact  that  it  was  the  fifth  consecutive  month  averaging  decidedly 
warmer  than  normal.   The  period,  November-March  just  ended  was  the  warmest  combination  of 
Sese  months  since  the  corresponding  period  of  1931-1932  and  was  one  of  the  three  warmest 
of  such  periods  of  record  in  this  State.  The  cool  weather  of  the  first  two  decades  of 
March  was  beneficial  in  checking  untimely  development  of  vegetation  which  haa  begun  in 
February.   The  coldest  day  of  the  month  was  on  the  20th,  when  a  few  stations  in  North 
Jersey  registered  below  zero.   Though  the  last  decade  was  unseasonably  warm,  station  max- 
ima lacked  several  degrees  of  equalling  past  records. 

Precipitation  averaged  69  percent  of  normal  for  the  State.   In  general,  it  was  the 
llgSest  in  the  norfh,  increasing  toward  the  south,  but  all  stations  except  Atlantic  City 
had  less  than  their  normal  amounts.   This  was  the  first  month  since  October   1948  with 
less  than  normal  precipitation  and  the  driest  since  that  month.   There  were  8  days,  on  the 
average   wi?hmeasureaDle  amounts.   Monthly  snowfall  ranged  from  a  trace  at  a  few  southern 
Nations  to  more  than  ten  inches  at  some  northern  points   The  principal  snowstorm  was  on 
the  18th.   There  were  strong  winds  on  the  1 ,7,10, 11,12, 13 , 18,23 , and  31st.   Sleet  fell  on 
the  18th  and  there  was  light  or  heavy  fog  on  several  days.   Sunshine  was  above  normal. 

TEMPERATURE 

The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  42  stations 
Was  42  3   which  was  2.9°  above  normal.   The  highest  temperature  was81°at  three  stations 
on  thelyth  and  the  lowest,  -5°,  at  Layton  on  the  20th.   The  highest  monthly  mean  temper- 
ature was  44.7°  at  two  stations,  and  the  lowest,  38.7°  at  Long  Valley. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is 
5.8. 

PRECIPITATION 

The  mean  total  precipitation  of  the  State,  as  computed  from  observations  of  44  stations, 
Us  111   inches*  wnich  was  1.20  inches  below  normal.   The  average  total  snowfall  was  4.0 
inches  which  was  0.5  inch  below  normal.   The  greatest  monthly  precipitation  was  3.91 
inches!  It  Atlantic  City,  and  the  least,  1.15  inches  at  Layton.  The  greatest  amount  of 
precipitation  in  any  24  consecutive  hours  was  1.57  inches  at  Cape  May  on  the  11th. 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949,  to  date  by 
sections,  is:  The  Highlands,  0.33  inches;  Red  Sandstone  Plain,  0.83  inches;  Southern 
Interior,  2.06  inches;  Sea  Coast,  2.26  inches. 

The  average  for  the  Highlands  was  1.95  inches;  for  the  Red  Sandstone  Plain  2.32  inches; 
for  the  Southern  Interior  3.00  inches;  for  the  Sea  Coast  3.18  inches. 
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In  addition  to  the  climatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  Btations,  this  bulletin  series  contains  records  from  Hydroclima- 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Bydroclimatic  Network  is  a  nationwide  net  of  rain  gages— mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2  000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmatlc 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Enited 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


-  22  - 


ATLANTIC  CITY  »B 
LONG  BRANCH 
NEWARK  »B  AIRPORT 
TRENTON  »B  CITY 


PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


Sea  level  pi«..ure  eitremei-lnche* 


30.66 
30.67 
30.67 
30.68 


M 

v 
I'd 


29.47 
29.43 
29.44 
29 .  52 


Win. I    apeed—  m.  p.  h 


18. S 
11.4 
12.8 
10.9 


47 

u 


Nil 

W 


<"■•"  II    194  9 


H*'""v  "«g«*-p«TCenl  Suii.hln. 


VI 

M 


63 
65 
47 


n 

71 

.v. 


66 
61 


717 

704 
690 


COMPARATIVE  DATA 


1865 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 
1894 

1895 
1896 
1897 
1898 
1899 

190U 
1901 
1902 
1903 
1904 

1905 
1906 


Temperature 


30.4 

66 

37.7 

70 

37.7 

61 

32.8 

72 

40.5 

67 

37.6 

78 

37.2 

68 

34.4 

64 

37.0 

68 

44.2 

83 

36.7 
34.0 
40.0 
45.1 
38.6 

35.6 
39.2 
43.9 


39.8 
34.4 


69 
77 
77 
73 


77 
79 


87 
62 


18 
16 
1  J 


Precipitation 


.70 

.34 
71 


6.08 
5.06 
4.75 
3.73 
1.77 

3.16 
5.34 
2.78 
3.33 
6.54 

3.51 


.95 
.09 


o>"3 
SI 


3.0 
5.4 


7.0 
0.9 


■3  8 


14 
12 


12 

13 


1907 
1908 
1909 
1910 
1911 

1912 
1913 
1914 
1915 
1916 

1917 
1918 
1919 
1920 
1921 

1922 
1923 
1924 
1925 
1926 

1927 
1928 


Temperature 


41.2 
41.8 
38.3 
44.5 
37.6 


36.9 
44.8 
35.4 
36.1 
31.7 

38.2 
41.8 
43.2 
39.4 
49.1 

41.1 
38.0 
38.8 
43.3 

35.1 

41.9 
38.3 


89 
74 
88 
76 


79 
75 


72 
82 


82 
81 


81 
82 


8 

12 


Precipitation 


3.04 
2.80 
3.48 


7.61 
5.15 
3.65 
1.13 
3.48 

4.55 
2.06 
5.32 
3.80 
3.03 

4.52 
4.09 
2.51 


«<  (0 


5.3 

6.6 
0.1 

20.5 
7.4 

19.3 

9.8 

0.7 

1.6 


3.7 
6.3 
2.7 
0.3 
0.4 

0.3 
4.9 


1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 

1949 
PERIOD 


Temperature 


44.9 
40.0 
39.2 
36.6 
38.2 

36.5 
43.0 
45.3 
35.8 
43.2 

40.1 
34.7 
34.5 
42.2 
39.4 

37.1 
49.2 
47.9 
36.5 
42.0 

42.3 

39.4 


81 
78 

66 
85 

83 

72 
63 
72 
85 


91 
83 

67 


81 

92 


Precipitation 


2 

.54 

4 

.14 

s 

.49 

4 

.94 

■  3 

.31 

2 

46 

5 

28 

2 

75 

2 

15 

i 

83 

5 

14 

2 

78 

5 

73 

1 

03 

5 

70 

2 

37 

3 

17 

2. 

71 

3. 

57 

2.61 
3.81 


a  i 


0.7 
0.1 
2.0 
2.5 


9.6 
1.5 
1.4 
4.3 
1.6 

2.0 
3.3 
14.6 
1.7 
6.5 

6.3 


o  o 


7 
10 


CLIMATOLOGICAL  DATA 


NEW  JERSEY 
MARCH  1949 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BR1DGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

HIGHTSTOWN 

INDIAN  MILLS  2  W 
JERSEY  CITY 
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MOORESTOWN 

MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEWTON 
PATERSON 

PEHBERTON  1  E 
PHILLIPSBURG 

PLAINFIELD 
RIDGEFIELD 
RUNNEMEDE 

RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 
WOODSTOWN  2  NW 

STATE 


41.9 

3 

44.6 

3 

43.3 

4 

39.6 

3 

44.7 

2 

40 

4 

4  4 

0 

14 

7 

43 

3 

4  1 

8 

42 

4 

4? 

1 

43.0 
39.9 


41.7 
41.8 


42.4 

42.0 
42.5 
42.8 
38.6 
42.4 

44.3 
42.6 
41. 6M 
41.8 
43.6 


43.8 
42.1 
42.4 
40.8 

43.1 
42.9 
42.3 
41.8 

42.3 


2.9 
3.7 
2.5 
3.0 

2.2 
4.1 
2.3 
3.0 


2.8 
3.4 
3.8 

2.8 

3.8 
0.9 


Temperature 


79 
74 
81 
78 
81 

78 

81 

77 


76 
78 
76 
77 


27+ 
27 


28 
27 
28 

27+ 


27 

27+ 

28 


27 

27 

27 


16 

9 


16 

5 


15 

7 


9 

7 
10 
16 

-  2 
14 
19 


13 
17 
12 
19 


20 

30 
20 


19+ 

20 

20 


20 
20 
20 
20 

20 
20 
19 


20 

19 
19 


No.  ot  days 


Precipitation 


18 

18 
19 
18 

32 

20 
17 
22 
18 
18 

16 
16 
19 


3.91 
3.59 
1.73 
2.16 
3.29 

3.11 
2.23 
3.71 
1.88 
3.30 


3.31 
2.17 
2.25 
2.78 
2.34 


3.22 
2.20 
2.45 
2.38 

1.15 

2.22 
2.73 
2.07 
3.42 
2.36 

2.26 
1.95 
2.74 
1.53 
2.61 

2.62 
1.74 
2.15 
3.48 
2.80 

3.29 
2.73 
1.88 
2.10 
2.35 

3.27 
.76 

.77 
.75 


.31 
.23 
.09 


-  .31 
■1.90 
•1.51 
-1.71 
-1.43 

.79 
-1.77 

-1.51 


-1.95 

-  .94 
-1.85 
-1.54 

-  .97 
1.75 

-1.94 


-2.16 
-1.72 
-1.09 


.64 

.13 


1.24 
1.20 
.50 
1.01 
1.20 


1.25 
.91 

1.57 
.78 
.90 

1.12 
.78 

1.09 
.85 

.74 

1.01 
.60 
.91 

1.10 
.31 

.77 
.79 
.98 
1.18 
.90 

1.10 
.70 
.80 
.37 
.86 


.80 

1.23 
.76 


.82 
.62 
.91 
.60 

.89 
.73 
.97 

.92 


Snow,  Sleet,  Hail 


23 
23 
11 
23 
11+ 


T 
8.5 
5.5 
9.6 
7.8 

0.8 

9.0 
3.0 
4.2 

2.8 
3.7 
4.0 

T 
3.0 

3.6 

6.4 

11.3 

10.3 

8.7 

2.0 
4  0 
6.6 
14.9 
1.2 


4.1 
4.0 


2.5 
0.4 


No.  of  day» 


18 
18+ 


18 
18 
1+ 


12 

6 

9 

3 

8 

3 

8 

3 

7 

3 

6 

3 

9 

4 

8 

3 

7 

4 

S«e  reference  notes  following  Station  Index. 
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TWbh  3 


DAILY  PRECIPITATION 


■M11H.ETON 

OH    NO    J 
BROOM   V«S 
BURL  IS 

BROOK 

CAPE    MAY 

CHARLun. 
CHATIiAM 
OKA  rs WORTH 
CLAYTON 
CLINTON 

IS    LAKE 
DKEPWATER 
ELIZABETH 
ELIZABETHPORT 
ESSEX   FELLS 

FLEMING TON 
FOXTES1 

FREEHOLD 
GLASSBORO 
GREENWOOD   LAKE 


.  fj 


HIGHTSTOHN  06 

HIGHTSTOWN    PUMPING    STA    R       - 

INDIAN    MILLS    2   W  .05 

IRVINGTON 

JKkSEY    CITY  .18 


LAKE HURST    AIRPORT 

LAKEMOOD 

LAMBERTVILLE 

LAYTON    3    NW 

LITTLE   FALLS    MATER    CO 


R   .01 


LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MA COP IN  INTAKE 

MANVILLE 

T 

MARLBORO 

R 

04 

MARLTON  I  W 

MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

Z 

01 

MILLVILLE  AIRPORT 

T 

MILTON 

MOORESTOWN 

MORRIS  PLAINS 

REMARK  MB  AIRPORT 

Z 

.12 

REM  BRUNSWICK 

NEW  MILFORD 

HEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

.47 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINT  I  ELD 

.13 

QUAKE RTOMN 

z 

RABWAY 

RIDGEEIELD 

RIMGWOOD 

RUNWEMEDE 

.04 

runyon 

RUTHERFORD 

SANDY  HOOK 

SOMERVILLE 

SPLIT  ROCK  POND 

.76 

SPRINGFIELD 

SUSSEX 

SMEDESBORO 

SMEDESBORO  5  NW 

TOMS  RIVER 

1  TRENTON  NO  2 
TRENTON  MB  CITY 

!  TUCKERTON  1  S 

I VIHELAND 
WANAQUE  RAYMOND  DAM 

, WATCH UNG 
WESTFIELD 
MOODCLIFF  LAKE 
MOODSTOWN  2  NW 


10       II       13       H       14      15 


.... 
::• 

ia 

■I 


1.01 
.42 
.46 


73 

.84 

1.15 


16 


■ 
mien  imi 


.68 
.97 
.92 


23 


23     24      25     26      27     28 


60 

.  !5 

55 

1.10 

22 

n 

.(>2 


oa 

T 


' 


17 

.17 
.07 

T 

.06 
,06 
.40 

.17 

T 

.03 
.01 
.01 

T 
.13 

T 

T 

.12 

23 

.07 

.02 
.14 

.17 


(11 

T 

T 
T 

.15 
.01 

02 

.10 

T 

27 

in 

4H 

04 

30 

:■'. 

bH 

2 

41 

.1 

3 

2 

0  1 

1 

.34 

2 

.31 

2.36 

.15 

2.45 

.12 

2.38 

.16 

1.15 

.09 

2.22 

.42 

2.73 

2.07 

.47 

3.00 

.05 

1.72 

.30 

1  .99 

44 

2.60 

.17 

2.67 

.30 

3.01 

.31 

1.85 

.42 

3.40 

.46 

3.42 

.03 

2.23 

.02 

2.36 

.13 

2.26 

.15 

1.95 

.10 

2.74 

.28 

1.80 

.04 

1.53 

.16 

2.37 

.01 

2.04 

.08 

2.61 

.09 

2.62 

.08 

1.74 

T 

1.73 

.20 

2.15 

.51 

2.61 

.12 

1.59 

.26 

3.48 

.11 

1.94 

.43 

2.80 

.16 

3.29 

.26 

2.73 

.22 

1.88 

.13 

2.10 

.01 

2.31 

.17 

1.86 

.15 

2.35 

.15 

2.70 

.02 

2.36 

.14 

2.48 

.53 
.45 

.18 


2.76 
3.77 
3.71 
2.04 

2.06 
1.81 

1.58 
2.75 


■  following  Station  ladsx. 
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HOURLY  PRECIPITATION 


ATLANTIC  CITY  WB 

CHARLOTTEBURG 

ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

QUAKERTOWN 

TRENTON  WB  CITY 

WOODCLIFF  LAKE 


ATLANTIC   CITY  WB 
QUAKERTOWN 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATIC* 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

QUAKERTOWN 

SANDY  HOOK 

TRENTON   WB    CITY 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST   AIRPORT 

LITTLE  FALLS  WATEH  CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE    AIRPORT   6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 
MILLVILLE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST   AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AJRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 


See  reference  notM  following  Station  Index- 
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HOURLY  PRECIPITATION 


KAHl  II     1MB 


A  M.  Hour  •udiog 


TRENTON    WB    CITY 

WATilll  v 

UN 

W00DCL1H 


ATLANTIC    CITY    WB 

FREEHOLD 

GJ  A.sSBORO 

•v    PUMPING    STATION 
LITTLE    FALLS    WATK 
MILLVILLE 

MILLVILLE    AIRPORT    6 
gt'AKERTOWN 
SPRINGFIELD 
TRENTON  WB   CITY 
WATCH  UNC. 


ATLANTIC   CITY    WB 

CAPE    MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

HIGHTSTOWN  PUMPING  STATION 

MILLVILLE  AIRPORT  6 

NEW  MILFORD 

SPRINGFIELD 

WATCHUNG 

WOODCLIFF  LAKE 


MILLVILLE 
MILLVILLE  AIRPORT  6 


MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

CAPE  MAY 

CHARLOTTEBURG 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


.01 
.01 


.04 
.05 


.03 
.03  .01 
.01  .01 
.10   .14 


.08  J 

.03 

.17 

.09 

.06 


.12 
.20 


.19 
.10 


.  II 
.31 
.02 


.01 
.01 
.02 
.01 


.01 
.05 


.02 
.02 


03 


.01 
.13 
.18 

.01 
.14 


►     .07 
.01   .01 


.18 
.05 


.24 
.20 
.34 
.11 
.11 
.23 
.19 
.29 
.25 
.18 


.11 
.06 
.24 
.06 
.29 


.17 
.19 
.08 
.19 
.06 
.16 
.14 
.20 
.18 


.09  .09  .08 

.08  .05  .03 

.08  .07  .03 

.07  .09  .05 


III  ending 


.04 
.03 
.02 


.01 
.02 


-22d- 


-23d- 


.01 
.01 


-25th- 


.03 
.07 
.18 


.03 
.09 


.02 
.01 


.02   .02 

.01 


.04 
.03   • 
.01 

.02   .07 
.10   .13 


-26th- 


-27th- 

-28th- 
.-31st- 


.02 

.01 


.04 
.02 
.02 
.03 
.08 

.01 
.03 
.07 
.05 


.04 
.05 


.04 
04 


.01 
.02 
.01 


.01 
.03 


.01 
.02 


.01 
.03 
.01 


.07 
.04 
.02 
.07 
.04 
.05 
.03 


.04 
.01 
.01 
.05 
.01 
.04 
.05 


.07 
.03 


.01 
03 
.03 

.06 

.05 


.05 
.01 


.03 
.04 
.04 
.05 
.10 
.01 


.06 
.02 


.06 
.08 


.02 
.01 
.02 
.01 


.01 
.01 


.05    01   .09 


.08 
.15 

.12 
.01 
.05 
.19 
.16 


.02 
.01 


HI 
.  02 
.02 


.03 
.02 


.01 
.02 


.0* 
.01 


.0] 

.03 


.11   .02 
.01   .06 


.19 

.13 


37 
.41 
.35 


.02 
.05 

.0.1 
.01 
.02 
.01 


.58 
.84 
.67 
.79 
.66 

.63 
.25 
.75 
.62 
.69 
.66 
.60 

.70 
.74 
1.10 
.60 
.39 
.80 
.72 
.96 
.77 
.72 


.09 
.14 
.07 
.19 
.37 


.03 
.12 
.23 

.15 
.14 

.08 
.08 
.09 
.06 
.12 


.02 
.02 
.02 
.02 


.27 
.26 

.14 
.40 
.49 
.44 
.14 
.31 
.08 
.42 
.47 
.44 


.15 
.26 
.47 
.10 
.22 


.  19 

.  IK 


See  reference  notes  follomng  Station  Index. 
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DAILY  TEMPERATURES 


See  reference  notee  following  Station  Indei- 
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STATION  INDEX 


ATLANTIC  CITY  »» 

BASS  RIVER  STATE  FOREST 

BELLKPLAIN 

■BUM 

BKI  VIDERK 

BERLIN  1  HI  W 

DOONTON 

BR IDG ETON 

BR  IDG  ETON  NO  2 

BROOKLAWN 

BURLINGTON 
CANISTKAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  HAY 

CEDAR  GROVE 
CHARLOTTEBURG 

CHATHAV 

CHATSWORTH 

CLAYTON 

CLINTON 
CULVERS  LAKE 
DEEPWATER 

11ETH 
EL  I ZABETHPORT 

ESSEX  FELLS 
FLEMINGTON  1  III  NE 
FORTE SCUE 
FREEHOLD 
GLASSBORO 

GREENWOOD  LAKE 

HAHMONTON 

HIGBTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  HILLS  2  HI  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAHBERTVILLE 

LAYTON  3  HI  11 
LITTLE  FALLS  HATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUHBERTON 

HACOPIN  INTAKE 

MANVILLE 
HARLBORO 
HARLTON  IIII 
HAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
HILLVILLE  AIRPORT 
HILTON 
HOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  MI  E 

PBILLIPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

BOSTON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  MI  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  MI  NW 


n.lNGTON 

i'K    MAY 
'.i    HO 
0729    WARREN 

0787  CAMDEN 
0907  MORRIS 

MHERLAND 
1106  CAMDEN 

12U  BURLINGTON 
1327  SUSSEX 
1335  ESSEX 
1343  SALEH 
1351  CAPE  MAY 

1472  ESSEX 
1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 

1749  HUNTERDON 
2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 

2773  ESSEX 

3029  HUNTERDON 

3102  CUMBERLAND 

3181  MONMOUTH 

3291  GLOUCESTER 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055 .BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597 , MORRIS 
5728  BURLINGTON 

5769  MORRIS 

6026  ESSEX 

6062  MIDDLESEX 

6146  BERGEN 

6177  SUSSEX 

6460  PASSAIC 
6560 : ESSEX 
6775 ' PASSAIC 
6843 ,  BURLINGTON 
6974  WARREN 

6979  WARREN 
7079  UNION 
7095 1  MIDDLESEX 
7131  ATLANTIC 
7372  J  HUNTERDON 

7393  UNION 
7545;  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
8194  SOMERSET 
8402 1  MILTON 
8423!  UNION 

86441  SUSSEX 
86801  GLOUCESTER 
86851  GLOUCESTER 
8816;  OCEAN 
8878J  MERCER 

8883  MERCER 
8899!  OCEAN 
9135J CUMBERLAND 
9187  PASSAIC 
9271  UNION 

94551  UNION 
9832  BERGEN 
9910  SALEM 


new  jEiuinr 
tuaa  io4» 


Dial  nag* 


COA8TAJ 

COASTAL 
COASTAL 
COASTAL 
DELAWARE 

n  1  .  1,  . 

PASSAIC 

DELAWARE 
DEI  AWARI 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
PASSAIC 
PASSAIC 
COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 
DELAWARE 
RARITAN 
DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
,  MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


39  22 

39  35 

39  16 

40  10 
40  50 

39  48 

40  54 
39  26 
39  30 

39  53 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  02 
40  44 

39  48 

39  39! 

40  38 

41  10 

39  41 

40  40 
40  39 


I I 

observation 


40 

19 

40 

30 

39 

u 

10 

15 

39 

-12 

41 

09 

39 

3K 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
, DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

RARITAN 

COASTAL 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
j  COASTAL 
RARITAN 
ROCKAWAY 
COASTAL 

HUDSON 
j  DELAWARE 
DELAWARE 
COASTAL 
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41  08 
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40  35, 
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5P  20 
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8A 
BP 
6P 
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9P 

6P 
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6P 
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6P 

6P 
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U  8  WEATHER  BUREAU 
n  .j  rOUBTRI  BERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
HISS  C  S  UIXSON 

SAMUEL  H  MC  CULLEY 
JERSEY  CITY  WATER  WORKS 
BENNET  K  MATLACK 
SEABROOK  FARMS 
C  D  SCOTT 

PUBLIC  SERVICE  E  a.  G  CO 
DIVISION  OF  WATER 
N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
HAGNESITE  CO 

PLUNKETT 
NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
A  L  STEVENSON 
HARRY  P  CAMPBELL 

L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION 

SEWAGE  TREATMENT  PLANT 

EDWARD  T  MICK 
DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWEES 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 
GEORGE  G  WADDILL 
GEORGE  BAILEY 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

HAROLD  QUACKENBUSH 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BETTLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 
WALKER-GORDON  LAB 
N  J  DEPT  OP  CONSERVATION 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSUER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

U  S  COAST  GUARD 

W  E  HAVER 

JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 

MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 
E  H  RISTOW 

U  S  WEATHER  BUREAU 
WALTER  J  WARREN 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 
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2  3 
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3 
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REFERENCE  NOTES 

. „    -+„t«   haRici        There   will   be    no   duplication  of    numbers 

The   four   di.it    identification   numbers   in   the    index   number  column  of    the   Station   Index   are   assigned   on   a   state   basis, 
within   a  state. 

,.       .  „,,,    h„    ...H.d  0„i,    in   the   June   and  December   issues   of    this  bulletin. 
Delayed   data   and   corrections  .ill  be  carried  only  recelved   too   late   to  be    included   in  this    issue. 

Stations    appearing  in  the    Index,    but   for   which   data   are    not    listed   in   the    tatte*     -.     *        -  ^  __    ^ 

ST   l-p-ati-ir^^u^^r^hrsta^d^aihe^ur^^pe   pan^  of  Tftofdl^er  ^otherwise   shown   by   footnote   following  Table   .. 

I  ,    *„h    for   several   days      only    the    first  and   last    days   are    shown   in  Table    4. 

When  hourly   precipitation   is   missing   or   accumulated   for   several   days,    o      y 

Amounts    in  Table   4   are    from  recording   gages.      Traces   are    not    shown. 

Amounts    in   Table   3    are    from   non-recording   gages,    unless   otherwise    indicated. 

Data    in  Tables   3,5   and   6   are    for  the   24   hours   ending   at    time   of   observation.      See    the    Station    Index   for    observation   time. 

-        No  record. 

•'  &$£&  SsSi&ussts  saws-—. 

R   Station  equipped  with  recording  gage  only. 

I        Hour?,  aamoun?snfrraSrecordingeraUgeeat  the  same  site  may  be  found  in  Table  4. 

the  Weather  Records  Processing  Center,  Federal  Building,  Albany 

W.R.P.C,  Albany,  N  .Y.— 5/16/49— 1100 
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NEW  JERSEY  -  APRIL  1949 
A.  E.  White,  Section  Director  -  Trenton 

GENERAL  SUMMARY 


April  was  the  sixth  consecutive  month  with  te-pe-ture  S~iSli-5JJ;%~rpJ.2;Bto 
normal  in  New  Jersey.   Moreover  the  half  year  Period  ending       t>        ^       records  for 

have  been  the  warmest  *°ve»ber:AP7l  ^°*th%™ugh  readings     he  80 's  were  common  on 
April  were  far  from  being  equalled  this  month  thougn  r^*"B     several  brief  cold 
the  15th  which  was  the  warmest  day  a**^  static  ™{     ^g^^^ied   in  most 
periods,  however,  when  temperatures  considerably  below  freezing  ^^  ^  ^ 

sections  of  the  State.   Cool  d^s  T^"t^d1^' t^'c^nberry  bogs  of  the  southern  interior. 
R^in^sl^/und^r  ^we'e  repoXdlrom  JK  bogs  bu/litfle  damage  was  done  since 
?he  crKberry  vines  were  mostly  protected  by  water. 

Precipitation  averaged  slightly  gr eate; :  than  S^^^^^SSt^SiTnT^:117 
in  the  North  diminishing  somewhat  toward  the  Southern  part  being  only 

^ir;si:1rSs:;,,Sir«s.r^',,-^r*s.'s  ssrs^.  ™ «.  l— » — 

damage  was  reported. 

TEMPERATURE 

The  monthly  average  temperature  of  the  State ,  as  computed  ^^'S^V^Sj^t.. 
""?„'  Sth^and  SeC?o::st2-19?bateLaytoa1on  Ine  SJfJh.  highest  monthly  mean  te.pera- 
?„reh:as555'.5aat  Burlington!  and  the  lowest,  48.2  at  Long  Valley. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  Is 
plus  4.8°. 

PRECIPITATION 
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established  in  10.19  at  the  request  »  ,    „C     .   /   '   e,   't°C  "vile  records  agencies  and  to  "rtain  public  repositor  Series  are  available  for  inspect!. 
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related  works  by  the  Corps  of  Engineers.   This  Network   now   "'"^^^  by  th(,  25>  DC. 

ferreraboutd$25.000  ^"yea"  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 
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Sea   level   pi«uui«  extremea—lm-hei 
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ATLANTIC  CITY   WB 
LONG    BRANCH 
KIVARI   WB   AIRPORT 
TRRNTOH   WB  CITY 
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30.44 
30.42 
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29 
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29 
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63 
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65 

408 
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COMPARATIVE  DATA 


Year 


1885 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 
1894 

1895 
1896 
1897 
1898 
1899 

1900 
1901 
1902 
1903 
1904 

1905 
1906 


Temperature 


48.4 
50.6 


47.9 
51.2 


49.1 
52.4 
50.4 
47.8 
49.9 

50.8 
48.3 
50.2 
50.9 
46.7 

49.9 
51.2 
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1910 
1911 

1912 
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1923 
1924 
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1926 

1927 
1928 


Temperature 
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51.2 
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53.5 
47.4 

50.4 
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48.4 
54.4 
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48.8 
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1930 
1931 
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1933 

1934 
1935 
1936 
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1940 
1941 
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1944 
1945 
1946 
1947 
1948 

1949 

PERIOD 

51.1 
47.6 
49.8 
48.3 
50.4 

49.4 
48.7 
48.0 
49.3 
53.0 

48.3 
45    5 
55.4 
53.1 
45.5 

47.9 
54.5 
50.1 
50.5 
50.4 

51.8 

49.8 
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82 
85 
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94 
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79 
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81 
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83 

86 
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18 
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21 
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19 
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12 
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15 
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11 

6 
20 
19 
18 
18 

19 

3 

6.43 
2.34 
2.85 

2.71 
4.84 

3.89 
2.27 
3.23 
4.64 
2.82 
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2.32 
1.39 
2.82 
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3.28 
1.51 
4.33 
3.68 
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T 

T 
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0.2 
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ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 
INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEWOOD 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  HATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEWTON 

PATERSON 
PEMBERTON  1  E 
PH1LLIPSBURG 
PLAINFIELD 
RIDGEFIELD 

RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 

SUSSEX 
TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 
WOODSTOWN  2  NW 

STATE 


54.5 
49.6 
52. 3M 
49.3 
52.4 

53.2 
52.7 
50.8 
52.3 
53. 6M 


52.4 
49.6 
53.6 
52.7 
51.5 

50.4 
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1.2 

51.6 

1.0 

51.0 

0.5 
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3.4 
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48.2 

0.5 
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3.0 

52  .4 

2.6 
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0.6 
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3.01 
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3.06 
3.42 
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5.89 
3.87 
4.33 
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3.59 
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4.18 
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3.73 
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1.67 
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.56 
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.18 
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.22 


.53 
.48 


.00 
.02 


Precipitation 
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1.02 

.78 
1.30 

.68 

.79 
1.39 

.74 
1.15 
1.10 

.82 
1.26 

.87 
1.25 

.95 

.75 

.98 

.80 

1.41 
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1.72 
1.47 


.67 
1.35 
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1.71 
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1.27 
.85 
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.92 
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.87 
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Snow,  Sleet,  Hail 
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4 

10 

6 

13 

6 

11 

6 

10 

7 

13 

6 

13 

5 

14 

5 

See  reference  notes  following  Station  Index. 
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Y 

JH 
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IF 

/ 

V 
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M 

>n 

nan 

T«bl.3 

•MIL    1949 

Station 

Day  of  month 

-3 

I 

2 

J 

•1 

5 

ti 

7 

8 

9 

10 

11 

12 

ii 

14 

II 

IV 

18 

w 

20 

21 

22 

23 

24 

I 

ATLANTIC    CITY    wit                       J 

BASS    H1VKR    STATIC    FOREST 

BELLE PLAIN 

BJELMAR 

BKLV1DKRK 

SI 

»: 

.41 
It 
.41 

04 

0* 
.34 

10 

T 

T 

i« 

1     li 

.96 

.71 

T 
T 

04 

.04 

.08 

1.1 

T 
T 

.31 

S3 

T 

.26 

T 
.30 

T 
.22 

.18 

.11 
.20 
.61 

0 

.40 
.31 
.16 
.60 

T 

.16 
.22 
.39 
.50 
.90 

.22 

T 

.13 

.19 

.77 

.27 

.39 

T 

T 
r 

1 

T 
7 

.01 

.06 

2.08 

I    «« 

i   07 
4.12 

BERLIN    1    ■ 

BOONTON 
WKliVKTON 
BRIDCKTON    NO    2 

50 
.11 
.49 

41 

.43 

.01 

.91 

.97 

1.20 

.68 

to 

03 

.01 
.03 

.07 

T 

T 
T 

.27 
.43 
.20 

.06 

T 
.07 

.52 
1.90 
.99 
.90 
.38 

.21 

.49 
1.01 

1 
.25 
.33 

T 

.06 

.07 

.03 

.OS 

T 

T 
T 

3    33 
4.42 
2.14 

BROOKLAWM 

.63 

T 

S9 

T 

.10 

.22 

.08 

2. 33 

BURLINGTON 

.68 

IS 

.79 

.73 

.47 

.20 

.59 
.01 

T 

.60 
.60 
1.33 
.42 
.30 

.40 
.69 
.87 
.15 
.07 

CANISTEAR    RESERVOIR 
CANOE    BROOK 
CANTON 
CAPS    HAT 

1 

.10 
.17 
.37 
.46 

.00 
.16 

.08 

.47 

1.39 

.40 

.74 

.13 

3S 

.01 
.01 
.01 

.04 

.11 

.02 
.12 

.14 
.46 
.32 
.03 

.02 

.20 

.11 

.05 
.02 

.44 

.06 

.10 
.01 
.01 

4    04 
2.97 
4.64 
1    94 
2.66 

CEDAR   GROVE 

.sa 

.02 

1  .74 

.04 

.70 

1.80 

1.15 

1.42 

.31 

.38 

.97 
.89 
.92 

T 

CHARLOTTEBURG 
CHATHAM 
CHA I"S  WORTH 
CLATTON 

1 

.14 

18 
.87 
42 

02 
.21 

T 

1.03 
1.40 
1.10 

82 

.02 

.07 
.04 

.03 

.19 

.05 
.09 

.76 
.50 

.02 

.02 
.19 

.68 

T 

.24 

.05 

.51 
.73 

.16 
.03 
.17 
.09 

T 
T 

.06 
.01 

.01 

5.39 
5.03 
5.07 
3.01 
2.63 

CLINTON 
CULVERS    LAKE 
DEKPWATER 
ELIZABETH 
ELIZABETHPORT 

R 

.28 
.13 
.16 
.20 
.10 

02 
.05 

.26 
.13 

.76 
.38 
.23 
1.26 
.85 

.20 
.16 

.13 
.13 

T 

.23 

T 

.29 

.44 

.90 

.41 

.09 
.02 

.14 

.16 

.55 
.34 
.32 
.54 
.76 

.58 

'.4 

.93 
.28 

.40 
.12 
.32 
.12 
.90 

.55 
.87 
.08 
.87 

T 

.12 
.08 
.04 

.05 

.05 

.04 
.05 
.04 

3.92 
3.83 
1.72 
4.80 
3.62 

ESSEX   FELLS 
FLEMING TON 

FORTKSCUE 

tuna  d 

GLASSBORO 

1 
1 

.29 
.69 
.53 
.60 
.23 

.14 
.02 
.06 

T 

T 
.16 

1.60 
.67 
.79 

1.25 
.86 

.02 

T 

.07 
.03 
.11 

.05 
T 

.04 

T 

.08 
.07 
.08 

.35 
.39 
.13 
.56 

.16 
T 

.10 
.05 

T 

.42 
.04 
.15 
.28 

1.67 
.64 
.24 
.37 
.12 

.15 
.03 
.27 
.41 

.40 
.64 
.06 

.12 

.02 
.05 
.15 
.43 

T 
.02 

.02 

.05 
.05 

.05 
.02 

4.55 
4.34 
2.10 
3.98 
2.08 

GREENWOOD    LAKE 

HAMMONTON 

BIGHTS TOWN 

BIGBTSTOVN    PUMPING    STA 

INDIAN    HILLS    2  1 

R 

25 
.27 
.66 
.34 

.66 

.03 

T 

T 

T 
.18 

.77 
.95 
.75 
.63 
.98 

.08 

.06 

.10 
.05 

.05 

T 

.21 
.09 

19 
.27 

.70 
.32 
.13 

.05 
.08 

.07 
.05 

.02 

.12 
.20 
.65 
.04 

1.50 
.44 

.52 
.10 
.34 

.28 
.28 
.72 
.36 

.97 
.13 
.67 
.22 

.16 

.30 

.11 
T 

.12 

T 

.10 

.11 
.08 
T 

4.80 
2.83 
3.58 
3.21 
3.09 

IRVINGTON 
JERSEY   CITT 
LAKEVOOD 
LAHHERTVILLE 
LAYTON    3    NW 

.07 
.09 

.53 
.86 
.15 

.05 
.02 

T 

T 

.16 

T 

1.19 

.80 

1.41 

.77 
.60 

.06 
.02 
.03 

.03 
.18 

.41 
.40 

• 
.04 

.02 

.41 
.33 
.96 

.23 
.11 

.02 

.11 

.99 
.57 
.04 
.41 
.85 

.06 
.30 
.43 
.57 
.66 

.40 
.73 
.15 
.51 
.40 

.60 
.03 
.30 
.16 
.28 

.05 
.02 

.01 

.02 
.01 
.01 
.05 
.15 

4.23 
3.06 
3.42 
3.79 
4.34 

LITTLE    FALLS   HATER    CO 
LONG   BRANCH 
LONG   VALLEY 
LUHBERTON 

2 
Z 

1 

.16 
.28 
.20" 
.38 

T 

T 

.15 
.22 

1  .68 

1.47 

.90 

.61 

.09 

.03 

.12 

.50 
.11 

.50 

49 

.71 
.01 
.52 

T 

.09 

.05 

.02 
.22 

* 
.49 

T 

1.72 

.25 

1.35 

.54 

.91 
.28 
.96 

.03 
.15 

.01 

T 

.03 

.05 

5.89 
3.87 
4.33 

HA COP IN    INTAKE 

.20 

.02 

1.30 

.04 

.10 

T 

.88 

.01 
2.05 

.43 

.05 
1.02 

.11 
.12 

.02 

.05 
.05 

2.84 
5.60 

MAHVILLE 
MARLBORO 
MARL TON    1    M 
MIDLAND    PARK 

MILLVILLE 

R 
Z 

.22 
.30 
.69 

.30 

.02 

.10 
.18 

.01 

.36 

.60 
.83 
.69 
1.44 
.56 

T 
.05 

.05 
.07 
.03 
.08 

.25 
.22 
.10 

.63 
.27 

T 

.07 

.11 

T 
.09 

.80 
.37 
.20 
1.33 
.32 

.16 
.16 
.36 
.38 
.01 

.75 
.51 
.16 
.97 
.35 

.31 
.38 
.03 

.02 
.09 

.02 
.09 
.04 

2.95 
3.04 
2.76 
5.07 
2.33 

MILLVILLE    AIRPORT 
MILTON 
MOORESTOVN 
MORRIS   PLAINS 
NEWARK    WB    AIRPORT 

2 

.25 
.30 
.36 
.14 
.07 

.04 
.27 
.05 

.05 

T 

.69 
.15 

.37 

.88 

.67 

1.35 

1.04 

.01 
.05 
T 

.07 

.17 

T 

.25 

.02 

.02 

T 

.03 

.42 
T 
.47 

.51 
.17 
.63 
.08 

T 
.14 

.02 
.03 

.10 

T 

.25 

.05 
.63 
.83 

.02 
1.84 
.52 
.92 
.24 

.33 

.07 
1.01 

T 

.88 

.36 

1.02 

.05 

.13 
.19 
.01 
.03 

T 

.11 

T 
T 

T 

.11 

.08 

.01 

.03 

2.61 
5.02 
2.60 
5.23 
4.13 

NEW   BRUNSWICK 

MEW   MILFORD 

MEWTON 

OAK   RIDGE    RESERVOIR 

ORAHGE 

Z 

z 

.48 

.30 
.17 

.06 

.05 
.03 

.08 
.12 

.91 

1.22 

.40 

.83 

1.54 

.03 

.03 
.04 
.14 
.13 
.06 

.04 
.03 

.02 
.76 

.33 

.40 
.04 
.88 
.50 
.02 

.06 

T 
.11 

.06 

.03 
.05 
.01 

.21 
.91 

.68 
.96 

.56 
.31 

.96 

1.12 

.23 

.20 
.64 

.09 
.92 

.57 
.04 
.83 
.87 
.01 

.07 

.24 
.05 

T 
T 

.09 
.04 
.05 
.06 
.03 

3.69 
4.14 
3.92 
4.55 
4.40 

PATERSON 
PEMBERTON    1    B 
PBILLIPSBITRG 
PHILLIPSBURG    BRIDGE 
PLAINT  I ELD 

.21 
.56 
.46 
.43 
.24 

.04 
.10 
.17 
.37 

T 

T 

1.71 
.95 
.52 
.51 

1.27 

.04 

T 

.02 
.24 
.14 
.11 

.07 

T 
.02 

.11 
T 

.09 

.38 
.29 
.48 
.37 
.31 

T 
.07 

.07 

T 
.06 

.03 
.07 
.36 
.10 
.40 

1.01 
.57 

.77 

1.06 

.68 

.13 

T 

.97 

.88 
.43 
.74 
.60 
.08 

.04 
.13 
.14 
.26 

T 

T 

T 
T 

T 

.02 
.05 

.05 
.06 
.06 

4.50 
3.41 
3.93 
3.98 
4.28 

QOAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

z 
z 

.32 

.11 
02 
.10 
.28 

.25 
.20 

.01 

.54 

.78 
.53 
.85 
.73 

.05 

T 

.04 
.10 
.09 
.06 

T 

.03 

.55 
.44 
.01 

.12 

.02 

.71 
.55 
.01 

.06 
.10 
.12 

.01 
.02 

1.21 
.80 
.45 

07 
.37 

.02 

.15 

85 

1.63 

.22 

T 

.81 
.88 
.68 

.40 

.16 

.03 
.11 
.85 
.13 

.17 
.07 

.01 

T 
T 

T 

.05 
09 
.02 
.04 
.04 

4.09 
3.69 
3.59 
4.37 
2.38 

RONTON 
RUTHERFORD 
SANDY   BOOK 
SOMERVILLE 

.58 
.02 
.14 
.43 

.03 

T 

T 

.15 

.86 

1.63 

.92 

.95 

1.10 

T 

.10 
.05 
.09 
.05 

.08 

.40 

.35 
T 

.47 
.30 

.29 
.49 

.09 
.07 

.26 
.01 

.16 
.50 
.29 

.57 
.81 
.29 

.21 
.79 
.46 

.75 
.09 

.34 

T 
T 

.01 

.06 
.03 

.03 

4.00 
4.78 
3.09 

SPLIT  ROCK  POND 

.27 

.03 

.05 

.08 

.01 

.45 

.69 
1.77 

.45 

.55 
.91 

.15 

T 

T 
.04 

4.01 
4.87 

SPRINGFIELD 
SUSSEX 

R 

.08 

.11 

.01 

.13 

1.22 
.34 
.60 
.57 

1.45 

.14 

.12 

.40 

.03 

.10 

1.02 

.23 

1.05 

.05 

.04 

4.49 

SWEDESBORO 

.50 

.02 

.01 

T 

T 

.87 

.05 

.28 

.50 

.10 

.82 

.81 

.01 

.16 

4.18 

SWEDESBORO    5    NW 

.44 

.12 

T 

T 
.06 

T 

.10 

.26 

.30 

.24 

.14 

T 

2.17 

TOMS    RIVER 

.80 

.15 

.26 
.31 

20 
.01 

.57 
.34 

T 

.03 

.53 
.50 

.10 
.11 

.03 

.07 

2.86 
3.79 

TRENTON  NO  2 

TRENTON   WB   CITT 

TUCKERTON  1    S 

VIHELAND 

1ANAQUE    RAYMOND    DAM 

z 

.41 

.33 
.54 
.55 
.23 

.13 

T 
T 
T 

.15 

.24 
.21 

.64 
.59 
.84 
.85 
.91 

.05 
.04 

.03 

T 

.01 

.03 

.03 

T 

* 

.36 
.35 
.22 
.46 

.01 
.02 
.28 

.74 

.13 
.11 

T 
T 

.86 
.63 

.10 

.06 
.03 

1.24 

.59 
.42 
.76 
.54 

.20 
.12 
.16 
.27 

.82 

T 

T 

.41 

.17 

.06 

.01 
.02 

.06 

04 
T 

.03 

3.64 
2.92 

2.97 
4.06 

WATCHUKG 
WESTFIELD 

R 
Z 

.11 
.16 

.09 

.16 

1.10 
1.26 
1.22 

.62 

.03 
.10 
.02 

- 

.40 

.41 

.07 

.02 

1.02 

.15 

L.12 

.07 

.05 

4.30 

MOODCLIFF  LAKE 

z 

.08 

.06 

1.00 

1.10 

.04 

T 

.06 

4.30 

WOODSTOWN  2   NW 

.51 

.20 

t  .00 
.01 

.04 
.20 

.02 

.85 

.37 
.57 

.75 

.05 
.32 

T 

.16 

02 
.05 

4.42 
2.64 

Se»  reioience  note*  following  Station  Indax. 


HOURLY  PRECIPITATION 


NEW   JERSEY 
APRIL   1949 


A.  M.  Hour  ending 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NE1IARK  WB    AIRPORT 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY   HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCH UNG 

WESTFIELD 


MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 
CAPE  MAY 
MILLVILLE 
MILLVILLE  AIRPORT  6 


MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON    WB   CITY 

WATCH UNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK   WB   AIRPORT 

NEW    MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


CAPE  MAY 

LITTLE  FALLS  WATER  CO 

MILLVILLE 

MILLVILLE    AIRPORT    6 

QUAKERTOWN 

TRENTON    WB   CITY 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG   BRANCH 

MARLBORO 


P  M.  Houi  ending 


-1st- 


.06 
.05 


.05 
.02 


07 

.08 

.08 

.07  1 

.01 

01 

.08 

.02 

.01 

.01 

.01 

01 

.01 

.05 

.03 

Oft 

.07 

.04 

.02 

.04 

.03      .C 

04 

.03 

.04 

.01 

.( 

06 

.OS 

.06 

.02 

.03 

.04 

.02 

.03 

.01 

.01 

05 

.09 

.08 

.03 

.02 

.( 

ns 

.09 

.04 

.04 

.02 

.03      .( 

04 

.07 

.07 

.04 

.04 

.02 

* 

• 

* 

» 

•           • 

* 

* 

• 

* 

* 

.12      • 

.02 

.04 

.01 

.01 

.03 

.02 

04 

.06 

.06 

.02 

.01 

.02 

.06 

.02 

.01 

.05 

.05 

.02 
04 

.01 

.02 

M 

06 

.06 

.05 

.03 

,01 

.03 

.02 

04 

-2d- 


-3d- 


-4th- 


-5th- 


.52 
.24 
.10 
.29 
.23 
.34 


.07 
.06 
.29 
.10 
.14 
.08 
.33 
.11 
.08 


na 

.01 

.10 

01 

.01 

.02 
.02 

.01 
.01 


-6th- 


03 

.05 

.02 

.10 

.05 

.08 

.12 

.38 

.05 

.08 

.13 

.01 

.18 

.10 

.29 

.05 

.11 

.16 

.12 

.06 

.18 

.06 

.10 

.16 

.02 

.07 

.09 

.06 

.09 

.15 

.03 

.13 

.06 

.22 

.10 

.08 

.18 

.10 

.11 

.15 

.36 

• 

• 

• 

.07 

.08 

.15 

.10 

.10 

.04 

.08 

.12 

.14 

.12 

.26 

.04 

.12 

.03 

.19 

.09 

.06 

lb 

.04 

.09 

.13 

.02 

.11 

.08 

.21 

.07 

.09 

.16 

.07 

.11 
.09 

.18 
1     .09 

05 

02 

02 

02 

01 

03 

01 

.01 

.01 

.06 

-7th- 


-8th 


.01       .01       .01 


.05 

01 

02 

oz 

.03 

.01 

.05 

.04 

.03 

0! 

.06 

.02 

.02 

.03 
.05 


Sm  relerenc*  note!  lollowina  Station  Ind«- 
-    36    - 


«M.  t-CoatiniMd 


ill.    AIRPORT   .■ 
NEWARK    »H    AIRPORT 
NEW    M1LFORH 
ORA*;t 
RAHWAY 

HOOK 
SPRINGUI  I  I' 
TRENTON   »B    CI  IV 
WATCHUNG 
WESTFIELD 
WOODCI.II-f     IAKT 


ATLANTIC   CITY    WB 

CAPE    RAY 

ELIZABETH PORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

HEW  MILFORD 

ORANGE 

IJUAKKRTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG  ' 

WESTFIELD 

WOODCLIFF  LAKE 


FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS    WATER   CO 

LONG    BRANCH 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

SPRINGFIELD 

TRENTON  WB  CITY 

WESTFIELD 

WOODCLIFF    LAKE 


HOURLY  PRECIPITATION 


ELIZABETHPORT 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


MILLVILLE   AIRPORT    6 

ORANGE 

RAHWAY 

WATCHUNG 


ATLANTIC   CITY    WB 
CAPE   MAY 
ELIZABETHPORT 
FREEHOLD 
GLA  SSBORO 

HIGHTSTOWN   PUMPING   STATION 
IRVINGTON 

LITTLE    FALLS    WATER   CO 
LONG   BRANCH 
LUMBERTON 
MARLBORO 
MILLVILLE 

MILLVILLE   AIRPORT    6 
NEWARK   WB   AIRPORT 
NEW    MILFORD 
ORANGE 
IJUAKERTOWN 
RAHWAY 
SANDY   HOOK 
SPRINGFIELD 
TRENTON   WB    CITY 
WATCHUNG 
WESTFIELD 
'WOODCLIFF    LAKE 


ATLANTIC  CITY   WB 

TAPE   MAY 
:  SLIZABETHPORT 

'REEHOLD 

iLASSBORO 

IIGHTSTOWN    PUMPING    STATION 
RVINGTON 

.ITTLE  FALLS   WATER  CO 
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HOURLY  PRECIPITATION 


NEW    JERSEY 
APRIL    1949 


Table  4-Continued 


A  M.  Horn  ending 


LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE    AIRPORT   6 

NEWARK   WB    AIRPORT 

NEW    MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY    HOOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETH PORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 
LUMBERTON 
MILLVILLE 
MILLVILLE  AIRPORT  6 


FREEHOLD 
TRENTON  WB  CITY 


ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


14 

.10 

12 

.16 

.02 

13 

.09 

.01 

01 

.01 

8         9         10        11        12 


P.  M.  Hour  ending 


-22d- 


.05       .03       .02 

.01       .02 

.04 


.01       .03 
.02 


.03 
.09 
.03 
.05 
.03 


.04 
.07 
.01 
.03 
.03 
.03 


-23d- 


.01       .01 
.01      .01 


.01 
.02      .01 


LAKEHURST   AIRPORT 


-24th- 


-26th- 
-27th- 


.03 
.12 


.01 

.07 

.01 

.01 

.01 

.03 

.01 

.02 

.03 
.02 

.02 
.01 

.07 

.01 

.01 

.02 

.01 

02 

.05 

.01 
.02 

.01 
.01 

01 

.01 

.01 
.03 

.01 
.01 

01 

.01 

.01 

.02 

.01 

.02 
.02 

.01 

-30th- 


10        11        12 


.10 

.  07 


.23 
.07 
.06 
.02 
.08 


.05 
.06 
.08 
.17 
.12 
.05 
.09 
.08 
.12 
.08 
.04 


.03 
.23 
.01 


.04 
.08 
.16 


(,9 
03 
.06 


.21 
.34 


.08 
.24 
.02 
.29 
.09 
.13 
.16 
.08 


.18 

.11 
.32 


.25 
.15 
.05 
.15 
.01 
.22 
.19 


1)2 
.02 
03 


.18 
.08 
.03 
.22 
.11 
.33 
.06 
.42 
.38 
.21 


01 
.OB 


03 

.26 

.05 

.02 

.01 

05 

.07 

.04 

.01 

.02 

.01 

.01 

.01       .01      .02 


.25 
.01 
.16 
.01 

.24 
.30 
.23 
.02 
.13 
.29 
.23 
.03 
.15 
.21 
.38 


.03 
.90 
.50 


.40 
.89 


.46 

I     .85 

.84 

.46 
1.05 

.42 
1.12 
1.10 

.76 


.18 
.12 
.22 
.60 
.28 
.05 
.31 


.01 
.13 
.04 
.34 
.05 
.12 
.07 
.02 


.27 
.14 
.11 
.09 


.07 
02 


03 

04 


.04 
.05 
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DAILY  TEMPERATURES 


10411 


ATLANTIC   CITY   WB 


PLAIN 
I  1>KRE 
B0ONTOM 

URIUC.KTON 

BURL  IN 
CANOE  BROOK 
CAPE  HAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

BAMMONTON 

HIGHTSTOWN 
INDIAN  KILLS  2  W 
JERSEY  CITY 
LAKE  WOOD 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS   WATER  CO 

LONG  BRANCH 

LONG   VALLEY 

MILLVILLE   AIRPORT 

MOORESTOWN 
MORRIS   PLAINS 
NEWARK   WB   AIRPORT 
NEW  BRUNSWICK 

NEWTON 

PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
RIDGEFIELD 

RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 

SUSSEX 

TRENTON  NO  2 
TRENTON   WB    CITY 
TUCKERTON    1    S 
WOODSTOWN    2    NW 


-\ —I 


MAX      43 


MAX 
MIN 
MAX 

MIN 
MAX 
MIN 
MAX 


43      57 
37      32 

i.ii 
30 
I.. 
13 
38 


,o 

i  a 


37 
57 
30 


MIN      36      33      38      43      31 

MAX      45      59      59      59      59      57      62 


MIN  35 
MAX  44 
MIN  37 
MAX 
MIN 
MAX 
MIN 
MAX 


35 
83 


38  63 

18  n 

59  62 

43  43 

52  62 

40  39 


59   63 
41   41 


44   60   37 


36 

59 

41  23 

55  55 

37  30 

S3  58 

27   38  23 

58  57 


31   41  44 

38  56 

43  42 

5G  I  60 


SB 

14 
60 


59  60 

37  30 

56  63 

39  35 

53  50 

39  38 

58  60 

37  36 


.8   ! 

40   44   37 


55  64 


61  56 

(6  30 

55  50   53 

39  36   34 

59  57 


MIN   36   31   30   40   24   45   44   42   37   29 


D«y  of  month 
12   13   14   IS   16   17   18   19 


74   65 
53   54 


57   55 


22 




30  45 

65  75 
46  55 
70  64 
42  53 

66  75 
50  52 


74  74  76 
34  49  53 
67   69   64 


40  51 

63  '  69  I 

42  50  ' 

67  75 


88 

58 

41 

33 

82 

50 

45 

35 

51 

32   59  J  65 

48   44  41 

.,i   18  88 

4 1   Ki  39 

S3  !  67 

42 

49 

38  33   40   43 


23 


.:■ 


,8 

50 
/•i 
43 
74 
36  39 
35   65 


25   26   27   21 


59   30 
47   40 


59   64 


57   65 
40  •  37 


45 

75  67 

44  38   32 

75  65   62 

i  48   10 


79   55   55   56 


MAX 
MIN 
MAX 
MIN 


18 


59   59 
32   36 


MAX   44 

MIN 
MAX 
MIN 
MAX 
MIN 


62 

31 

58 

35   32 

45   58 


34 
56 

.!) 


MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX   46 
MIN   34 


59  58 
29  34 
59   56   58 


30 
99 
29 

57 
26 
58 
30 
61 
1] 

59 
27 

58 


62 
41 


56   63   61   54 


59  |  60 
36 


31   33   40   24 


58  62 

43  40 

58  64 

42  43 


36   35 
54 


51 

12 


51 


60 
11 
62 


39 

57  55 
40   25 

58  58 
43   27   43   42 


42  43 

51  58 

44  44 
59  62 

45  43 
54 


55  60 

35  32 

57  60 

34  30 

48  59 


MAX  44 

MIN  34 

MAX  48 

MIN  37 

MAX  45 

MIN  37 

MAX  42 

MIN  35 

MAX  42 

MIN  35 


56   56 
23  I  36 


54   60   57 


47   66   60   58 
30   32   40   30 


53  57 

37  42 

57  58 

28  39 

59  58 

34  36 


36 
58 
43  .  43 
60   63 

46  I  42 
56  52 
40  37 
58   62 


38  36 

54  59 

37  32 
56  61 

38  36 


66   53 
40   31 

75   85   76   54 


35  41 
51  56 
35  33 
54  55 
II 
42 
33  ! 
54 


28   47   52   52   45   33   36   41 


72  64 

33  49 

70  64 

35  46 


75   83 
52   54 


69  60 
36  46 
76   62 


42 

70 
53   46 

82   67 


84 


54 

42 
59  56 
30   39 


75   72 
52   52 


69 

38  I 
59 
52   55   49  '  50 


38   44 

67   66 


42 


58 
41 


48 


35 

62  66 

41  i  39 

58  54 

41  38 


60  64 
32  22 

61  63 
35  34 


61 


37  36 

51  59 

30  29 

58  ;  58 

36  38 


MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 


57 
33 


57   58   57   62   54   57 


37   36   36 

45  59   59 
34   31   33 

46  56  60 
32 
57 


45  |  43 
58  :  61 
34  37 
57   63 


42  38 
60  I  50 
39   37 


44   34   46   43   40   40 


33 


MAX   43 

MIN   36 

MAX   44 

MIN   40 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 


31 

60  59 

30  34 

60  58 

31  34 
50  58 
30  30 


MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 


38  36  36 

46  53  55 

38  35  42 

46  60  59 

35  31  30 

59 
28 

59 


29 
58 
34  i  33  37 
44  57  57 
35 
32 
31 


59  ;  61 
37   37 

60  67 
36  33 
62  i  69 
39   38 


60  58 

40  37 

60  61 

33  33 
63  66 
35  31 
63  68 

34  30 
63  69 
33  33 


72  62 

32  46 

72  63 
28  48 
60  60 
42  48 
65  57 
28  43 

73  63 
32  47 


75 

82 

62 

55 

50 

51 

54 

41 

32 

39 

75 

84 

69 

56 

56 

65  i  75 
36   40 


75 
46 

69 
49 
72 
42 
72 
39 


62  60 

39  29 

69  i  62 

39  34 


35  35 
66  74 

36  40 
65  68 
44  48   47   56 


71   61 

49   45 

70 

43 


55   64   73 
41  I  36   40 


33 
50 


57 
39 


36   34   44   43 


53   49   41   33 


fin 


69   69 
43 


81 
41 


62 

38 
6  5 
29 
66   61 
32   49 


53 
54   75 

46  50 
70  62 
41   45 


68   55 

40  30 
68  '  66 
45  35 
59   56 

38  35 
79   49 

41  !  31 
57  !  55 

39  34 


61 
38 
79 
41 

80 
44 

62 

40, 

65  [ 

54 

73 

42  : 

81 


49 

75  60 

SO  29 

72  65 


.,7 
40 
82 


54  63 

43  50 

82  73 

35  38 

72  77 


78 
4  8 
70 
50 


79   76 
58   54 


56  i  64  75 

44   37  39 

>  74 

I  38 


42   40 
58   65 


40   44   37   45 


65 
47 


49 

64 


75   82   69   56 


38 
70 


46  49  i  52  43 
72  64  75  80 
42   53  :  46   42 


58  I  55 
42   33 

57   47 

41  |  38 
57  !  56 

42  ;  38 


62  60 
36  36 
65  64 
30  I  24 

63  !  69 
38  38 
60   63 


59 

31 

61 

37 

60 

39 

71  I  65 

32  I  33 

59   60 

37   38 


68  70 

39  46 

73  64 
30  46 

74  72 
32  46 
71  63 


75  85 
53  53 
80 
48 
85 
51 


33   45   51 

70   64   79  I  73 

37   48   52   54 


62 

55 

43 

47 

72 

62 

31 

43 

71 

66 

29 

41 

73 

63 

36 

48 

71 

62 

41 

49 

72 

58 

31 

46 

57 

68 

34 

36 

56 
35 
56 
45 

54 
42 
51  : 
35 

48 
44 
54 
40 


57 

40   36 


55   66 
41   31 


56  65 

42  36 

46  54 

39  34 


57 

42 
60 


38   41 
50   55 


55   65 
36 


73 

70 

62 

19 

49 

43 

71 

73 

60 

46 

52 

40 

65 

66 

60 

52 

50 

45 

71 

73 

61 

43 

50 

47 

71 

68 

61 

45 

4.1 

38 

75 

62 

57 

33 

39 

34 

7  1 

79 

79 

43 

51 

45 

64 

72 

61 

■18 

48 

46 

72 

72 

66 

37 

41 

36 

67 

74 

60 

47 

52 

43 

70 

72 

58  | 

49 

51 

44 

74 

67 

63 

42 

43 

38 

70 

70 

62 

48 

49 

44 

75 

69 

65 

44 

47 

44 

72 

76 

63 

37 

18 

37 

74 

75 

74 

46 

50 

45 

74 

73 

65 

4  7 

50 

43  [ 

59  75 
34  41 
81 
42 


69 


76 
59 

74  65 
60   50 

75  61 


89 
36 
62 
33 
64 
27 
61 
13 


77 
60 


70 
33 


14 

71 

10 


73 

47 
69 
43 


75   73 
55   45 


36 
53 

38  45 

57  :  60 

30  39 

61  78 

37  48 


63  75 

22  33 

63  65 

33  42 


49   43 

75   61 


45   42 
73   64 


"8 
60 
46   38 


35 

119 


74 
41 
61 
37 

72 
45 
74 


75   76   64   57 
36   42   41   38 


61 

77 

39 

44 

60 

73 

34 

42 

58 

77 

40 

45 

60 

74 

36  42 
58  63 
33  I  39 

65  i  63 

37  43 
60  79 
35  43 


58 

40 

75   64 


65  74 
33  |  38 
63  |  74 
40 

78 


59 

51 

36 

74 

76 

58 

49 

47 

27 

75 

78 

64 

50 

52 

37 

78  1 

73 

65 

43  ;  43 
49 


46   54 
38  i  38 


59  67 

41  I  36 

59  66 

39  I  36 

50  i  59 

33  34 

58  68 


69 

47 


69   73 
48   51 


40  I  33   41 


74 
36 


73  I  76 
36  38 
75   71 

44  |  53 

74  70 

45  55 
66   60 


50 

66 
45  .  51 
72   65 


63 
35 

63 
38 

70 

40 
63  j  63   77 
43  |  37 

59  !  54 
49   42 

60  61 
38   32 


80 

74 

59 

49 

81 

67 

60 

50 

79 

63 

61 

43 

75 

65 

56 

48 

64 

61 

76 
31  I  36 

66  I  72 


59   62 
39   31 


39 
54 
35 


60 

75! 
60 


61   76 
40   47 


65 

76 

31 

10 

63 

78 

33 

1.1 

66 

76 

33 

37 

62 

64 

34 

36 

62 

78 

36 

42 

56 

73 

4  4 

48 

66 

75 

30 

38 

37  7 
43.1 
84.3 
39.7 
64.9 
40.0 

39.1 
64.0 
41.9 

I  68.2 
42.7 
62.2 
37.0 
60.7 
43.9 
62.2 
36.3 
65.4 
39.4 

64.8 
41.6 
65.7 
39.6 
64.9 
36.7 
64.0 
40.5 
65.7 
41.5 

63.3 
39.7 
64.1 
39.1 
59.0 
42.9 
63.5 
39.1 
64.3 
39.6 

63.3 
33.7 
65.4 
40.8 
61.0 
42.1 
60.6 
35.7 
62.8 
41.2 

63.6 
41.0 
64.2 
38.5 
63.5 
42.9 
64.5 
40.2 
60.2 
36.9 

64.3 
42.6 
65.6 
39.8 
64.9 
38.9 
65.0 
39.7 
63.9 
40.4 

64.5 
40.3 
62.2 
36.9 
64.4 
42.7 
60.4 
45.0 
64.4 
38.5 

63.1 
37.7 
63.7 
42.1 
62.5 
43.4 
61.8 
40.1 
61.0 
39.7 
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STATION  INDEX 


NEW  JERSEY 
APRIL  1949 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  MI  W 
BOONTON 
BRIDGETON 
BRIDGETON  NO  2 
BROOKLAWN 

BURLINGTON 
CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 

CEDAR  GROVE 

CHARLOTTEBURG 

CBATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS  LAKE 
DEEPWATER 
ELIZABETH 
ELIZABETHPORT 

ESSEX  FELLS 
FLEMINGTON  1  MI  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSi'OWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  III  I 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  MI  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEBBERTON  1  MI  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 
SWEDE SBORO 
SWEDESBORO  5  MI  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  MI  NW 


County 


0325  ATLANTIC 
0528  BURLINGTON 
0690  ICAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1033  CUMBERLAND 
1106  iCAMDEN 

1211  BURLINGTON 
1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
1351  CAPE  MAY 

1472  ESSEX 
1582  IPASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  iGLOUCESTER 

1749  iHUNTERDON 
2130  'SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 

2773  ESSEX 
3029  iHUNTERDON 
3102  CUMBERLAND 
3181 JMONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
50S5  BURLINGTON 

5071 [PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503 | BERGEN 
5576  CUMBERLAND 
5581 (CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769 ' MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  I  SUSSEX 

6460  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974  i  WARREN 

6979 1  WARREN 
7079 | UNION 
7095! MIDDLESEX 
7131  ATLANTIC 
7372 ' HUNTERDON 

7393  UNION 
754 5 1  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 


7833  BERGEN 
7869  MONMOUTH 
8194,  SOMERSET 
8402  MILTON 
8423  UNION 

8644  SUSSEX 
8680  GLOUCESTER 
8685'  GLOUCESTER 
8816 1  OCEAN 
8878  MERCER 


8883 

MERCER 

8899 

OCEAN 

9135 

CUMBERLAND 

9187 

PASSAIC 

9271 

UNION 

9455 

UNION 

9832  BERGEN 

9910 

SALEM 

Drainage 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

I  MULL I CA 
IPASSAIC 
[DELAWARE 
DELAWARE 
J DELAWARE 

(DELAWARE 
PASSAIC 
PASSAIC 
DELAWARE 
COASTAL 

PASSAIC 
PASSAIC 
PASSAIC 
COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 

MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 
PASSAIC 
COASTAL 
RARITAN 

DELAWARE 


39  22 
39  35 

39  16 

40  10 
40  50 

39  48 

40  54 
39  26 
39  30 

39  53 

40  04 

41  07 
40  45 
39  28 
38  56 


Time  of 
observation 


N 


74  25 
74  28 
74  52 

74  02 

75  05 

74  56 

74  24 

75  14 
75  14 
75  07 

74  51 

74  30 

74  21 

75  25 
74  57 


B 


40  52   74  13 


EST 

EST 

49   EST 

19  !  EST 

EST 


70 

EST 

280 

EST 

30 

EST 

EST 

30 

EST 

MID  I  MID 
6P 

SP 


41  02 
40  44 
39  48 
39  39 


40  38 

41  10 

39  41 

40  40 
40  39 

40  49 
40  30 

39  14 

40  15 
39  42 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 
40  48 
39  58 


74  26 
74  23 

74  32 

75  06 

74  55 

74  47 

75  30 
74  14 
74  12 

74  17 

74  52 

75  10 

74  17 

75  07 

74  20 

74  48 
74  31 
74  32 

74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 
74  00 
74  46 
74  48 


Years  of 
record 


12  1  EST   6P 

1040  EST 

180  EST    9A 

8  EST 

17  EST    5P 
I 

400  EST 

760  EST 

185  EST 

90  EST    5P 

120  EST    6P 

300  EST 

760  EST 

EST 

33  EST    5P 

30  EST 


57   57 
45  i  45 


Refer     to     tables 


,0* 

.11 


250 

134 

5 

194 


EST 

EST   5P 

EST 

EST  J   5P 

EST 


5P 

9 

9 

6P 

36 

56 

6P 

6 

5P 

48 

MID 

5P 

70 

70 

MID 

8P 

4 

5P 

52 

63 

5P 

5P 

45 

45 

MID 

U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

ISAMUEL  H  MC  CULLEY 
IjERSEY  CITY  WATER  WORKS 
BENNET  K  MATLACK 
ISEABROOK  FARMS 
C  D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 

DIVISION  OF  WATER 

N  J  DEPT  OF  CONSERVATION 

GERTRUDE  S  WILLIS 

N  W  HAGNESITE  CO 

J  A  PLUNKETT 
NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 

STEVENSON 
HARRY  P  CAMPBELL 


660   EST 

95   EST   5P 
100  EST  J   8P 

75  EST 
100 j  EST   8P 


7A 
SP 


MID 
8P 


43 

56 


135 

128 

54 

75 

480 

157 

34 

660 

25 


EST  MID 

EST  MID   MID   51 

EST  ,  MID 

EST  6P   6P   45 

EST  6P   6P  62 


EST  fip 

EST  9A  9A 

EST  MID  MID 

EST  7A  7A 

EST  MID 


6P  48 
9A   35 


48 
46 
41   41 


PASSAIC 
RARITAN 

COASTAL 

DELAWARE 

GREAT  EGG  HARBOB 

PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

RARITAN 

COASTAL 

DELAWARE 

RAHWAY 
HACKENSACK 
PASSAIC 
DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

RARITAN 

ROCKAWAY 

COASTAL 

HUDSON 

j  DELAWARE 
DELAWARE 
COASTAL 
DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 

RAHWAY 

HACKENSACK 

DELAWARE 


41  01  74  24 

40  33  74  34 

40  20  74  14 

39  54  74  55 

39  27  74  44 


40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 


74  09 

75  03 
75  05 
74  32 

74  57 

74  30 

74  10 

74  27 

74  02 

74  45 

74  30 
74  14 
74  10 

74  41 

75  12 


EST 

50  EST 

120  EST 

90  EST 

50  EST 

210  EST 

60  EST 


62 
400 


EST   MID 

EST 

EST   MID 

4P 


9  A 

MID 

MID 

6P 

5P 

HID 
MID 
MID 


8A   86   86 
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11  EST   MID 
99  EST   5P 

12  EST 

769  EST   8A 

870  EST 

140  EST 

100  EST   8A 

60  EST  1   5P 

182  EST   10P 


4P 
MID 
5P   92 


4    8 
50   95 


MID 
8A 


95 
31 
66   66 


4P 

HID 
8A   79 
5P   20 

10P   58 


40  42 

75  12 

40  37 

74  25 

40  19 

74  36 

39  25 

74  31 

40  34 

74  57 

40  36 

74  15 

40  50 

74  00 

41  08 

74  16 

39  51 

75  04 

40  26 

74  20 

40  49 

74  07 

40  28 

74  01 

40  35 

74  18 

40  58 

74  28 

40  43 

74  18 

41  13 

74  36 

39  45 

75  19 

39  47 

75  24 

39  57 

74  14 

40  14 

74  46! 

8P 


EST 
120  EST 
110   EST 

8   EST   9A 
645   EST 


20 

80 

305 

42 

18 

51 
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EST 
EST 
EST 
EST 

EST! 
EST 
EST 
EST 
EST 

EST 
EST| 
EST 
EST 
EST 


10 
58   61 


10 

32   32 

2 


8P 
MID 


10A 
MID! 


40  131 
39  36' 

39  29 

41  02! 

40  40 

40  39 

41  01 
39  40| 


74  46' 

74  20 

75  01 
74  18 
74  25' 

74  21 

74  03 

75  20 


56 

EST 

MID 

23   EST    6P 

110 

EST 

320 

EST 

EST 

135 

EST 

ion 

ESI 

16 

EST    6A 

8A 
MID 


5 

5 

51 

51 

63 

66 

51 

34 

3 

3 

28 

19 

19 

77 

77 

50 

55 

59 

69 
3 

2  3  4  5 

3 
2  3   5 

3 
2  3    5 


2  3    5 

3 
2  3    5 

3 
2  3  4  5 


2  3 

3 

2  3 


3 

3 

3 

2  3 


3 

2  3    5 

3 
2  3  4  5 

3  4 

3 
2  3    5 
2  3    5 

3  4 
2  3    5 

3  4 
2  3    5 

3  4 
2  3    5 
2  3    5 


A  H  DEPUE  2  3    5 

PASSAIC  VALLEY  WATER  CO  2  3    5 

STORM  WARNING  DISPLAY  STA;  2  3  4  5 

ARTHUR  BACKMAN  2  3    5 

JAMES  LAWTON  3  * 


L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION 

SEWAGE  TREATMENT  PLANT 

EDWARD  T  MICK 
DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 

GEORGE  G  WADDILL 
GEORGE  BAILEY 


HAROLD  QUACKENBUSB 
R  R  STONE 
GEBOW  BRILL 
DAVID  GRISCOM 

ELMER  EARLE 


HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADH 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BOTTLE  LAB 

JAKES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLEBT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMH 
S  K  PEARSON 
WALKER-GORDON  LAB 
26  N  J  DEPT  OF  CONSERVATION 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26  N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
,  W  E  HAVER 
JERSEY  CITY  D  P  W 
N  J  DEPT  OF  CONSERVATION 

MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 
E  B  RISTOW 

U  S  WEATHER  BUREAU 
WALTER  J  WARREN 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER 
31     I  HACKENSACK  WATER  CO 
13     CHARLES  CLARK 


3 

3  4 
3 
3 

3 

3  4 
2  3  4  5 

3 
2  3    5 

2  3  5 

2  3  4  5 

2  3  5 

3  4 

2  3  5 


3 
2  3 


3  4 

3  4 

3  4 

3  4 
3 


Jjjht'°  '..x  are   assigned   on   a   .late   basl. 

DeU\i-.l   Jili    in.:    corrections  will   1 

Station..   .n.  .      .  .,  .  ..,     Lnolud»d    ...   ii„       Ls.ut. 

i.i.ti.atod,   dime,.  ,„  ud  .v.por.tion    in  In 

■11...      Lv.por.tion    in  measured    in    it.ndard    ....  ,„ot   diamet..  ...   .h0»n   „J    . 

■hen   hourly    pri.clplt.tlon    is   missing   01 several    day.,    only    the    first   unci    last   days   are    shown    In  Tablo   4. 

Aaounts    In  Table   4   are    from  recording   gag...      Truces   tiro    not    shown. 

Amounts    In  Table   3   are    fro.   non    recording   gages,    unless   otherwise    Indicated. 

Data    In  Tables   3,5   and  6   are   for   t  ,  i,)n.      See    the    Station    ir x    for   observation   time. 

No  record. 

♦  And  also  on  later  dtvtva, 

•  Amount  Included  In  following  measurement .  time  distribution  unknown. 
//  Gage  Is  equipped  with  a  windshield. 

6  Precipitation  is  measured  at  ti  hourly  intervals,  no  recording  gage. 

U  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record. 

R  Station  equipped  with  recording  gag.  only. 

T  Trace,  an  amount  too  small  to  measure. 

Z  Hourly  amounts  from  a  recording  gage  nl  the  same  site  may  be  found  in  Table  4. 

Subscription  Price:  lit!  per  copy;  $1.50  a  year.  (Yearly  subscription  includes 
Annual  Summary) .  Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N,Y. 

W.R.P.C,  Albany,  N.Y. 6-21-49 850 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 


UNIVERSITY  OF  ILLINC 

MAY  1949 
Volume  LIV      No.  5 


ALBANY  1949 


NEW   JERSEY   -    MAY   1949 
A.    E.    White,    Section  Director   -  Trenton 

GENERAL   SUMMARY 
matures   for   tbe  montn  averaged  only  sllgj itly  -t^^^no^o^ay^or^iir^-"6 

seven  consecutive  months. 

Precipitation  averaged   132%  •*"»-*»  ^iS^  l^ol^oT  ^llluo^tZl^'^ 

sSaKnstt  ^veps  S£«:=.si:; 

uprooted  trees   and  debris,    and  electric  power   "*"r"Pt"°Je^e[;d   installations   at  Hadley 
nity.      An  estimated  $5000  worth  of   damage  was   caused  to  planes   and  instanai 

Airport,    South   Plainfield. N.W.H. 

TEMPERATURE 

4.  ~*    +y,a    ej+n+P      as   computed   from  observations   of   46   stations, 

The  monthly  mean  temperature  of   the   State ,    a\computea   i  Phillipsburg 

:rt„e1k:ara\;rio.e:t?T9^nan  Vt„ro„     If!   t^  |e  „ig>est  aontbly  .e..  tempe- 

rature  was   63.7°   at  Clayton,    and  the   lowest,    57.        at   Runyon. 

The   temperature   departure   from  the  normal   for   the  year   1949,    to   date,    for   the   State,    is: 

4.0°. 

PRECIPITATION 
•+    +^r,   of    thP    State      as    computed   from  observations   of   45   stations, 

^U^&a^Z-A'Z^^^™^   —At  Flemington  oa  t„e 
3rd. 

Interior]    2.67   inches;    Sea  Coast,    2.24   inches. 

„•    i--i       ^      moo   a   R9    inches-    for   the   Red   Sandstone   Plain,    4.94   inches; 
for  ;SrKtJS.tStS!Sn!7r?Ji2;1;S~t4.fL.  Coast,    3.S6    incbes. 


AC  KNOWLEDGHENT  S 


,.  action  to  the  cXi.atolo.ical  data  fro.  some  6  000  Weaker  Burea^and^oope- 
ratlve  weather  stations,  this  bulletin  ""es  Hydrologic  Bulletin 

Army,  to  supplement  existing  precipitation  Rations  ^  °«       £    control  and 
of  rainfall  intensity  which  were  essential  to  the  plan nlng  abQut 

related  works  by  the  Corps  of  Engineers.   ™i s  Net. ork   now  ![„„„     the 

2,000  recording,  and  1  ,000  «">-™c°r<4D*  ""  f  ^annually  to  the  Weather  Bureau 
Weather  Bureau  through  '"";«   ""   a      f     a        St  $250,000  per  year  be- 
by  the  Corps  of  Engineers    ™ese  transf  "^  »«rag  ^  the  ^^    1940_42 , 
tween  1940  and  1944,  and  nearly  $375,000  since  t  to      lde 
the  Depart.ent  of  Agriculture  transferred  about  *!««■»   RPclJ,atlon  has  trans- 
data  required  in  its  work,  *nd  sl°"t  ,hI  increasing  needs  of  their  program  in 
ferred  about  $25,000  per  year  to  .eet  the  increasing 
the  Western  States. 


Previous  to  the  introduction  of  t^sjulletin  series  dataJro^Hydrocll.at, 
Net.ork  stations  were  presented  "  ^^."l^  „br,cing  the  entire  Unite. 
.ere  issued  monthly  for  each  of  8  drainage  areas  e«      «  requlre- 

States,  but  since  the  Net.ork  .a estab   s     t   ^provision  was  eade  for 
ments  of  the  Federal  agencies  referred  to  «™,     1-  cooperating 

public  dissemination  of  the  data,  distribution  being  'J»  .here  ref. 

agencies  and  to  certain  public  repositories    A  list  °*  }      f<)r  lnspectl„ 

erence  copies  of  the  a»d™l0f "^""."^'ui   Weather  Bureau,  Washington 
may  be  obtained  upon  application  to  Chief,  u.a. 

25,  D.C. 

individuals  as  listed  in  the  Station  Index. 
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PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


ATLANTIC  CITY   WB 
LONG   BRANCH 
NEWARK   WB   AIRPORT 
TRBNTON    WB   CITY 


Sm  Uv.I  preuur*  e<tr*m»i-inch*a 


30.33 
30.31 
30.30 
30.30 


29.57 
29.64 
89.68 
29.64 


10 


Wind    apeed-m   p   h 


15.6 
11.3 
9.8 
8.3 


45 

32 
35 


11 
20 
28 
39 


"i  •    n.Hr.Ki 

HAT    I94S 


H.l.tfv.  humidity  »tii)M-pticral  Sunahlo* 


79 
78 
75 


71 
68 
48 


77 

■... 


i  I 


191 
183 
149 

142 


COMPARATIVE  DATA 
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Precipitation 
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1900 
1901 
1902 
1903 
1904 

1905 
1906 

57.3 
5E.8 
63.3 
58.6 
62.3 

60.7 
59.5 
60.1 
59.4 
61.4 

60.9 
65.3 
60.6 
58.5 
61.1 

60.9 
58.6 
60.3 
62.7 
62.8 

61.4 
61.0 

90 
87 
94 
90 
94 

87 
93 
90 
95 
93 
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98 
87 
93 
94 

98 
90 
95 
98 
97 

89 
94 

29 
36 
35 
26 
32 

33 
28 
30 
29 
30 

28 
29 
29 
29 
29 

26 
29 
29 
21 
31 

22 
24 

2.74 
6.07 
1.37 
4.92 
4.09 

4.24 
2.97 
5.04 
4.07 
7.72 

2.85 
3.21 
5.68 
7.00 
1.92 

4.71 
5.60 
2.04 
0.59 
2.60 
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4.21 
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0 
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0 
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0 
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1912 
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1914 
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1917 
1918 
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1920 
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1922 
1923 
1924 
1925 
1926 

1927 
1928 

55.4 
61.6 
60.0 
60.0 
64.5 

62.0 
60.3 
63.1 

58.1 
61.1 

54.0 
64.6 
60.9 
57.4 
60.2 

63.0 
59.1 
56.8 
57.7 
59.1 

58.1 
58.0 

91 
95 
91 
94 
99 

92 
94 
98 
88 
90 

90 
93 
95 
89 
96 

90 
90 
87 
99 
90 

88 
93 

22 
29 
27 
27 

22 

31 
25 
30 
30 
33 

25 
31 
31 
26 
32 

23 
25 
25 
23 
26 

30 
27 

5.05 
7.10 
2.30 
2.54 
1.37 

4.09 
3.45 
2.93 
3.82 
3.48 

3.83 
4.94 
4.98 
3.00 
4.17 

3.84 
1.66 
5.69 
2.86 
2.58 

3.65 
2.23 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
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12 
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Temperature 

Precipitation 

0> 

2 

> 

« 

0 
A 

a 

0 

i 

3 

0 

0> 

o 
> 

< 

0  s 

oi -a 

n 

«  0 

«  2 
■°  0 
Zq 

1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 

1949 

Period 

59.9 
62.7 
60.4 
60.5 
63.2 

62.3 

57.8 
63.1 
62.5 
59.2 

63.3 
59.7 
62.6 
64.3 
61.7 

65.3 
58.4 
60.8 
60.1 
60.0 

61.4 

60.6 

95 
98 
97 
94 
93 

98 
95 
97 
96 
89 

99 
92 
99 
97 
93 

94 
90 
91 
94 
95 

98 

102 

26 
31 
21 
29 
32 

28 
27 
28 
28 
26 

25 
28 
23 
25 
24 

28 
29 
26 
18 
25 

29 

21 

3.49 
2.75 
3.73 
2.98 
4.84 

4.63 
1.71 
2.78 
3.12 
3.52 

1.43 
6.29 
1.86 
2.41 
4.92 

1.67 
4.78 
6.63 
7.22 
8.06 

4.77 

3.62 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
T 
0 

0 

0 

13 
9 

12 
8 

13 

11 
9 

7 
10 
12 

6 
15 
9 

7 
12 

8 
14 
14 
15 
15 

14 

11 

CLIMATOLOGICAL  DATA 


NEW  JERSEY 
HAY  1949 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 
INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEWOOD 
LAHBERTVILLE 

LAYTON  3  NW 

LITTLE  PALLS  HATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLV1LLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEWTON 

PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 

RIDGEFIELD 
RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 

WOODSTOWN  2  N 

STATE 


59.3 
61.3 
62.  2M 
59.6 
63.5 

63.6 
59.8 
62.5 
58.9 
63.1 

63.7 
62.0 
61.2 
62.3 
63.4 

61.2 


60.8 
62.3 


60.7 
57.8 
62.7 

61.4 
60.6 
62.4 
61.9 
58.7 

63.0 
62.4 
62.1 
61.3 
60.9 

61.7 
62.7 
57.1 
62.6 
62.1 

61.5 
60.3 
62.8 
62.4 
60.4 

61.9 


1.2 
0.2 
1.1 
0.6 
-0.1 


4.2 
1.0 


1.7 

0.1 

-0.4 

0.3 

0.0 

0.1 
-0.1 
-1.7 


1.3 
1.4 


1.0 

1.2 

-0.6 


0.9 
0.9 
1.3 


3.7 

0.8 
0.5 
0.0 
1.3 
0.2 


Temperature 


91 
92 
85 


89 
91 
87 
92 
92 


92 
89 

92 


91 
90 


38 
35 


40 
38 
33 
39 
34 

37 
35 
41 
35 
36 

29 
35 
40 
32 
40 

39 
35 
39 
38 


40 
36 

3fi 

35 
4  0 


No.  of  days 


38 
30 

39 


35 

33 

40 
41 
40 


31 
30 


30 
29 
21 
9 
30 

13 
30 
30 


30 

30 


30 
30 

30 
30 
29  + 


Precipitation 


4.01 
6.22 
5.46 
4.49 
6.49 

5.83 
4.37 
3.07 
4.13 
3.33 

5.30 
4.38 
6.25 
4.79 
4.18 

4.76 
3.96 
3.95 
4.03 
6.53 

4.81 
4.57 
3.79 
4.51 


5.46 
5.06 
4.01 
4.68 
4.95 

5.24 
4.61 
5.03 
5.01 
3.51 


4.12 
5.48 
4.45 
4.55 

5.61 
4.87 
6.74 
5.09 
4.20 


.96 
2.90 
1.78 

.70 
2.99 

2.03 
.86 
.19 
.21 


2.11 

.65 

2.58 

1.19 

.33 

1.04 
.71 
.60 
.70 

2.63 

1.51 
.76 
.55 
.81 


1.26 

1.08 
1.46 
1.44 
1.20 
.48 


.83 

1.96 
1.26 
3.22 
2.01 
.96 


.98 
1.65 
1.50 
1.29 


1.18 
.88 
.74 
.84 


1.97 

.78 

2.04 

1.50 

.92 

1.06 

1.38 

.78 

.76 

1.89 

1.45 

.96 

1.13 


1.20 
1.11 
1.05 
1.10 

1.15 
.96 
.99 
.88 

1.11 


.81 

.97 

.77 

1.50 

1.12 
1.28 
1.32 
1.16 
.79 

1.11 


Snow,  Sleet.  Hail 


No.  of  days 


3 
22 

25 
20 
22 
22 
3+ 


14 

15 


14 

10 


15 
12 
13 


12 

16 
15 
10 


12 
14 
15 
15 
19 


14 

13 
12 
13 


13 
16 
15 

13 
15 
10 
16 

14 


See  reference  notes  following  Station  Index- 


DAILY  PRECIPITATION 


Station 


ATLANTIC    Cm     111 

BELLKPLAIH 

ULNAR 

8ELVI 

BSRL1N    I    V 

UOOKLAWN 

BURL.-* 

t]  KVOIR 

CANOK    BROOK 
CARTON 
CAPE    HAY 
CCDAR  GROVE 
CHARLOTTKBURG 

CHATHAM 

*>KTH 
CLAYTON 

CLINTON 
CULVERS 

•  I  i'!-:r 
ELIZABETH 
ELIZABETH PORT 
ESSEX    FELLS    SEWAGE    PLT 
FLEM1NGTON 

rORTESCUE 
FREEHOLD 
GLASSBORO 

GREENWOOD    LAKE 

iHAMMONTON 
H1GHTSTOWN 
HI GUTS TOWN    PUMPING    STA 
INDIAN    MILLS   2   V 
IRVINGTON 
JERSEY    CITY 

>O0D 
LAMBERTVILLE 
LAYTON   3    NW 
LITTLE    FALLS    WATER    CO 
LONG  BRANCH 

LONG   VALLEY 

LUMBERTON 

MA COP IN    INTAKE 

MANVILLE 

MARLBORO 

MARLTON    1    W 
MAYS    LANDING 
MIDLAND    PARK 
MILLVILLE 
MILLVILLE    AIRPORT 

MILTON 
MOO RES TOWN 
MORRIS    PLAINS 
NEWARK    W8    AIRPORT 
NEW    BRUNSWICK   EXP    STA 

NEW    MILFORD 

NEWTON 

OAK    RIDGE    RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON    1    E 
PRILLIPSBURC 
PHILUPSBURG    BRIDGE 
PLAINFIELD 
PLEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

BVNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
S1EDESBORO  5  NW 
TOMS  RIVER 

TRENTON   NO   2 

TRENTON   WB    CITY 

TUCKERTON    1    S 

VINELAND 

WANA^UE    RAYMOND    DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF    LAKE 
WOODS TOWN    2    NW 


Day  ol  month 


1.39 

•         3.. IS 

.93 

1    OB 

,10 

.05 

.45 

01 

T 

.30 

1.30 

„„ 

SI 

1    97 

.03 

.70 

.18 

.00 

■J- 

1.19 

ill 

4„ 

.30 

.20 

.50 

oa 

3.04 

.09  .03  .38 

.42  T  .62 

.50  .19  .26 

.07  07  1.38 

.16  .25  .34 


.07 

i  ,00 

.53 

14 

.18 

.65 

.14 

.96 

T 

.46 

.47 

in 

1.10 

.11 

.93 

T 

•'.' 

.35 

.10 

.31 

.91 
.33 

.87 

.47 

90 

.47 

99 

.73 

.11 

.81 

.05 

2  4 

1.04 
1.20 

T 

.29 

T 

.24 
.57 

T 

.16 

.30 

.03 

.16 

.95 

.28        .04        .62 


cm 

OS 

,11 

.47 

1(1 

B7 

T 

.59 

.21 

.36 

.12 

T 

44 

u,; 

.03 

L'l 

.02 

.40 

07 

1"       II       1.        ii       1-1      IS      16      17      18      19      20      21      22      23     24      23     26      27     28      29     30 


ta 

.15 

*5 

..  1 

.30 

'.•' 

.23 

•1 

.11 

.... 

i     1  1 

.48 

l-i 

.10 

.01 

II 

1  1 

,19 

.18 

r. 

.70 

.82 
1.45 


.02 

.41 
1.11 


.04 

.35 

.15 

.50 

.14 

.55 

.14 

.01 

.23 

.02 

.87 

.81 

.96 

.42 

.20 

.34 

.55 

.22 

.38 

.02 

.81 

1.11 

.37 

.64 

a  following  Station  Index. 
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HOURLY  PRECIPITATION 


ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  COMPANY 

LUMBERTON 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF    LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

RAHWAY 

WESTFIELD 

WOODCLIFF  LAKE 


CAPE  MAY 

ELIZABETHPORT 

GLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 


A.  M.  Houi  ending 


.05 
.10 
.03 
.06 
.08 
.02 
.03 
.05 


.02 
.01 
.02 


.03 
.02 

.07 
.03 
.06 
.01 
.56 
.03 
.05 
.02 
.03 
.01 
.07 
.02 
.09 
.03 
.01 
.01 
.04 


.03      .05 
.01      .01 


P.  M.  Hour  ending 


-1st- 


.03      .01      .42 
.03      .07 


.01       .01 
.28      .01 


.18      .03 

.30 

.04 


.01  .04 

.03 

.03  .05 

.01  .33 

.01  .09 

.06      .21  .02 

.03  .08 

.01  .07 


-2d- 


.01      .02 

.01      .01 


.07 
.01 


.07 
.02 
.01 


.01 
.04 
.02 
.01 
.01 
.06 
.01 
.01 


.03 

.06 


.07 

.07 
.02 


.01 
.02 
.01 
.08 
.01 
.03 
.02 
.20 
.01 

.01 
.02 


.02      .01 


.08 

.Of. 


.03 
.01 


.05 
.02 
.02 
.  06 
.12 
.04 
.  19 
.04 
.06 
.12 
.33 
.02 


.03 
.  16 


.17 
.02 


.03      .01      .01 

.21 
.12  .04 
.03  .05 
.11  .01 
.06 
.06 
.08 

.01       .02      .03 

.05 

.02      .04 


.06 

.07 
.03      .06 

.40      .10 

.02 
.05 


11        12 


-3d- 


.05 
.01 


.01 
.02 
.07 
.14 
.06 
.03 
.02 
.03 
.05 
.04 


.02 

.01      .01 


.03      .56 

.01 
.15      .15 

.01 
.06      .03 


•  .61 

.06 

.04      .04 


.01 

.03 

.27      .15 

.03 

.05      .01 


.19 
.04 


.20 
.20 


.01 


.04      .01 
.12      .03 


-5th- 


-6th- 


.11 

.01 
.03 


.10 
.01 


.02 
.01 


.01 
.01 


-7th- 


.35 
.30 
.50 
.16 

.09 
.30 
.21 


.11 
.20 
.40 
.06 
.18 
.29 
.06 
.11 
.13 
.13 


.26 

.37 

.04 

.04 

14 

.12 

.09 

.48 

01 

.04 

.05 

.14 

07 

.06 

.09 

1.29 

.09 

.13 

.29 

07 

.09 

.07 

.25 

12 

.07 

.06 

.88 

.04 

.08 

.04 

.48 

33 

.05 

.07 

.57 

.06 

.04 

.10 

.06 

.34 

.90 

* 

• 

• 

06 

.14 

.08 

.29 

.05 

.10 

.11 

.32 

06 

.25 

.08 

.41 

06 

.14 

.07 

.43 

.22 

.01 

.10 

.45 

09 

.06 

.06 

.49 

.15 

.15 

.05 

.39 

.22 

.15 

.10 

.59 

.11 

.04 

.09 

1.18 

09 

.04 

.08 

.24 

13 

.06 

.05 

.27 

.06 

.32 

.15 

.66 

.17 
.01 


.37 
.02 


.16 
.25 


.01 

.04 

.10 

.15 

.17 

03 

.32 

.08 

.38 

.23 

.08 

.16 

.11 

.66 

.04 

.24 
.07 
.05 

.05 

.11 

.04 

.17 

.07 

.18 

.01 

.14 

.11 

.34 

See  reference  note*  tollowing  Station  Index. 


Tal-I.  4-Contlnu*d 


HOURLY  PRECIPITATION 


Station 


A  M   Houi  ending 


LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE   AIRPORT   6 

NEWARK    WB    AIRPORT 

NEW   MILFORD 

ORANGE 

RABWAY 

SANDY   HOOK 

SPRINGFIELD 

TRENTON   WB  CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


GLASSBORO 
LUMBERTON 

MILLVILLE  AIRPORT  6 
TRENTON  WB  CITY 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLYILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

HEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


.07   .22   .04 
.01   .01 

.22   .12 


ATLANTIC  CITY  WB 
CAPE  MAY 
MILLYILLE 
MILLVILLE  AIRPORT  6 


ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LONG  BRANCH  . 

LUMBERTON 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAJI 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


CAPE  MAY 

LITTLE  FALLS  WATER  COMPANY 

MILLVILLE  AIRPORT  6 

SPRINGFIELD 


ATLANTIC  CITY  WB 

CAPE  MAY 

MILLVILLE  AIRPORT  6 


HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

NEWARK  WB  AIRPORT 

ORANGE 

QUAKERTOWN 

RAHWAY 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

BLIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING   STATION 

IRVINGTON 

LITTLE   FALLS    WATER   COMPANY 

LONG  BRANCH 


.06  .04 

.26  .07      .01 

.07  .04 

.10  .10 

.13  .01 

.27 

.10  .02      .01 

.09  .02 

.18  .08 

.26  .01 


.01 
.02 
.07 


.02 
.06 

.05 

.03 
.02 
.01 


■n  j  (Hair 

MAY   I94B 


P.  M.  Hour  ending 


.06 
.01 
.01 
.02 
.06 
.02 
.02 
.01 
.17 
.02 


.03 
.07 
.06 
.02 
.03 
.01 
.09 
.01 


04 
.02 


.09 
.05 
.03 
.10 
.01 
.01 
.04 
.06 
.09 


.02 
.04 


.05 
.04 
.04 


.02 

.02 

.01 

.01 

,04 

.16 

0? 

01 

.03 

.01 

.01 

.09 

.06 

.04 

10 

.01 

.02 

.10 

.05 

.03 

10 

.01 

.01 

.02 

.05 

.02 

.02 

0? 

Ob 

.03 

.02 

.11 

.09 

04 

.08 

10 

01 

.01 

.01 

.01 

.02 

04 

.08 

(It 

01 

.03 

.03 

.02 

.01 

.02 

0? 

.01 

.01 

.01 

.06 

.03 

.01 

04 

.01 

.02 

.01 

.03 

.03 

.05 

.05 

.02 

.01 


.01 
.08 
.02 
.03 
.18 
.01 
.01 
.01 


-9th- 


.05      .10 
•  .47 


-10th- 


.01 
.10 

.10 

.04 

.06 
.03 
.02 

.10 


.03 
.07 


.03 
.03 
.03 
.05 


.01 
.02 
.01 
.07 
.02 
.01 
.01 


.02 
.03 


.01 
.08 
.02 
.01 

.01 
.02 
.01 


.02      .01 
.06 


.03 
.02 


-11th- 


-14th- 


.02 

.02 

.02 

.02 

.01 

.10 

.07 

01 

.01 

.01 

.01 

.04 

.06 

01 

.02 

0? 

.08 

.02 

.05 

.09 

.01 

-15th- 

-16th- 
-19th- 


.25 

.08 

.34 

.06 

.02 

.21 

.08 

.19 

.51 

.42 

.02 

.12 

.12 

.02 

.24 

.01 

.07 

01 

.04 

10 

.14 

.01 

17 

.06 

01 

.01 

.01 

.16 

.03 

.01 

.03 

.01 

.13 

.15 

.01 
.01 


03 

.08 

.01 

.07 

18 

10 

.04 

.01 

-20th- 


.01      .10 

.02      .01      .04      .01 


.07 
.08 
.03 
.01 


.03 
.04 
.13 
.03 
.04 


.05 

.01 

.04 

.01 

.14 

.02 

»  reference  note*  following  Station  Index. 
-   49   - 


.33 
.02 
.34 
.44 

.10 
.34 
.11 
.23 
.20 
.16 
.27 
.15 
.12 
.26 
.27 


.02 
.06 


.65 
.23 
.36 
.63 
.70 
.19 
.28 
.46 
.71 
.63 
.18 

.23 
.25 
.27 
.30 
.40 
.53 
.22 
.62 
.45 
.22 
.24 
.30 


.29 
.23 
.28 


.45 
.25 
.23 
.54 
.20 
.04 
.28 
.25 
.08 
.34 
.48 
.33 
.31 
.52 
.44 
.14 
.14 
.27 
.07 


.20 
.02 


.02 
.02 


.02 

.02 

.01 

.03 

.04 

.02 

.04 

.06 

.01 

.01 

.04 

.04 

.04 

.12 

.20 

.02 

.02 

.01 

.01 

.01 

.03 
.02 

.01 

.01 

.01 

.01 

.13 
.48 
.47 
.48 
.55 
.53 
.27 

Table  4-Continued 


LUMBERTON 
MARLBORO 
MILLVILLE 

MILLVILLE  AIRPORT  6 
NEWARK  WB  AIRPORT 
NEW  MILFORD 
ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


LITTLE  FALLS  WATER  COMPANY 
ORANGE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAB 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

HJ.GHTSTOWN    PUMPING    STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

SANDY  HOOK 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 
ELIZABETHPORT 

FREEHOLD  

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LITTLE  FALLS  WATER  COMPANY 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 


HOURLY  PRECIPITATION 


NEW    JERSEY 
MAY    1949 


A.  M.  Hour  ending 


P  M  Horn  ending 


03 

.04 

.01 

.01 

.05 

04 

.01 

.01 

14 

03 

.20 

.02 

OR 

.03 

14 

.01 

02 

.04 

.01 

08 

.05 

06 

.07 

.02 
.01 

T7T7 


T\ 


.17 
.04 


.02 
.08 


.12 
.01 
.07 
.06 
.06 


.03 
.07 


.01 
.05 


.04 
.05 
.04 


.05 
.30 
.02 
.03 
.04 
.02 


.03 
.05 
.07 


.22 

.01 

.11 

.14 

,12 

.01 

07 

.01 

.07 

.14 

IS 

10 

.01 

.04 

.20 

.39 

.01 

.02 


-21st- 


-22d- 


.19 
.05 
.01 
.01 
.01 
.01 


.02 

.02 


.02       .Oil      .01 


.08 
.25 
.03 


.05 
.01 
.04 
.18 


.02 
.02 


.04 
.25 


.01 
.02 


.01 
.03 


.01 

.01 


.02 
.02 
.09 
.05 
.03 
.02 

.05 
.04 


.01' 

.02 
.01 
.01 
.01 
.01 


.01 
.01 


.04 
.01 


.03 
.01 
.01 
.01 


.10 
.03 
.10 
.01 


.04 
.17 
.05 
.03 


.08      .051 


.15 

.02 

.16 
.04: 

.171 
.07 


.13 
.01 
.01 


.03 
.04 
.11 
.01 


.02 
.04 
.03 
.01 


.03 
.01 
.04 


.47 

.09 
.16 
.04 


.21 

IS 

.53 

.58 

.18 

15 

.30 

01 

.18 

01 

.22 

.40 

.21 

.26 

.01      .01 


.17! 
.18 
.02 


.10 
.06 
.12 
.05 
.08 
.08 
.08 
.13 


.06 
.01 


.07 

.  02 


-23d- 


.02 
.01 
.01 

.01 
.01 

.03 
.02 


01 
01 


.01       .01 


.04 

.03 

.01 

.05 

02 

.03 

.01 

.02 

.01 

.03 

.01 

.06 

.02 

.04 

.01 

06 

.05 

.02 

* 

.91 

.01 
.01 


.22 
.15 
.38 
.12 
.30' 
.01 
.29 
.31 
.02 


.40 

.25 
.20 
.15 
.40 
.29 
.21 
.10 
.10 
.18 


.  08 

.39 
.37 
.01 

.14 

.27 
.13 
.10 
.05 
.10 
.14 
.22 
.16 
.18 
.18 
.21 


.13 
.18 
.19 
.07 
.16 
.16 
.15 
.09 
.42 

.11 

.16 
.02 
.02 
.25 
.16 
.06 
.13 
.08 
.08 
.09 
.17 


.49 
.43 
.04 


.37 
.68 
.20 
.66 
.39 
.50 
.58 
.50 
.78 
.46 


.03 
.01 


.98 

.73 

.90 
1.93 
1.50 
1.08 

.56 
1.13 
1.28 
1.29 
1.20 

1.11 

.91 

.82 

.72 

1.00 

1.50 

1.14 

1.16 

.59 

1.08 

1.17 

.91 


-24th- 


.30 
.10 


.10 

.02   ' 

.02 

.04 

.03  . 

.01 

.16  ' 

.01  :\ 

.07 

.18 

.54 

.01 

.02 

.01 

.01 

.04, 

.02 

.02 

.05 

.04' 


.56 
.41 


.03 
.32 


.32 


.01 
.01| 


-25th- 


.01 

.19 

.07 

.27 

.02 

.06 

.07 

.16 

.02 

.03 

.04 

.49 

.02 

.11 

.12 

.25 

.26 

.21 

.47 

.09 

.10 

.19 

.11 

.17 

.06 

.38 

.05 

.02 

.07 

.71 

1.03 

• 

* 

.09 

10 

.20 

.34 

.34 

.01 

.12 

.09 

.23 

.02 

.02 

.36 

.41 

.04 

.10 

.5! 

.02 

.04 

.13 

:% 

.1! 
.2: 

.06 

.02 

.04 

.51 

.10 

.16 

.06 

.3' 

.06 

.27 

.07 

.41 

.09 

.0! 

.0 
.01 

.ot 
.0: 

.01 

.0: 

.0- 

.0 
.0 

.1 

.0 
.0 

.1 

.0 

See  reference  notea  lollowino  Station  Index. 
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T«bl»  4-ContiniMd 


HOURLY  PRECIPITATION 


RAHWAY 
SANDY    HOOK 
SPRINGFIELD 
TRKNTON    WB   CITY 
WANAgUK    RAYMOND   DAM 
•  A1Y11UNG 
WKSTFIELD 

wooDCLi ff  lake 


ATLANTIC   CITY    WE 

CAPE    HAY 

ELIZABETHPORT 

IRYINGTON 

LITTLE  FALLS  WATER  COMPANY 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRKNTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLI  FT  LAZE 


MILLVILLE  AIRPORT  6 
WANAQUE  RAYMOND  DAM 


ATLANTIC  CITY  WB 
MILLVILLE 
MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

NEWARK  WB  AIRPORT 

ORANGE 

SPRINGFIELD 

TRENTON    WB   CITY 


GLASSBORO 
LAXEHCRST   AIRPORT 
LONG  BRANCH 
SANDY  HOOK 


NMW    JKRRKY 
MAY    11)411 


AM   Horn  Sliding 


.05 
.02 
.02 
.06 
.01 
.03 
.06 


.03      .02 

.01       .02      .01 


P   M    11,  .in  o,„l„„, 


-26th- 


.01 

.CM 


.01       .05 
.03 


.04 
.05 
.04 


.01 
.03 


.06      .08 
.01      .04 


.05 
.07 


.02      .06       .02 

.02 
.02      .06      .01 


.01 
.03 


.01 

.03 

.01 

.03 

.24 

« 

.01 

.05 

.01 

.19 


.01 
.  03 


.01      .01 
.01 


.01      .02      .06      .02      .01 


-27th- 
-28th- 
-29th- 


-31 


st- 


.02 
.02 
.02 
.02 
.03 


.03 
.05 


.05 
.05 
.06 
.02 
.06 
04 
.04 
.12 


.07 
.17 
.14 
.13 
.11 
.05 
.09 
.34 

.15 
.11 
.12 
.34 
.10 
.02 
.11 
.05 
.13 
.10 
.10 
.12 


.02 

.03 


.03 
.03 
.07 
.02 
.02 
.04 
.03 


.01 

.01 


Soo  reiarenca  notaa  following  Station  Indax. 
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DAILY  TEMPERATURES 


NEW    JERSEY 
HAY   1949 


Day  of  month 


7T7T7Ti^rTi^3T^1^7f^ 


See  reference  note*  following.  Station  Inde: 
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hbl*6 


EVAPORATION  AND  WIND  MOVEMENT 


r 


Stefan 


MAY     IU4U 


D«y  ol  month 


11     12     13     14 


15     16     17 


20 


23 


24 


23 


26 


27 


26 


."i 


10 


ui.-m  Lflcatl 


■itl 

in 

ft   state. 

Delayed 

dl  1  I     .ui.J 

cor 

-«tlo 

is    wl 

Stat 

Lqi 

i   appear! 

IB    in    the 

Index 

■ila 

r 

otherwise 
Evaporat 

ind 
on 

cated 

iun-d 

i ndei   nuabei 


BEFSBEHCS  NOTES 
Station  Index  a; 


..  1 


When  hourly  preclplt 
Amounts  In  Table  4  a 
Amounts  in  Table  3  a 
Data  In  Tables  3,  5 


led  only 

•hit  ii  dati 


LI  I.,  I 


Ol  I  his  luil  K 


and  evaporati 


otnote  folic 


uded  In  t 
ins  Table 


several  days,  only  t 
e  from  recording  gages.   Traces  are  not  shown, 
e  from  non-recording  gages,  unless  otherwise  Indicated, 
rid  6  are  for  the  24  hours  ending  at  time  of  observation 


-  Ho  record. 

+  And  also  on  later  dates. 

■  Amount  Included  in  following  measureme 

//  Cage  is  equipped  with  ;,  windshield. 

6  Precipitation  is  measured  at  6-hourly 

U  One  or  more  days  or  record  missing;  se 

R  Station  equipped  with  recording  gage  o 

T  Trace,  an  amount  too  small  to  measure. 

Z  Hourly  amounts  from  a  recording  gage  a 


ntervals .  no  recording  gage. 

■  Table  5  for  detailed  daily  record. 

the  same  site  may  be  found  in  Tabli 


Subscription  Price:  15*  per  copy;  $1.50  a  year.  (Yearly  subscription  includes 
Annual  Summary).  Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 
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STATION  INDEX 


NEW  JERSEY 
HAT  1949 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELHAR 

BELVIDERE 


BERLIN 
BOONTON 
BRIDGETON 
BRIDGETON  NO  2 
BROOKLAWN 

BURLINGTON 
CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 

CEDAR  GROVE 

CHARLOTTEBORG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 
CULVERS  LAKE 
DEEPWATER 
ELIZABETH 
ELIZABETHPORT 

ESSEX  PELLS  SEWAGE  PLANT 

FLEMINGTON  1  MI  NE 

FORTESCUE 

FREEHOLD 

GLASSBORO 

GREENWOOD  LAKE 

BAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  MI  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  MI  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  MI  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 


S  WEATHER  BUREAU 
J  FORESTRY  SERVICE 
:S  ED  C  HOFFMAN 

ITY  WATER  DEPT 

ISS  C  S  HIXSON 

IsAMUEL  H  MC  CULLEY 
IjERSEY  CITY  WATER  WORKS 
BENNET    K   MATLACK 
[SEABROOK  FARMS 
SCOTT 

[PUBLIC   SERVICE   E  k  G  CO 

DIVISION    OF   WATER 

Si  J  DEPT  OF  CONSERVATION 

_ITRUDE   S  WILLIS 

W  MAGNESITE  CO 

J  A  PLUNKETT 
,NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
L  STEVENSON 
Y  P  CAMPBELL 


Relet     to     tables 


L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION 

SEWAGE  TREATMENT  PLANT 

EDWARD  T  MICK 
DONALD  YOUNG 
F  A  RODENBADGH 
FRANK  J  MOREAU 
PROF  SANGREE 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
_  S  NAVY 

GEORGE  G  W ADD ILL 
GEORGE  BAILEY 

_  DEPUE 
PASSAIC  VALLEY  WATER  CO 
STORM  WARNING  DISPLAY  STA 
ARTHUR  BACKMAJi 
JAMES  LAWTON 

HAROLD  QUACKRNBUSH 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  mt.i.ahct 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  SETTLE  LAB 

JAMES  C  LONG 
U  8  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
p  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 
WALKER-GORDON  LAB 
26  H  J  DEPT  OF  CONSERVATION | 
WILLIS  W  VAIL 

LOUIS  FOHTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

D  S  COAST  GUARD 

W  E  RAVER 

JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 

KARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 
E  H  RISTOW 

0  S  WEATHER  BUREAU 
WALTER  J  WARREN 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


3 
2  3 

3 
2  3 
2  3 

3 
3 
3 
2  3 
3 

3 

2  3 

3 


2  3 

2  3 

3 

2  3 


3  4 
3 

3  4 
3 


3 

3  4 
2  3  4 

3 
2  3 


3 
2  3 
2  3 
2  3 

3 
2  3 


3  4 
2  3 

3 
2  3 
2  3 

2  3 
2  3  4 
2  3 

3 

3  4 

2  3 

3 

3 

3 
2  3 


2  3  4  5 
3 
3 

3  4 
3  4 

3  4 
3  4 

2  3    5 


Reference  notes  lor  this  Issue  will  appear  on  page  53. 
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CHARLES  SAWYER,  Secretary 

WEATHER  BUREAU 
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CLMATOLOGICAL  DATA 


NEW  JERSEY 


THE  LIBW         -  "•    • 

SEP  9    1343 
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Volume  LIV        No.  6 


ALBANY  1949 


NEW  JERSEY  -  JUNE  1949 
A.  E.  White,  Section  Director  -  Trenton 

GENERAL  SUMMARY 

Considerably  warmer  than  normal  and  the  driest  June  of  record  describes,  in  brief,  the 
weather  for  June,  1949  in  New  Jersey. 

Continuing  the  trend  which  began  with  November,  1948,  this  was  the  eighth  consecutive 
month  with  temperature  averaging  above  normal.   Though  it  was  warmer  than  normal  most  of 
the  time,  it  was  quite  cool  from  the  8th  to  10th,  and  on  the  9th,  readings  of  33  'ere 
registered  at  Layton  and  Charlotteburg  in  north  Jersey.   The  perxod  from  the  20th  to  26th 
was  unusually  warm  with  maxima  reaching  the  upper  90 's  at  most  stations  and  four  stations 
reported  readings  of  100°  or  higher.   During-  the  month,  there  were  6  days  with  maxima  of 
90°  or  hi-her  at  Trenton  and  Elizabeth,  8  such  days  at  Newark,  Chatsworth,  Clayton,  Free- 
hold, Pemberton  and  Somerville,  10  at  Flemington,  Burlington,  Lambertville  and  Paterson, 
11  at  Belvidere  and  12  at  Phillipsburg. 

This  was  not  only  the  driest  June  of  record,  but  the  driest  month  of  any  name  in  this 
State  since  records  were  begun  in  1866.   The  two  nearest  competitors  for  dryness  were 
September,  1941  with  a  State  average  precipitation  of  0.28  inch,  and  October  1924  with 
0  41  inch   The  dry  weather  which  set  in  about  the  25th  of  May,  continued  right  through 
June  with' no  rain  of  importance  in  most  localities.   Several  stations  reported  no  measu- 
rable rain?all  at  all.   Nearly  all  of  the  stations  had  less  than  one-half  inch,  and  only 
two  reposed  as  much  as  an  inch  for  the  month.   The  drought  was  not  effectively  broken 
in  most  sections  until  the  second  week  in  July.   As  a  result  of  the  extended  dryness 
truck  croDS  suffered  heavy  damage.   Hardest  hit  were  the  crops  of  early  sweet  corn  and 
early  comrcerSal "potatoes7-  lar|e  acreage  crops  in  this  State.   Both  these  crops  were 
estimated  to  be  reduced  in  yield  more  than  50  percent.   Pastures  were  brown  and  dairy 
production  greatly  diminished. 

TEMPERATURE 

The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  46  stations ,  : 
was  72  1°   which  was  3.0°  above  normal.   The  highest  temperature  was  102   at  Runyon  on 
Ihe  25in,'and  the  lowest,  33°,  at  2  stations  on  the  9th.   The  highest  monthly  mean  tempe- 
rature was  74.3°  at  2  stations,  and  the  lowest,  68.9°,  at  Charlotteburg. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is 
+3.9°. 


PRECIPITATION 


The  mean  total  precipitation  of  the  State,  as  computed  from  observations  of  46  stations,, 
was   23  inch,  which  was  3.60  inches  below  normal.   The  greatest  monthly  precipitation 
was  i!l0  inches   at  Glassboro,  and  the  least,  0.0  inch  at  4  stations   The  greatest 
Imount  of  precipitation  in  any  24  consecutive  hours  was  .92  inch  at  Belvidere  on  the  25tt 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949  to  date,  by 
sections,  is:   The  Highlands,  -2.32  inches;  Red  Sandstone  Plain,  -1.19  inches,  Southern 
Interior,  -0.83  inch;  Sea  Coast,  -1.10  inches. 

The  average  for  the  Highlands  was  0.39  inch;  for  the  Red  Sandstone  Plain,  0.15  inch;  for 
the  Southern  Interior,  0.27  inch;  and  for  the  Sea  Coast,  0.17  inch. 


HCKNOWLEDC-MENTS 

I.  addition  to  the  climatological  data  fro.  see  6,000  Weather  Bureau  and  coope-  •^■.J^^^S  S^^^^S^Ef^ 

rative  weather  stations,  this  bulletin  series  contains  "^varol^ic  Bulletin  ^reissued  monthly  lor   each  of  8  drainage  areas  embracing  the  entire  Unit 

tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin  |"e_];SS"*°  „ince  ihe  Network  was  established  to  meet  the  internal  require 

Series.   The  Hydroclimatic  Network  is  a  nationwide  net  of  rain  gages— nost ly  of  States   but  since  the  ««.     re(erred  to  above,  no  provision  was  made  for 

the  recording  type  which  produce  continuous  records  of  precipitation    It  was  "g^c  dissemination  of  the  data,  distribution  being  limited  to  cooperate 

established  in  1939  at  the  request  of  the  Corps  of  Engineers   Department  of  the  P""^ef|^Jo  certain  public  repositories.   A  list  of  locations  .here  « 

Army,  to  supplement  existing  precipitation  stations  in  »*»,',  «ence  copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspect! 

of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and  erence  copies  ot  the  Hyo    |  Weather  Bureau,  Washingtor 

related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about  may  be  obtained  upon  app 

2  000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the  Zi>,    U.L. 

Weather  Bureau  through  working  funds  transferred  annually  to  the  father  Bureau  records  published  in  this  bulletin  have  been  made  available 

by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250  000  per  year  De  "   »        coooeration  of  various  public  offices,  private  agencies,  and 

tween  1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42,  "rough  the  =°°Pf™tion  or         P 

the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide  individuals  as  listeo  m 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 
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ATLANTIC   CITY    »B 
LONG   BRANCH 
NEWARK  WB   AIRPORT 
TRENTON   WB   CITY 


PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


JUNK    Itll 


S*«  level  pieaauie  •atiemea-inchea 


30.44 

30.43 
30.42 


29.60 


12 

n 

■>■• 


Win. I  iptad 


15.2 
11.5 


25 
27 
25 


22 
26 
II 
25 


Relative   humidity   KlligH     [)•!<  ant 


B2 

80 


BO 
70 
Bl 


Suruhlne 


18 

70 

30 

10 

74 

10 

COMPARATIVE  DATA 


1885 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 
1894 

1895 
1896 
1897 
1898 
1899 

1900 
1901 
1902 
1903 
1904 

1905 
1906 


Temperature 


68.7 
67.1 
68.2 
70.8 
69.9 

70.7 
69.7 
72.4 
69.7 
70.6 

71.7 
68.1 
66.1 
70.1 
72.3 


67.5 
64.0 
68.6 

68.3 
70.4 


97 
91 
97 
99 
91 

95 
102 

98 
103 
102 

103 

96 

95 

100 

103 

97 
103 
99 
92 
100 


Precipitation 


1.79 
3.38 
6.77 
2.59 
3.73 

3.59 
2.92 
3.85 
2.95 
2.28 

3.24 
5.46 
3.38 
2.10 
2.50 

3.08 
1.57 
6.57 
7.68 
3.13 

3.43 


i  ° 
is 


0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 


Year 


1907 
1908 
1909 
1910 
1911 

1912 
1913 
1914 
1915 
1916 

1917 
1918 
1919 
1920 
1921 

1922 
1923 
1924 
1925 
1926 

1927 
1928 


Temperature 


64.7 
69.9 
70.0 
66.9 
63.9 

68.0 
69.1 
68.5 
67.0 
64.7 

68.9 
66.3 
69.5 
68.4 
70.4 

71.1 
72.5 
66.8 
73.6 
64.9 

65.4 
66.6 


96 

'.19 
99 
95 
97 

98 

'IN 


95 
106 

95 
103 

97 


31 
35 


33 
31 
35 

37 

36 

40 

3  2 
3« 
3« 
33 


30 
36 


31 
36 


Precipitation 


5.17 
5.36 

1.94 
1.80 
2.66 
3.12 
4.20 

4.27 
3.43 
3,16 
6.18 
3.23 

6.31 
2.08 
4.20 
3.10 
2.60 

3.16 

6.75 


0.0 
0.0 
0.0 


0.0 
0.0 
0.0 


0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 


Is 
■3  a 


10 

15 


1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 

1949 


Temperature 


69.5 
70.8 
69.3 
69.3 
71.0 

72.6 
68.9 
69.1 
70.5 
67.2 

70.8 
68.6 
69.4 
69.8 
74.2 

70.4 
69.9 
68.1 
67.6 
68.9 

72.1 


101 

98 

105 

103 
96 
99 
99 
96 

99 
95 


100 
100 


Precipitation 


3.11 

4.17 


3.68 
2.79 


7.79 

3.55 
3.28 
5.09 
3.11 
3.24 

4.08 
4.30 
5.25 
3.71 
5.28 

.23 


«  S 


0.0 
0.0 
0.0 
0.0 


0.0 
0.0 
0.0 
0.0 


s 

I') 

10 
9 


12 

13 
13 

10 

10 


0.0 

9 

0.0 
0.0 
0.0 
0.0 
0.0 

10 
13 
11 
10 

15 

0.0 

3 

0.0 

10 

REFERENCE  NOTES 
lumbers^tnin  a^ate1""0"  nU"berS  ^  ^  """^   COlU"n  °f  the  Stati°n  ">d"  »«  "'I*™-  on  a  state  basis.   There  .ill  be  no  duplication  of 
Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 
Stations  appearing  in  the  Inde*,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  rate  to  be  included  in  this  issue 

When  hourly  precipitation  is  missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 
Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 
Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Inde*  for  observation  time. 
No  record . 

+   And  also  on  later  dates. 

»   Amount  included  in  following  measurement,  time  distribution  unknown 

//   Gage  i.i  equipped  with  a  windshield, 

6   Precipitation  measured  at  6-hourly  intervals,  no  recording  gage 

R  St'L?n„m0reda^  "?♦ ueC°rd  Bissine;  sc*  Table  5  for  detailed  daily  record. 

R  Station  equipped  with  recording  gage  only. 

T  Trace,  an  amount  too  small  to  measure 

Z  Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

J^i"1?*10"  Pri°o:   15<i  per  copy;  $150  a  year-   "early  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscription  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 


W.R.P.C,  Albany,  N.Y. 8/12/49 850 


CLIMATOLOGICAL  DATA 


NEW   JERSEY 
JUNE   1949 


ATLANTIC   CITY   WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BURLINGTON 

CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 
CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 
INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEWOOD 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORHIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEWTON 

PATERSON 
PEMBERTON  1  E 
PBILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 

RIDGEFIELD 
RUNNEMEDE 
RUJTYON 
RUTHERFORD 
SANDY  HOOK 

SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 

WOODSTOWN  2  NW 

STATE 


Temperature 


71.2 
72. 4M 
74.3 
70.2 
74.9 


71.0 
73.  5M 
68.9 
69. 8M 
73.6 

71.4 
71.1 
72.6 
72.5 
73.4 

72.3 
71.7 
70.7 
70.3 
73.2 

69.2 
72.0 
70.8 
69.1 
73.1 

71.9 
71.0 
73.7 
72.7 
70.2 

74.3 
72.8 
73.9 
72.5 
72. 1M 

73.1 
73.1 
72.9 
73.8 
72.6 

72.7 
71.2 
73.8 
73.1 

70.  7M 

71.9 


4.6 
3.0 
4.7 
2.4 
3.5 

3.2 
5.1 
3.2 


2.4 
1.8 

1.6 

3.0 
1.5 
-0.2 
1.2 
3.5 

2.9 
2.6 

2.7 
1.5 


3.8 
3.3 
2.2 

4.2 
0.8 
4.4 
3.4 
3.1 


4.8 

3.4 
3.5 
2.5 
3.6 
1.5 


96 

97 

97 
96 
100 
97 
97 

97 
97 
98 


96 

96 


95 
99 
96 

94 

100 
98 
98 

101 
97 


102 
99 
95 


26 

27 
2G 
26 
26 


26 
21+ 


26 
25+ 


25+ 

26 

27 


51 
41 


47 
39 
44 
43 


J  9 

49 
40 

41 


45 
41 
5i 

■!  6 
36 


44 

-18 
54 


No.  of  days 


.36 
.50 
1.01 
.46 
.08 


-2.68 
-2.69 
-3.31 
-3.34 
-3.94 

-4.29 
-2.63 
-3.74 


-3.74 
-3.75 
-2.94 

-3.97 
-3.77 
-3.67 
-4.07 
-3.84 

-3.88 
-4.01 
-3.86 
-4.33 


-3.82 
-3.78 
-3.89 

-3.93 
-4.49 
-3.85 
-4.14 
-3.14 

-4.10 


-3.76 

-3.76 
-3.95 
-4.53 
-3.03 
-3.47 


.16 
.18 
.92 
.18 


.17 
.21 
.06 
.02 
.29 

.12 
.07 
.04 


.04 
.08 
.00 
.08 
.02 

.06 
.13 
.09 
.03 
.04 


Precipitation 


Snow,  Sleet,  Hail 


.02 

18+ 

.32 

27 

.36 

26 

.24 

11 

.10 

18 

.03 

26 

.10 

18 

.13 

18 

.03 

18+ 

.36 

18 

.02 

25 

.27 

18 

.01 

18+ 

.01 

11+ 

.17 

19 

.30 

25 

.06 

18 

.03 

19 

.16 

17 

.15 

18 

19 
26 
27 
18 
18 

19 
18 
18 
2  5 
27 

19 
18 

1+ 
18 
18 

18 

25 
25 

18 
22 


1  2 

2  o> 


No  of  daya 


• 

s 

o 

a 

a 

R 

in 

8 

"■ 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

BELVIDERE 


September  1948-  Lowest  should  be  39°  on  22nd  day  instead  of  22°  on  3rd  day. 


See  reference  note*  following  Station  Index. 
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•bl.  3 


DAILY  PRECIPITATION 


Station 


HTUimc  onr  to 

BASS    MTU    STAT* 
BXLLKPLAIN 


■Li  mm 
narroi 


BURLINGTON 
i*AN.STKAR    RESERVOIR 
CANOE    BROOK 

|  inn 

CAPE    HAY  | 

CEDAR    GROVE 

CHARLOTTKBURC  7 

CHATSWORTH 

CLAYTON 

a  iwnm 

CULVERS   LARS 

DEXPWATER 

ELIZABETH 

ELIZABETHPORT  I 

ESSEX    rSLLS   SKRV    BLDC      Z 

FLEM 1NGTON 

FORTESCUe 

rUEBOLD  | 

GLASSBORO  i; 

GRKEXTOOD    LACE 

HAMMONTON 

HIGHTSTOWW 

HIGBTSTOWN  PUMPING  STA  R 

INDIAN  HILLS  2  W 
IRVINGTON  R 

JERSEY  CITY 
LAKXHURST  AIRPORT       B 

umooD 

LAMBKRTVILLE 

LATTON   3    NW 

LITTLE   FALLS   WATER  CO      Z 

LONG   BRANCH  z 

LONG   VALLEY 

LUMBER  TON 

MAC OP  IN    INTAKE 
MARLBORO 
HARLTON    1    W 
HAYS    LANDING 

MIDLAND    PARK 
MILLVILLE    AIRPORT 
HILTON 
MOORE S TOWN 
MORRIS   PLAINS 

NEWARK   WB   AIRPORT 

NEW   BRUNSWICK  EXP   STA 

HEW   MILFORD 

NEWTON 

OAK   RIDGE    RESERVOIR 

ORANGE 

PATERS ON 
PEMBERTON  1  E 
PBILLIPSBDRG 
PLA INFIELD 

PIEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 
RINGWOOD 

RUKNEMEDE 
RUKYON 
RUTHERPORD 
SANDY  BOOK 
SOHERVILLE 

SPLIT  ROCK  POND 
SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDES BORO  5  NW 

TOHS  RIVRB 
TRENTON  NO  2 
TRENTON  WB  CITY 
TDCKERTON  1  S 
VIKELAND 

WANAQUE  RAYMOND  DAM 
WATCBTTNG 
WBSTFIELD 
fOODCLIFF  LAKE 
WOODSTOWN  2  NW 


JANUARY  1949 

GREAT  MEADOWS 

RAHMONTON 

QUAKERTOWN 

FEBRUARY    1949 

DEEPWATER 

RAHHONTON 

MARCH    1949 

BASS    RIVER  STATE   FOREST 

BAHMONTON 

PLRASARTVILLE 

APRIL   1949 

PLEASANTVILLE 
■AY  1949 

BR  IDG ETON    HO   2 


jurr  LMf 


HILLVILLE  „.rch   ld49_   22nd  dfty   shJ2 


I   '.-IV     QJ     Ml-. >.ll. 

16 


d   be    .08       total   should  be  3.50 


JJ 


18      19 


.03      T 

T 

.oa     .18 

.07 

.0»      .07 

T 
.W, 


20 


DELATED  DAT* 


33 


M 


23     28      27     28      29 


30 


.at 

.w> 

.01 


.00 
.21 
.20 
.39 
.06 

1.10 
.35 
.01 
.03 
.09 

.45 


.00 
.15 
.02 


.06 
.04 
.55 


S«e  retaiaoc*  notM  tolJowiaa  Station  Indax. 
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ATLANTIC  CITY  WB 


LUMBERTON 
MILLVILLE 


GLASSBORO 
IRVINGTON 
MILLVILLE 


ESSEX  FELLS  SERVICE  BLDG 

GLASSBORO 

LITTLE  FALLS  WATER  CO 

MILLVILLE 

MILLVLLE  AIRPORT  6 

NEW  MILFORD 

TRENTON    WB   CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAFE  MAY     » 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

SANDY  HOOK 

TRENTON   WB   CITY 

WANAQUE    RAYMOND    DAM 

WOODCLIFF   LAKE 


CAPE  MAY 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MILLVILLE 

MILLVILLE  AIRPORT  6 

QUAKERTOWN 

WANAQUE  RAYMOND  DAM 


ATLANTIC  CITY  WB 

GLASSBORO 

MILLVLLE 


HIGHTSTOWN  PUMPING  STA 

NEWARK  WB  AIRPORT  6 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC  CITYWB 
CAPE   MAY 
GLASSBORO 


NEWARK  WB  AIRPORT 


HOURLY  PRECIPITATION 


HE*    JERSEY 
JUKE    1949 


A.  M.  Hour  ending 


P.  M.  Hour  ending 


-4th- 


.02      .01 

.02  .08 


.06 
.03 


.01 
.01]      .02 


-16th- 


-17th- 


.03       .02 
.01 


.01      .02 
•  .03 


.01      .01      .07]      .01      .01      .  02j      .05 
.03      .03 

.02]      .05 


*  *  • 


.02      .01 
•  .08      • 


.01      .01      .01 


.03      .02 

•  * 

.01 


-18th- 


.02 
.04      .02      .02 


.01 
.01      .01 


.02 

-19th- 


.10 

•  * 

.02 


.02 

•  .04 

.01      .01      . 
.02 


•  •  • 

*  *  • 


.03 
.05 
.IB 
.10 


.09 
.02 


.04 
.16 


.14 

.02 
.19 
.06 
.08 


.01      .02 

»  .05 

.05 

.01      .01 


-21st- 


-22d- 

.01      .03 

-25th- 


.01 

.01 

.03 

* 

* 

• 

* 

* 

• 
.10 

03 

.03 

.02 

.04 

.16 

.01 

.01 

.01 
.01 
.05 

,01 

.01 

.02 

.11 

• 

• 

• 

« 

-26th- 


-27th 


.01      .01      .04 


.16 

.01      .26 


.11 
.03 
.03 


.03 
.05 


.05 
.03 


.14 
.06 


.05 

.01 

.01 

.01 

.02 

.05 

.01 

.07 

.06 

.06 

.11 

.01 

.12 

.16 

.05 

.32 

.02 

- 

.52 
.06 

See  reierence  note*  following  Station  Inde: 
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T«M.  4 


HOURLY  PRECIPITATION 


(DECEMBER    1948 
TTLE    FALLS 
rr 


ITTLE    FALLS 


LITTLE    FALLS 


LITTLE    FALLS 


LITTLE    FALLS 


LITTLE   FALLS 


LITTLE    FALLS 


LITTLE    FALLS 


LITTLE   FALLS 


LITTLE  FALLS 


LITTLE   FALLS 


LITTLE   FALLS 


JANUARY    1949 


GREAT  MEADOWS 
QOAKERTOWN 


GREAT   MEADOWS 


GREAT   MEADOWS 


GREAT   MEADOWS 
LITTLE  FALLS 
QUAKE RTOWM 


GREAT   MEADOWS 
LITTLE   PALLS 
QUAKERTOWN 


GREAT   MEADOWS 


LITTLE  FALLS 


LITTLE   FALLS 
QUAKERTOWN 


LITTLE   FALLS 
QUAKERTOWN 


LITTLE  FALLS 
QUAKERTOWN 


LITTLE   FALLS 
QUAKERTOWN 


LITTLE   FALLS 
QUAKERTOWN 


LITTLE  FALLS 
QUAKERTOWN 


IIIHI      I'U'i 


A  M   Hour  ending 


P   M    Hour  endmq 


.01       .02      .07 


.12      .25       .12 


.02       .02       .02 


.17      .10 

.08       .04 


.05      .13       .11 


.01 
.01       .01       .02 


.11       .08 
.06       .10 


.01       .05 
.01      .01 


*  *  * 

.01       .01 


•  *  * 

.03      .02      .01 
.01 


*  »  « 


.09       .02       .01 
.01 


.03       .07      .03 
.06       .02 


.01       .02 

.03       .03       .02 


.05 

.10 

.01 

.01 

.02 

.12 

.22 

.11 

.02 

.01 

.02 

.02 

.04 

HI. I  AMI)    DATA 

-3d- 

-4th- 
-6th- 

.05      .031     .02 

-12th- 
-15th- 

I     .03       .07       .03 

-16th- 

03  .05  1     .07       .04 

-17th- 
-19th- 

.05       .05      .05    .05         .05      .10 


-21st- 
-29th- 

.01       .02      .03       .07      .09      .03       .01       .01       .03 


.08       .07      .09 


.09      .10       .01 


.10      .10       .05 


-30th- 

.07      .09      .20  1     .32 


.02       .10       .14 


-3 


st- 


.02       .03       .02 
.03       .04 


*  *  * 

.12 


-1st- 

.oil 

-2d- 

.07      .01  I     .01 

-3d- 

I 
-5th- 


.05      .04      .07 
.05      .05      .08 


*  *  * 

.07      .05      .09 
.06       .08      .10 


.07      .04 

.05       .06      .05 


-6th- 

*  I    * 

-7th- 

*  I   + 

-18th- 
-19th- 

-21st- 
-22d- 
-23d- 

-24th- 


.07       .05       .07 


.02       .02       .01 


.05      .13       .10 


.01       .01       .01 


.02      .02       .04 


.16       .08       .07 


*  •  * 

.06      .07      .10 
.12       .08      .06 


.01 

04 


.06       .08       .06 
.04       .05      .42 


.02       .07       .07 
.04       .08       .08 


-26th- 

.01       .02  1     .05      .06       .04 
.02       .02       .02 |     .04      .06       .04 

See  reference  notef  following  Station  Index. 
-    61    - 


.01       .01       .01 


.10      .10      .24 
.16      .20      .20 


.02 
.02      .04      .06 


.26       .05       .09 
.12      .10      .12 


.02 
.18 


1.27 
1.65 


.48 
.14 


.06      .04       .01 
.38 


.17 
.05 

.22 

.12 

.16 
.10 

.22 
.12 

1.11 
1.14 

.40 
.34 

.05 
.06 

.03 
.04 

.04 
.04 

.14 
.26 

.02 

.25 
.29 

.01 

.01 

.31 
.58 

Table  4-Continued 


LITTLE  FALLS 
QUAKE RTOKN 


LITTLE  FALLS 
QUAKERTOWN 


LITTLE  FALLS 
QUAKE RTOWN 


FEBRUARY  1949 
LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

LITTLE  FALLS 

MARCH  1949 
WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

APRIL  1949 
WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 


HOURLY  PRECIPITATION 


DEW  JERSEY 
JUKE   1949 


A.  M.  Houi  ending 


.07       .14      .16 

.05      .09       .06 


.11      .05      .03 
.08       .06       .14 


.07       .05      .05 
.02      .10 


.01       .16       .16 
.06       .14      .04 


P.  M.  Houi  ending 


-27th- 
-28th- 


-31st- 


.12       .09       .06 
.14      .12       .10 


.05       .05       .03 
.08       .01       .01 


.05       .02 

.02       .04       .04 


.14 
.10 


.73 
.60 


.08       .08       .08 


.02       .03       .02 


.05      .09      .01 


.02       .01       .01 


.02      .04      .01 


.02       .04       .13 


.04       .03       .03 


.20       .30       .10 


-4th- 

.01 

-7th- 

.09 

-10th- 

-16th- 

I 
-17th- 

-19th- 
-20th- 
-22d- 

.01  .05)     .03       .05      .01 

-23d- 
-25th- 

.01       .02 

-28th- 

.06       .03       .04       .07      .05       .10 

-lst- 

-4th- 
-5th- 

-6th- 

.01 

-3th- 

-18th- 

.06       .05      .03 |     .05      .01      .01 

-22d- 
-23d- 

-26th- 

I 
-31st- 


-lst- 

I 
-5th- 


.01       .02      .02 


.01       .04       .02       .16 


.02       .03       .02       .03  .03 


.01  .05 


See  reference  notee  following  Station  Index. 


Tabic  4-Cootinuad 


HOURLY  PRECIPITATION 


JIIKK     1949 


Station 

A.  M  Hour  andtng 

P  M  Ho 

1 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

8 

6 

7 

8 

e 

10 

11 

12 

KAYMOND  DAM 

OH 

.13 

.18 

.18   .22 

.03 

-6th- 

.80 

lANAQl'K  RAYMOND  DAM 

-7th- 

.01 

01 

IANAQUE  RAYMOND  DAM 

.01 

.01 

-8th- 

1 

.02 

IANAQUE  RAYMOND  DAM 

-13th- 

.16 

.02 

.12 

.44 

.74 

IANAQUE  RAYMOND  DAM 

.06 

-18th- 

.08   .05  1  .05   .01 

.05 

.03 

.06   .06 

.12 

.06 

.01 

.39 

.09 

1.12 

IANAQUE  RAYMOND  DAM 

.12 

-19th- 

.12 

IANAQUE  RAYMOND  DAM 

-22d- 

.03 

.08   .13 

.08 

.08 

.10 

.12 

.10 

.04 

.76 

IANAQUE  RAYMOND  DAM 

.03 

.02 

.01 

.02 

.01 

-23d- 

.01 

.02 

.12 

IANAQUE  RAYMOND  DAU 

.01 

-26th- 

.01             .01 

.03 

DAILY  TEMPERATURES 


ATLANTIC  CITY  IB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BURLINGTON 

CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CRATSIORTH 
CLAYTON 

ELIZABETH 

ESSEX  FEI.LS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

BAMMONTON 

HIGHTSTOIN 
INDIAN  MILLS  2  I 
JERSEY  CITY 
LAEEIOOD 
LAMBERTVILLE 

LAYTON  3  NI 

LITTLE  FALLS    IATER   CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 
MORRIS    PLAINS 
NEIARK  IB  AIRPORT 
NEI  BRUNSWICK  EXP  STA 
NEWTON 


Day  of  month 


MAX  '  68 
MIN  58 
MAX  77 
MIN  41 
MAX  !  82 
MIN  49 
MAX   77 


MIN 
MAX 
MIN 


46  46 
87  I  85 
48  49 
76  t  78 
43  45 
80   81 


MAX  |  78 
MIN   43 


MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 
MAX 
Mil 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN   44 

MAX 

MIN 


MAX 
MIN 
MAX 
MIN 
MAX  72 
MIN  54 
MAX  74 
MIN  50 
MAX  |  75 
MIN  !  44 


75 


79 

42  !  45 


74   74   79   78 


53 
78 


79  I  82 
40   38 


84 
52 
80  88 
45  ,  55 
82  85 
52   65 


77  I  78 
47  49 
76 


48  47  48 
78  80  ',  79 
45   44   45 


75 

78 

49 

49 

78 

81 

56 

45 

75 

78 

46 

47 

78 

81 

44 

41 

70 

54 

70 

53 

79 

63 
70 
54 
85 
60 
87 
59 
88 
58 

85 

65 
87 
66 
80 
65 

71  78  87 
40  46  65 
79  85  84 
46   47   65 


48  i  48 
79  !  81 


77  85 
44  j  48 

78  I  83 


80  82 
38  I  41 
77  I  81 
45  !  46 
71  I  70 


78 
40  I  41 
80  80 
47  i   44 


47  i  50 
78  i  84 


79  76 

56  I  45 

84  79 

58  48 

84  79 
52  I  39 

85  |  77 
58  |  45 
82 
4  J 

81 

56 

84 

55 

79 

58   49 

82   77 

55  I  41 

87   79 

54  I  41 


82  I  84 

51  |  66 

82  83 
42  !  58 
78   87 

52  i  67 

83  85 
49  !  65 
82  i  83 
41  !  58 


81 
50 
86 
55 
82 
59 


70 

67 

50 

57 

71 

74 

4  0 

40 

76 

77 

42 

47 

75 

72 

33 

40 

72 
43 

73 

47 

84 

77 

73 

54 

47 

42 

83 

72 

75 

59 

51 

52 

85 

77 

74 

56 

49 

46 

86 

75 

68 

51 

41 

36 

69  I  70 
55  I  48 

75  I  75 
41  [  45 

76  77 
48  I  48 


72  !  75 
65  !  65 
72  ;  89 
44  I  67 
92  95 
59  i  64 
75  84 
51  59 
84  91 
59   61 


77 
64 
85 
48 
82 
50 
82 
61  | 

81  88 
56  64 
78  90 
56  .  62 
85  i  92 
50  61 
83  92 
56  60 
85   92 


89  :  86 
61  |  67 
90 

67 


60 

76 

65  i  65 

84 


i  56 

67 

56 

67 

!  85 

86 

85 

83 

62 

66 

60 

64 

85 

86 

85 

83 

66 

63 

61 

65 

88 

84 

82 

78 

63 

67 

60 

67 

92 

82 

85 

84 

60 

68 

61 

67 

89 

89 

86 

86 

60 

69 

56 

67 

88 

85 

84 

83 

61 

64 

61 

64 

81 
72 
80  '  80 

67  !  68 
85   80 

68  :  68 
83   78 

69  69 


87  j  88 
60  i  60 


92  I  89   88 


61  i  63 
91  |  86 
56  [  63 
85  75 
65  67 
93 


84   91 
58   63 


I  75 
53 

86 


90 
57 


66 
85 
65 
77 

67  '  67 
84  !  85 
60  65 
90   90 

68  68 

87   88 

57   69 


60 

77 

65 

81   80 

54  |  61 

86   85 

63   67 


75  j  75 
70 

80 
62 
85 
70 


86  |  90 
56  58 
78  I  90 
64   60 


67  65 
88  ,  81 
65   65 


18 

19 

74 

76 

69 

70 

78 

82 

64 

75 

80 

85 

70 

70 

82 

80 

70 

69 

85 

86 

70 

70 

80 

81 

70 

69 

79  1  81 

53 

65 

24  25  26  27  28  29 


91  95 
67  68 
86  91 
75  78 
82  85  91  89 
68  I  61  I  67  !  69 


90 


88   94   _ 
65  I  67   69 
90   93  l  93 

68   68  I  74 


83 
66 
B2 
64 
90 
62 
88  90 
68  |  64 
86  1  90 
72   68 


81  i  85 
69   69 


83  j  89 
69  !  66 
80 

70 
84 


70  i  69 

79  I  82 

69  I  68 
83  I  85 

70  I  70 


91 
72 
95 
70 
97   93 

68  I  72 

95  '  94 
65   75 

96  94 

69  74 

95  89 

69  75 

94  89 

68  74 

92  89 

71  72 

94  90 
67  I  75 

94  90 


87  ;  90 
52   45 

85  !  93 
51 

92 
60 


9o 
56 
87 
55  56 
92  I  93 
54  j  49 

88  94 
58   57 

89  91 
60  j  71 

88  94 
58  54 
87  91 
54  54 
85  !  83 
65  !  65 


84 


63  64 
87  I  90 
70   70 

78  !  80 

67  I  67 

79  |  81 

68  63 
79   85 


89  93 

43  45 

92  88 

59  55 

87  87 
61 


98 


65  I  72 
88  86 
79  ;  81 
90   90 


60 


96 
70 
97   92 
74 


90  97 
67  82 
80  ,  90 
66  |  70 
96  100 


97   96 

68  74 
94   97 

69  |  75 
85  95 
71  |  75 
94   97 

68  I  75 
94  I  95 

69  I  73 


71  ;  62 
96  90 
66  I  64 
93   93 


73  ;  61 
90  81 
73  I  64 
89  i  75 
67  ;  62 


87   95   89   86 
64  I  66   50  i  47 


91 
67 


85 


92 
63 
95  93 
70  60 
90  72 
66  I  62 


87 
58 
90 


78 
63 

85  '   86 

62 

90 
58 
88 


81 

89 

86 

86 

85 

59 

58 

64 

63 

62 

85 

90 

90 

88 

86 

50 

63 

58 

68 

57 

88 

94 

84 

85 

82 

59 

65 

66 

68 

63 

83 

90 

90 

86 

84 

57 

62 

63 

66 

61 

76 

88 

91 

87 

88 

51 

63 

59 

69 

59 

84  84  78 

65  69  69 

83  82  80 

68  68  69 


82 
70 
81 
68 
83 


S3 

84 

71 

71 

80 

83 

68 

68 

82 

83 

69 

69 

87 

93 

66 

70 

87 

93 

62 

68 

87 

99 

70 

71 

90 

95 

65 

68 

74   76  |  74   66   63 


See  reierence  notes  following  Station  Index. 


88 

86 

92 

93 

96 

63 

61 

58 

68 

73 

94 

90 

92 

95 

95 

69 

55 

49 

62 

72 

94 

91 

94 

93 

98 

69 

66 

62 

71  i 

76 

93 

90 

92 

95 

96 

75 

58 

55 

69 

74 

94 

89 

85 

93 

94 

68 

53 

49 

63 

71 

87 
71 
90 
65 
91 
69 
96 


75 

63  63 
83  79 
48 

80 


76  I  77 
62  <  61 
89  !  78 
61  58 
89  82 
59   52 


84.0 
59.7 
84.8 
57.1 
84.0 
63.3 
84.8 
60.5 
84.0 
56.4 


Table  5-Continued 


PATERSON 
PEMBERTON   1   E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SOHERVILLE 
SUSSEX 
TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 

WOODSTOWN  2  NW 


JANUARY  1949 
HAMMONTON 

FEBRUARY  1949 
HAMMONTON 

MARCH  1949 
HAMMONTON 

PLEASANTVILLE 

APRIL  1949 
PLEASANTVILLE 


DAILY  TEMPERATURES 


NEW  JERSEY 
JUNE    1949 


Day  of  month 


MAX 
HID 
MAX 

MIN 
MAX 
I  MIN 
MAX 
MIN 
MAX 
MIN 

MAX 

MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAX 

HIM 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 
MAX 
MIN 

MAS 
MIN 


76  j  82 
49   51 

79  !  77 
45  i  43 

80  83   82   88 

47  |  60 

83  85 

48  62 
74  78 
51  I  65 

84  87 

48   66 


48  47  !  44  ■  50  j  65 
72  [  76  80  84  86 
44  ,  48  ,  40  '   50   54 


47 

46 

48 

74 

80 

77 

49 

47 

46 

74 

73 

75 

47 

42 

67 

77 

81 

79 

52 

51 

48 

78 

81 

80 

89 
61  ' 
88  ! 
50  :  66  |  60 
88 
57 


88 

83 

59 

53 

67 

62 

88 

82 

59 

55 

87 

84 

60 

55 

1  92 
56 

86 
50 

82 
49  :  49 
69  |  73 

55   56 

79  i  85 
45  !  46 
85   83 


44 
81 
49 


44 

84 
51 
83  i  84 
53   67 


87 

88 

66 

60 

81 

80 

65 

64 

85 

87 

65 

59 

84 

85 

55 

52 

87 

89 
63 

10   11  !  12 


13  14  I  IS 


21  22  23  24  25  26  i  27  28  29  ,  30  31 


89 

63 


87 
69 


77  77 
45  '  45 
73  71 
47   49 


82  92 

58  57 

90  90 

57  61 

86  93 

55  62 

71  79 

63  63 


63 

87 
64  65  59 
94  90  89 
64  69  62 
89   88   86   83 


85  85  84  85 
69  70  70  70 
85   85   81   87 


63  68 
87  87 
68   69 


83 

67  72 

90  94 

65  67 


92  100 
72   75 


94 
70   71 


64   67  |  59 
83   85 
68   67 


83   83 
69   69 


67 

92   97 


96   97 
66   72 


64   67   70   69 


75  '  70 
43 


38   36 
13 


80 

46   51 


78  I  80   82 
47   48   55 


76 


87   93   86 
57   65 


85   85   85   83 


78  83 

48  59 

89  94 

58  64 

76  89 


87 

59  65 
90   90 

60  54 


68 
85 


85 
70 
85 


68  !  62 
85 


69 

79 


86   89 
75   68 


90 
69   74 


85 

68   66 


91 

54 

87   92 


99   94 
73   60 


62   62   61   62   60   62 


95 

48   50   57   66 
72   71   81   89 


87 
68 
81  82 
67   69 


85   85   86   84 
62   68   70   70 


79  ,  79 
68 


B6 

72 
82 
68   68   71 


97 

89 

88 

7(1 

73 

59 

96 

91 

88 

68 

73 

59 

92 

94 

96 

nil 

64 

68 

96 

93 

89 

70 

74 

64 

95 

90 

86 

94 

95 

98 

91 

SI 

67 

74 

74 

95 

98 

9  a 

93 

5.3 

68 

70 

72 

95 

97 

101 

94 

54 

65 

73 

71 

89 

88 

98 

97 

99 

73 

74 

74 

92 

92 

96 

93 

56 

71 

74 

70 

ga 

94 

99 

89 

=,.-; 

69 

74 

72 

98 

102 

99 

98 

70 

68 

70 

72 

92 

94 

93 

94 

58 

71 

76 

72 

58   60 

84  85 

55  61 

85  85 

56  !  61 
82  81 
56  I  60 
74   78 


60   81 
60  ;  56 


64   57 

90   80 


87   81 
59   50 


37  45 

77  78 

48  48 

75  76 

51  52 
69  i  68 

46  59 


56  61 
88  92 
45  64 
93 


89 

69   61 


84 

68   70 


85   86   84   85   83   83 


61   70 
89   87 


60 
86 


60   62   66   67   63   66 


84 

70 

83 

69  63 

84   90 

69   66 


64   67 
89   95 


82   90  87 

61   63  67  68 

71  I  84  81  80 

52   57  64  62 


84   83   82   78 


66   69   70 
84 

6  5 


70 
88   95 


64   56   69 


8  5 
67 


81   89   88   88 
58   59   67   62 


DELAYED  DATA 


46   42   45   46 


61   42 
28   8 


43   46 
33   29 


44   41 
33   30 


62   60 
36   32 


48   59 
26   28 


49   52 
25   30 


58   59 

27  I  41 


68   61 
45   28 


75   68 
51   47 


77 

68 

68 

92 

89 

95 

72 

54 

52 

90 

86 

93 

68 

51 

50 

91 

88 

93 

74 

63 

SO 

90 

86 

91 

71 

65 

64 

95 

88 

89 

74 

60 

58 

94 

89 

88 

69 

61 

59 

94   90 
76   76 


82 
60  68 
82  79 
57  61 
76  76 
64   65 


86.2 
62.3 
86.3 
59.3 
88.1 
59.7 
85.8 
59.2 
81.6 
62.6 

85.1 

61.1 
85.4 
60.7 
86.9 
58.9 
85.6 
62.0 
80.4 
64.8 


47   48   56   44   50 
31   29   44   29   25 


94 

90 

71 

68 

96 

89 

75 

75 

95 

88 

75 

69 

98 

93 

74 

74 

94 

95 

71 

72 

89 

84 

84 

86.1 

SI 

56 

60 

59.3 

89 

82 

BO 

84.9 

60 

54 

58 

57.4 

79 

86 

83 

85.7 

62 

57 

62 

35.2 

70 

80 

79 

83.2 

62 

60 

63 

62.9 

70 
72 

75 
65 

78 
61 

81.1 
60.3 

39   42   41 

28   31   16 


44   61 
27   35 


34   47 
15   24 


58   57 
45   28 


73 
51 


55 

41 


58   66   72 
38   39   47 


64   48 
39   35 


67  68 
42   40 


55   59 
43   49 


47   66 
35   35 


83.9 
59.8 


59   42   43  I  60.2 

34   21   26  I 


54.1 
31.8 


63   76   69 
61   48   44 


77   67   65 
55  41   41 


73   66   61 
51   35   44 


56.8 
34.1 


52.2 
33.4 


60.2 
41.6 


EVAPORATION  AND  WIND  MOVEMENT 


Table  6 



Day  of  month 

3 

O 
H 

ill 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

PLEASANTVILLE 
RUNYON 

EVAP 
HIND 

EVAP 

(KIND 

.16 
5C 

.08 
11 

.22 
S 

.08 

10 

.22 
2G 

.08 
9 

.19 
12 

at 

10 

.18 

14 

.10 
< 

.16 
17 

.11 
11 

.1( 
1 

.11 
9 

.26 
21 

.11 

12 

.19 
10 

.26 
21 

8 

.1C 
3 

.12 
11 

.IS 

27 

.13 
12 

.24 

4; 

i; 

.10 

.11 
u 

■JJ 

.Of 
21 

.14 
11 

.11 

55 

.11 
13 

.22 

25 

.11 
11 

.11 
28 

.11 
11 

.13 
14 

It, 
12 

.13 

4 

.18 
12 

.2: 

: 

.2; 

11 

.21 

23 

.2* 

.2; 

12 

.2« 
4i 

.24 
11 

i 

23 
14 

.31 

7 

.21 

i 

.  1(1 
3J 

24 

1 

.1C 

4 

.11 
1 

.if 
a 

.if 

1C 

€.04 
591 

4.41 

315 

See  reference  notes  following  Station  Index. 
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STATION  INDEX 


m  ni. 

IYER  STATI  FOREST 

ULNAR 

BEI.VIDERI 

BERLIN  1  Ml  W 

BRUlGKTON 
BK1HGI  rOK  NO  2 
BROOK LAWN 

Bl'Rl.  1 NGTON 
CAN1STEAR  RESERVOIR 

CAPE  MAY 

GROVE 

CHArloti-eiu  irg 

CHATHAM 

CHATSWORTH 

clayton 
deepwatlr 

ELIZABETH 
SLIZABETHFORT 

ESSEX  FELLS  SEWAGE  PLANT 

FLEHINGTON  1  SI  I  NE 

FORTESCUE 

FREEHOLD 

GLASSBORO 

GREENWOOD  LAKE 

HAMMONTON 

BIGHTSTOWN 

BIGHTSTOWN  PUMPING  STATION 

INDIAN  SIILLS  2  HI  W 

IRVINGTON 

JERSEY  CITY 

RST  AIRPORT 
LAKEWOOD  1  EXE 
LAMBERTVILLE 

LAYTON  3   III    Nil 

LITTLE   FALLS    WATER   CO 

LONG  BRANCH 

LONG   VALLEY 

LUHBERTON 

MACOPIN    INTAKE 
MANVILLE 
MARLBORO 
MARLTON    1    MI    W 
MAYS    LANDING 

MIDLAND   PARK 
MILLVILLE 
MILLVILLE    AIRPORT 
BIITON 
MOORESTOWN 

MORRIS    PLAINS    1    MI    W 
NEWARK  WB   AIRPORT 
NEW   BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE    RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON    1    MI    E 

PBILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PU  INF  I  ELD 
PLAINSBORO 
PLEASANTVILLE 
QUAKERTOWN 

RAHWAY  • 

RIDGEFIELD 

RINGWOOD 

RDNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  MI  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  MI  NW 


•  ATLANTIC 

MAY 
I  MONMOUTH 
WARREN 

I  \MDEN 
0907  " 

| RLAND 
1033  CUMin: 
1106  CAMDEN 

: NGTON 
1327  31 
1335  I 

SALEM 
i  CAPE  MAY 

1582  PASSAIC 
1590  MORRIS 

I NGTON 
GLOUCESTER 

HUNTERDON 
1SSEX 

2644  UNION 
2652  UNION 

2773  ESSEX 
3029  HUNTERDON 
3102  CUMBERLAND 
318 1  MONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 

3662  ATLANTIC 

3951  MERCER 

3956  MERCER 

1  UURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  I  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728 | BURLINGTON 

5769 j MORRIS 
6026  j ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460i PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843) BURLINGTON 
6974  WARREN 

6979  WARREN 
7079  UNION 
7095  MIDDLESEX 
7131 1  ATLANTIC 
7372 , HUNTERDON 

7393  UNION 
7545. BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825! MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
8194i  SOMERSET 
8402  MILTON 
8423; UNION 

86441  SUSSEX 
8680;  GLOUCESTER 
86851  GLOUCESTER 
8816  OCEAN 
8878  MERCER 

8883  MERCER 
8899  OCEAN 
91351  CUMBERLAND 
9187'  PASSAIC 
9271'  UNION 

94551  UNION 

98321  BERGEN 

9910J  SALEM 


Tim«  of 
obicivation 


Drainage* 


COASTAL 

■.       ii 
COASTAL 

IMULLICA 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
PASSAIC 
PASSAIC 
COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 

COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

RARITAN 

COASTAL 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

RARITAN 

ROCKAWAY 

COASTAL 

HUDSON 
DELAWARE 
DELAWARE 
COASTAL 
i  DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 

RAHWAY 

HACKENSACK 

DELAWARE 


a  j 


39 

39 

in 

10 

iO 

18 

10 

39 

39 

10 

39 

in 

04 

1 

07 

10 

39 

28 

56 

•| 

41 

U" 

II 

39 

18 

39 

39 

40 

38 

11 

in 

39 

41 

in 

■in 

40 

39 

40  50 
40  30 

39  14 

40  15 
39  42 


74  25 

74  28 

74  52 

74  02 

75  05 

74  56 

74  24 

75  14 

75  07 

74  51 

74  30 

74  21 

75  25 
74  57 

71  13 
74  26 
74  23 

74  32 

75  06 

74  55 

74  47 

75  30 
74  14 
74  12 

74  18 

74  52 

75  10 

74  17 

75  07 


40 

43 

40 

14 

40 

02 

j    40 

06 

40 

22 

13 

40 

53 

40 

18 

40 

18 

39 

58 

41 

01 

40 

33 

40 

20 

39 

5  1 

1   39 

27 

40 

59 

39 

24 

39 

22 

41 

01 

39 

58 

40 

50 

40 

12 

40 

29 

40 

ij 

41 

03 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 
74  00 
74  46 
74  48 


41 
41 

03 
02 

40 

47 

40 

55 

39 

58 

40 

n 

40 

12 

40 

37 

40 

19 

39 

25 

40 
40 

34 

3fi 

7! 

24 

M 

Jl 

7-1 

14 

74 

5.: 

74 

44 

74 

09 

75 

03 

75 

01 

74 

32 

71 

57 

74 

30 

7) 

1-0 

74 

27 

74 

.12 

74 

45 

PASSAIC 


40  50 

41  08 

39  51 

40  26 

40  49 
40  28 
40  35 
40  58 

40  43 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  36 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


74  30 

74  14 

74  10 

74  41 

75  12 

75  12 
74  25 
74  36 
74  31 
74  57 

74  15 

74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

74  18 

74  28 

74  18 

74  36 

75  19 
75  24 
74  14 
74  46 

74  46 

74  20 

75  01 
74  18 
74  25 

74  21 

74  03 

75  20 


19 
289 

70 
280 


EST 

■ 

EST 

II 

EST 

EST 
EST 
EST 
EST 
EST 


Ym!»  Of 

record 


°-   I  r. 
J  .'J 


17   EST 


400 

EST 

760 

EST 

185 

EST 

90 

EST 

120 

EST 

33 

30 

250 

134 

5 

194 


41    09 

74    20 

660 

39   38 

74   48 

95 

40   16 

74    31 

100 

40   17 

74   32 

75 

39   48 

74   45 

100 

135 

128 

54 


480 
157 

34 
660 

25 


50 
120 
90 
50 

210 
60 


12 
769 

870 
140 
100 


120 

110 

8 

645 


450 
75 
10 


56 
23 

110 
320 


135 
103 


NEW  STATION 
74  171   330 


EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

ELI 

EST 
EST 
EST 
EST 


MID 

IIP 

Mill 

iP 

7A 
BA 

up 

KA 

4P 


MA 
5P 
6P 

6P 

5P 

M  I  Ii 

:,l" 
Mill 

8A 

JP 

iP 

5P 

BID 

7A 
5P 

HP 

HIT/ 

BP 

Mill 
It  I II 
BID 
61 
6P 


MID 

9A 

MID 

MID 

6P 

5P 

MID 

MID 

MID 

MID 

7A 

MID 

8A 

4P 

4P 

MID 

MID 

5P 

5P 

MID 

8A 

8A 

4P 

6P 


U I D 
8A 
5P 

10P 

8  A 
8P 
6P 
9A 


10A 

MID 


6P 
6P 
NOON 
5P 
MID   MID 


EST  MID 
EST  6P 
EST 
EST 
EST 

EST 

EST 
EST 


EST    8A 


MID 
6P 
5P 
8A 

MID 

ua 

MID 
6A 


(5  2 


17  !  43 
53  j  56 


62 


48  48 
35  46 
41 

19  I  19 


u  s  WEA 

MRS  ED  C  HOFFMAN 

CITY  WA i 

MISS  C  S  H1XSON 

SAMUEL  II  MC  III 

CITY  WATER  WORKS 
BENNET  K  MATLACK 
SEABROOK  FARMS 
D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 
DIVISION  OF  WATER 
19  N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
W  MAGNESITE  CO 


R»f«r 


2  3  4  5 

3 
2  3   5 

3 

3 


3 
2  3 
2  3 


J  A  PLUNKETT 
NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 

.  STEVENSON 
HARRY  P  CAMPBELL 

L  W   KLOCKNER 

L  S    DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION 

SEWAGE  TREATMENT  PLANT 

EDWARD  T  MICK 
DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 
GEORGE  G  WADDILL 
GEORGE  BAILEY 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

HAROLD  QUACKENBUSH 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 

ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BETTLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM  3 

S  K  PEARSON             '  2  3 

WALKER-GORDON  LAB  3 

N  J  DEPT  OF  CONSERVATION  2  3 

WILLIS  W  VAIL  3 


LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

U   S  COAST  GUARD 

W   E   HAVER 

JERSEY  CITY   D   P    W 

N  J  DEPT  OF  CONSERVATION 

MARSHALL  HUNT 
:  E  R  HURFF  CO 

SUN  OIL  CO 

ROBERT  F  SNYDER 
I E  H  RISTOW 

U  S  WEATHER  BUREAU 
WALTER  J  WARREN 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


2  3  5 

2  3  5 

2  3  4  5 

2  3  5 

3  4 


3  4 

3 

3 

3 

3  4 
3  4 


3 
2  3 


5 

4  5 

5 


2  3 

3 

2  3 


2  3 

2  3 

3 


EDWARD  T  MICK 


Reference  notes  for  this  Issue  will  be  found  on  page  57. 
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ALBANY;  1949 


This  was  the 
appears  to  be 
Moreover,  it 
the  previous 
State,  the  hi 
90°  or  higher 
stations  and 
July.   Newark 
came  in  the  f 


NEW  JERSEY  -  JULY  1949 
A.  E.  White,  Section  Director  -  Trenton 
GENERAL  SUMMARY 

K^xjs-s  svj.ts?  r9^.anAivseo:aft  ^^-Kss-Lrth7:;0^  ^  l 

ghest  luguft  average  being  76>  in  1901.   Never  before  were  there  so  many  days  with 
recorded  generally  throughout  the  State.   The  number  ranged  up  to  22  at  interior 
r»!i^tifr!t»   there  were  seven  such  days  compared  with  a  normal  number  of  one  for 

at  Atlantic  City,  tnere  were  seven  *>"*-"    ^T     „-  inn0    nr   hitrhpr   The  severest  heat 
had  five  and  Plainfield  six  days  with  readings  of  100   or  higher.   The  severest 

irst  and  last  weeks.   Newark  and  Paterson  each  had  105   on  July  4th. 


On 


Rainfall  was  below  normal  in  all  sections  except  the  northern  ^"^J-^^^^rtie  ex- 
different  locations,  the  greatest  monthly  totals  b«°8"  the  extreme  north  ana  th      fectively 
treme  south.   The  dry  weather  of  June  continued  and  the  drought  of  that  month  wa  1±ef 

broken  until  the  second  week  of  July   and  »  ??-*  l^jj1^;  talking  of  ^second  drought  in  that 
was  then  afforded.   Before  the  end  of  the  month,  People  were  taking  than  ^ 

area.   Crop  conditions  however,  at  the  close  of  the  month  were   on  the  ^oie 

the  beginning.   Some  very  heavy  rains  occurred   notab  1|  3.49  ^hes^t  Trenton  & 

At  Hasbrouck  Heights,  Bergen  County,  on  July  27,  Mrs   Edna  Michel  was  swept  i 

crops  and  trees. 

TEMPERATURE 

The  .oathly  »e«„   temperature   of   the   State      as  computed  fro.  I*»£™i|™a£0«   ^i°°4thT".n"iS. ' 
t^t'^'at   Ch.r!otte"rg  ZlttS?   rhe^est  S..SS  -eL'te.Perature   .as  „..•   at   „a„o„- 

ton,    and   the    lowest,    74.2°    at    Charlotteburg . 

The    temperature    departure    from   the    normal    for   the   year,    1949   to   date,    for    the    State    is   3.9°. 

PRECIPITATION 
The   mean   total    precipitation   of    the    State      as   computed   from   observation, ;   of  ^stations,    wa.J.8^ 
KiSfielS'anrth^lLst^S^rin^raf Cap^a^™   V      -st"    amoun?   of    precipitation   in   any    24 
conlecutive    hours   was   3.49    inches    at    Trenton   No.    2    on   the    17th. 

Sea  Coast,  -2.69  inches. 

The  average  for  the  Highlands  was  5.63  inches;  for  the  Red  Sandstone  Plain  3.90  inches;  for  the 

Southern  Interior  3.  finches;  and  for  the  Sea  Coast  2.69  inches. 


ACKNOWLEDGMENTS 


the  recording  type  which  produce  ™»"";~™  1~— jT^.^",.^  Department  of  the 
established  In  1939  at  the  request  of  the  C  /  '  'tfprovide  records 
rralnta!lP?nrnSltrwhlcne^reC^sen  °ar  to^e"^^"^  *f  lood  control  and 
reira?edf»orksnheyntheyCorPShorEnglneers.  This  ^"'^^.^"^^S;  the 
2,000  recording,  and  1,000  non-recording  ram  «^es  has  been  ^alntaine  ^ 
Weather  Bureau  through  working  funds  transferred  ™»  "J  <"  ^ *   *e   per  year  be- 

ferred  about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  -j-^^"^^'? 

KotBnri,  stations  were  presented  in  DUiiexins  i,nyuiwiub^  **        ♦  .,.„  .t.i. 
Network  stations  we  v   v  drainage  areas  embracing  the  entire  Unit 

States^?  ^nc^the"^^.-  establ  shed  to  .eet  the ^ternal^uir, 

2=2"  ^^•S^^.'Kui  ^Series     a   ^   ^.ashS 
mnv  be  obtained  upon  application  to  Chief.  U.S.  weatner  Bure   , 
25,  D.C. 

^grtLrco:p^a?i^irea-o-lpuSl^^?i^es:^ea-d|g:n-^bland 
individuals  as  listed  in  the  Station  Index. 


U     I   I  IV    Kit 
I RANCH 

»H     WRPORT 
IN   «B   CIT1 


PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


Km  level  preuute  •xtteuiei-inrhee 


:n       i 
30.33 


."l  ,  l 
29.70 
29.72 
29.72 


31 

30 

in 
30 


Wiu.i  ipMd 


13  H 
9.2 
9.1 
7.1 


i  I 
10 
33 
30 


5 

■1 

3(1 

4 


Helallv.  humidity  iinign-pncanl 


HI 

k  : 


.... 
92 


79 
76 
63 


60 
67 


Temperatuie 


COMPARATIVE  DATA 


Precipitation 


3.50 
4.91 


54 
45 

7.67 
3.50 

48 

10.19 

39 

5.62 

43 

5.30 

44 

4.03 

40 

2.72 

44 

1  .66 

41 

4.26 

47 

5.50 

50 

11.42 

38 

4.96 

38 

5.75 

42 

4.74 

45 

5.87 

43 

4.78 

38 

5.51 

42 

4.87 

42 

4.06 

46 

5.58 

0.0 
0.0 
0.0 


0.0 
0.0 


0.0 
0.0 


0.0 
0.0 


12 
12 


1907 
1908 
1909 
1910 
1911 

1912 
1913 
1914 
1915 
1916 

1917 
1918 
1919 
1920 
1921 

1922 
1923 
1924 
1925 
1926 

1927 
1928 


Temperature 


73.6 
75.6 
71.6 
75.3 
76.0 

73.7 
74.4 
71.5 
72.8 
74.4 

74.2 
72.2 
73.5 
71.7 


73.0 
71.9 


96 
106 


100 
100 


104 
104 
103 


98 
102 


105 

99 
96 


40 
42 
36 


39 
40 


Precipitation 


2.62 
4.70 
2.12 
1.36 
3.64 

3.86 
2.52 

6.05 
5.31 
5.40 

4.83 
3.93 
8.39 
5.76 
3.62 


79 


6.06 
6  .86 


>   8 


0.0 
0.0 


0.0 
0.0 
0.0 

0.0 
0.0 
0.'/ 
0.0 
0.0 


8 
14 
11 
10 


0.0 

13 

J  .0 

11 

0.0 

6 

3  0 

13 

0.0 

12 

0.0 

11 

II  •■ 

12 

1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 

1945 
1946 
1947 
1948 

1949 

Period 


Temperature 


73.0 
74.3 
76.6 
73.8 
73.4 

75.8 
76.0 
74.6 
74.6 
74.7 

73.4 
73.9 
73.8 
74.6 
74.2 

75.6 
73.3 
73.2 
73.8 

74.7 

78.0 


102 
105 
102 
98 
105 

100 
101 
110 

103 
98 

98 
104 
105 
105 

97 

101 
99 


33 
42 
50 
41 


43 
40 
40 
43 
43 

38 

40 
41 


Precipitation 


1.64 
3.98 
4.24 


2.83 
8.84 


6.40 
7.30 
4.21 


o.o 

0.0 


0.0 
0.0 
0.0 
0.0 


o  S 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 
HIGHTSTOWN 
INDIAN  MILLS  2  W 
LAKEWOOD 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEWTON 

PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 

RIDGEFIELD 
RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SOMERVILLE 
SUSSEX 

TRENTON  WB  CITY 
TRENTON  NO  2 
TUCKERTON  1  S 

WOODSTOWN  2  NW 

STATE 


77.5 
79. 1M 
78.6 
76.4 
79.3 

80.4 
75.9 
78.  5M 
74.2 
78.3 


77.6 
77.1 
79.3 


77.8 
76.5 
78.5 

75.2 
77.8 
77.5 
75.2 
79.5 

77.8 
77.1 
79.6 
78.0 
75.2 

79.4 


78.2 

78.0 
78.3 
79. 4M 
78.9 
78.9 

79.2 
75.9 
78.4 
78.4 
78.3 

77.6 


4.4 
2.2 


4.8 
2.2 
5.0 


CLIMATOLOGICAL  DATA 


Temperature 


101 

101 

98 

99 


102 
98 
97 
99 


100 
104 
100 

103 
101 

99 
101 

99 


100 
100 
100 


100 
105 


105 
99 
100 
104 


101 
100 
103 
102 
97 


98 

100 

99 


56 

56 
55 


S3 
53 
52 
49 


'■i 
56 
52 
56 


S3 

58 


*7 

6-1 


No.  of  days 


8+ 

17 

9 

13 

1+ 

15 

1 

14 

1 

15 

9 

13 

9+ 

13 

9 

19 

3.02 
1.91 
7.50 
2.33 
2.35 

4.98 
3.53 


3.26 
3.19 
2.99 
4.72 


2.03 
3.40 
2.47 
2.76 
7.41 

7.61 
3.02 


5.35 

5.81 

4.24 
4.20 
2.95 
2.21 

8.66 
4.10 
3.53 
6.18 
3.03 


5.26 
6.85 


-  .91 
-2.28 
2.62 
-2.01 
-1.98 

.48 


-1.76 

-  .90 

.70 

1.05 
.02 

-  .67 
-2.65 
-1.86 

4.05 


2.15 
-2.51 


Precipitation 


1.70 
1  .46 


1  .09 
1.17 


1.37 
3.47 


2.11 
1.00 
2.19 
1.02 
1.01 


1.88 


2.03 

13 

1.14 

16 

2.06 

18 

1.42 

13 

.90 

18 

1.40 

17 

1.51 

13 

2.73 

30 

1.13 

13 

2.40 

13 

1.93 

17 

1.91 

13 

.61 

13 

.72 

18 

2.34 

17 

3.49 

17 

.75 

12 

1.33 

13 

Snow,  Sleet.  Hail 


NEW    JERSEY 
JULY    1949 


No.  of  days 


S  1 

4  0 

3  1 

3  2 

7  2 


5 

2 

6 

0 

3 

1 

2 

1 

8 

2 

5 

1 

3 

1 

7 

2 

2 

1 

2 

0 

10 

0 

4 

2 

5 

2 

2 

0 

5 

1 

See  reference  notes  following  Station  Inde; 
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T,|.I.. 


DAILY  PRECIPITATION 


ATLANTIC    Cm 

BASS    KIVKR    STATE    FOREST 

BXLLKPLAIN 


•JKLVIDKRK 

BERLIN    1    V 
IOONTON 

M1DGKTON 
BROOKLAWN 
BUR1  1  Sk  rod 

CANISTKAR    RESERVOIR 
CAJWI    BJtOOl 
CANTON 
CAPE    KAY 
CEDAR   GROVK 

CHARLOTTE BURG 

CHATHAM 

CHATSWORTH 

CLAYTON 
CLINTON 

CULVERS  LAKE 

DEEPWATER 

EL11ABKTH 

KLIZABETKPORT 

ESSEX  FELLS  SKRV  BLDG 

FLKMINGTON 
FORTE SCUE 
FREEHOLD 
GLASSBORO 
GREENWOOD  LAKE 

BAMMONTON 
BIGHTS TOWN 

BIGHTSTOWN  PUMPING  STA 
I  SIM  AN  MILLS  2  W 
IRVINGTON 

LAKEHURST  AIRPORT 

LAKEWOOD 

LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 
LONG  VALLEY 

L'JMBERTON 
BACOPIN  INTAKE 
BAXVILLE 

MARLBORO 
MARLTON  1  W 
KAYS  LANDING 
MIDLAND  PARK 

MILL  Vii.  LI. 

MILLVILLE    AIRPORT 
MILTON 
MOORESTOWN 
MORRIS    PLAINS 
NEWARK   WB    AIRPORT 

KEW    BRUNSWICK    EXP    STA 

NEW    MILFORD 

NEWTON 

OAK   RIDGE    RESERVOIR 

ORANGE 

PATERSON 
PEMBERTON    1    E 
PHILLIPSBURG 
PHILLIPSBURG    BRIDGE 
PLMNFIELD 

PLEASANTVILLE 
QUAKE RTOWN 
RAHWAY 

R1DGEFIELD 
RINGWOOD 

RUXNEMEDE 
RUHYON 
RUTHERFORD 
SANDY    HOOK 
SEABROOK 

SOMERVILLE 
SPLIT   ROCK   POND 
SPRINGFIELD 
SUSSEX 
SWEDESBORO 

SBEDESBORO    5    NW 
TOMS    RIVER 
TRENTON    NO   2 
TRENTON    WB   CITY 
TUCKERTON    1    S 

VI MELA ND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

I0ODCLIFF  LAKE 

•OODSTOWN  2  NW 


S*e  retereaco  notes  following  Stab  on  Index 
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HOURLY  PRECIPITATION 


NZW    JLRSEY 
JULY    1949 


A.  M.  Hour  ending 


GLASSBORO 
LAKEHURST  AIRPORT 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

SANDY  HOOK 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC  CITY  WB 

GLASSBORO 

MILLVILLE 

MILLV1LLE  AIRPORT  6 

ORANGE 

WATCHUNG 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

IRVINGTON 

LAKEHURST    AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

GLASSBORO 

IRVINGTON 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

ORANGE 

SANDY  HOOK 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


P.  M.  Hour  ending 


-1st- 

.01   I 

-3d- 

-4th- 


.20       .18 

.11       .05 


-5th- 


-6th- 


4  3 

22 

.02 

15 

.02 

.01 

39 

.13 

.18 

.18 

.24      .03       .02 


.06       .08       .03       .03 


.62 
.99 


.21      .05 

.04      .02  ;    .04       .02 


.13 

.02 

.02  .01  .01 
.13 
.02 

.01 


.01       .07 
.01 


.01      .02 

.05 

.04 


30 
1.01 


.05 

.03 

.02 

.01 

.05 

.05 

.13 

.14 

(13 

.02 

.01 

.02 

.01 

.02 
.05 

.02 

.07 

• 

.05 

.10 

.04 
.05 

.01 

.05 

.03 
.15 

.48 

.04 

.04 

.01 

.06 

.01 

.65 

.60 

.05 

.09      .27       .01 


-7th- 


.05 
.13 
.01 

.09 

.02 


.07 
.24 

.05 
.02 
.14 


.06 
.23 


.27 
.01 


.03 
.05      .02 


.03 
.02 


.01 

.01       .01 
.01 


.06 
.01  .01 
•  .05 


.16       .02 
.01 


.08       .01       .01 
.01       .08 

.05 

.02       .01 
.08 


-9th- 

-10th- 


02 

.04 

.05 

.02 

04 

.04 

.09 

.01 

.01 

.03 

.06 

.05 

.06 
.04 

.03 
.02 

02 

.02 

.05 

.01 

.01 

.02 
.07 

.04 
.07 

.03 

.06 

.04 

* 

.01 

.02 

.11 

.11 

05 

.05 

.02 

.01 

04 

.15 

.04 

.07 

.08 

113 

.09 

.05 

.07 

.12 

.02 

.03 

.02 

.10 

.10 

OP 

.04 

.09 

04 

.05 

.07 

.06 

.01 

.03 

15 

.11 

[Af       1 

ollowlng 

Stati 

»o  loa.. 

-   7 

2   - 

.01 


.60 
.16 


.04 

.06 

.43 

.25 

.08 

.17 

.03 

.52 

.24 

.08 

.03 

• 

.13 

.02 

.20 

.36 

.18 

.06 


.30 

.07 

1.01 

.02 
.02 
.04 


.07 
.40 
.26 
.11 
.21 
.53 
.05 
.16 
.07 
.12 
.10 
.80 

.47 
.65 
.33 
.15 
.66 
.08 
.94 
.69 
.65 
1.08 


.18 
.10 
.09 
.07 
.09 
.02 
.02 

.06 
.02 
.03 
.13 
.03 
.26 
.17 
.23 


Minutd 


HOURLY  PRECIPITATION 


MAY 


ATLANTIC  CITY  WB 
MAY 
(BKTHPORT 

ESSE]  PELLS  SERVICE  BLUC 

FREEHOLD 

CLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRV1N0T0N 

LAKEHURST   AIRPORT 

LITTLE    FALLS    WATER   CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

HLLVILLE 

MILLVILLE    AIRPORT    6 

NEWARK   WB    AIRPORT 

NEW    IIILFORD 

ORANGE 

QUAKERTOWN 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  BAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

CLASSBORO 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST   AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK   WB   AIRPORT 

NEW   MILFORD 

ORANGE 

QUAKERTOWN 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


HIGHTSTOWN  PUMPING  STATION 


IRVINGTON 

NEWARK   WB   AIRPORT 

ORANGE 

QUAKERTOWN 

TRENTON   WB    CITY 

WANAQUE    RAYMOND   DAM 


CAPE  MAY 

WANAQUE    RAYMOND   DAM 
WOODCLIFF   LAKE 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX   FELLS    SERVICE   BLDG 

FREEHOLD 

HIGHTSTOWN  PUMPING  STATION 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE    FALLS    WATER   CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK   WB    AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

SANDY  HOOK 

SPRINGFIELD 

rRENTON   WB   CITY 

•ANAQUE    RAYMOND   DAM 

•ATCHUNG 

IESTFIELD 

IOODCLIFF    LAKE 


iLIZABETHPORT 

SSSEX  FELLS   SERVICE   BLDG 

HGHTSTOWN   PUMPING    STATION 


A   M    Houi  ending 


.03 

.01       ,01       .01 


.02 
.03 


.01 

in; 


.38    1.11 
.13       .03       .02 


1949 


I'    M     HOUI    -.1,1,,,.; 


"I 


th~ 


-12th-* 


•38  .01 

.01       .05      .02 


•02       .05      .06   [   .05      .05 


03       .03 
.02      .01 


.01 
.02 


.03 
.05 


.02 

.01 

.01 

.22 

.06 

.06 

.01 

.06 

.  11 

.08 

02 

.06 

.10 

.06 

.11 

.01 

.01 

.03 

.03 

.02 

.07 

.07 

.04 

.23 

.02 

.02 

.05 

.07 

.05 

.18 

.05 

_ 

.06 

.06 

.03 
.03 


2.03 
.35 


.01 

.02 

.02 

.02 

.02 

.02 

.03 

.03 

.02 

.07 

.06 

.47 

.02 

-13th- 


.02 

.07 

.27 

.13 

.15 

.01 

.03 

.02 

.03 

.15 

.31 

0? 

.06 

.24 

.82 

.38 

.99 

01 

.06 

.04 

.05 

|  .05 

.05 

04 

.02 

.43 

.35 

.58 

.20 

05 

.02 

.02 

.05 

.25 

.20 

03 

.02 

.24 

.02 

.02 

.05 

.10 

.24 

01 

.07 

.11 

.49 

.46 

1.04 

.02 

.03 

* 

.10 

.40 

.19 

.02 

.95 

.35 

.24 

.01 

.03 

.26 

.17 

.09 

.06 

.02 

.01 

.01 

.26 

Ofi 

.01 

.02 

.20 

.29 

.06 

06 

.32 

.16 

.04 

.04 

09 

.11 

.56 

.10 

.05 

02 

.04 

.24 

.28 

.05 

ni 

19 

.55 

.20 

.28 

.25 

03 

02 

.04 

.01 

01 

02 

.16 

.27 

.20 

.01 

01 

.01 

.10 

.21 

.19 

Ofi 

13 

.01 

.01 

.05 

.03 

.01 
.02 


-14th- 
-15th- 


.01 

.01 

1   .38 

.02 

.04 

.05 

.38 

.04 

.06 

.06 

.73 

.02 

.04 

.01 

.06 

i  1 
.16 
.32 

.05 

.22 

.04 

.18 

.07 

.06 

.32 

* 

• 

• 

.11 

.02 

.17 

.01 

.01 

.26 

.03 

.06 

.13 

.01 

.02 

.01 

.26 

.05 

.03 

.15 

.04 

.02 

.14 

.04 

.02 

.07 

.34 

.04 

.01 

.09  | 

.61 

.02 

.02 

.14 

.01 

.08  l 

.12 

02 

.02 

.01 

.27 

.23 
.15 
.66 
.56 

2.50 
.41 

1.67 
.57 
.28 
•  42 

2.19 

.04       .18 

45       .27 


.02 
.03 


-16th- 


-17th- 

.02 


.01 
.01 


.04 
.06 


.06 
.03 


.15 

.06 


.01 
.02 


.03 
.24 
.13 
.02 

.14 

.15 
.13 
.23 
.02 


.02 
.47 
.04 


.09 
.02 
.02 
.24 


.02 

.16 


.06 
.01 


.01 

.65 


.01 
1.68 
.01 
.03 
.01 
.01 


.28 
.02 
.66 
.09 


01 

.38 


.02 

.56 
.42 
.58 
.62 

1.91 
.64 

1.50 
.08 
.66 
.60 
.26 


I  .02 
i     .22 

.72 
I     .07 

.02 
!     .22 


.37 

.03 

.38 
.20 


.35 
.56 
.04 


.06 

.27 

1.07 


.11 
.34 


.30 
.03 


.05 

.01 


.01 
.01 


.01 
.02 


.01 

.01 


.01 

.11 


.01 
.01 


-18th- 


.04 

1.22 

.67 

.95 

.35 

1.13 

.02 

.90 

.85 

1.13 

.79 

.03 

1.17 

1.27 

1.05 

.53 

.56 

1.45 

2.34 

.48 

J    .86 

1.51 

!    -77 


.02 
.16 
.04 


tea  following  ; 
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Table  4-Continued 


IRVINGTON 

LITTLE  FALLS  WATER  CO 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WOODCLIFF  LAKE 


FREEHOLD 

LAKEHURST  AIRPORT 
LONG  BRANCH 
LUMBERTON 
MILLVILLE 
NEW  MILFORD 
SANDY  HOOK 
TRENTON  WB  CITY 


CAPE  MAY 

ELIZABETH PORT 

LUMBERTON 

NEWARK  WB  AIRPORT 

ORANGE 

SPRINGFIELD 

TRENTON  WB  CITY 


ATLANTIC  CITY  WB 
LITTLE  FALLS  WATER  CO 
LUMBERTON 


ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

WANAQUE  RAYMOND  DAM 

WOODCLIFF  LAKE 


NEW  MILFORD 
QUAKERTOWN 
TRENTON  WB  CITY 
WANAQUE  RAYMOND  DAM 
WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

GLASSBORO 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEW  MILFORD 

QUAKERTOWN 

WANAQUE  RAYMOND  DAM 


LAKEHURST  AIRPORT 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


CAPE  MAY 

ELIZABETHPORT 

GLASSBORO 

IRVINGTON 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  S 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

SPRINGFIELD 

TRENTON   WB    CITY 

WANAQUE    RAYMOND    DAM 

WATCHUNG 

WOODCLIFF    LAKE 


HOURLY  PRECIPITATION 


NEW    JERSEY 
JULY   1949 


A.  M.  Houi  ending 


P.  M.  Houi  ending 


.04       .04       .01 


.08       .01 
.01 


.01       .02       .01 
.06       .02 


.01 
.01       .01       .01 


-2 


4  S 


.01 
.37       .20 


.32  .27 
.01  .03 
.06 


.02 
.24       .03 


st- 


-22d- 


-23d- 

.06 

-25th- 


.01  l 
.08       .01       .01 
.03 
.09       .02 

.55      .01 


.13 
.06 
.07 
.08 


.27 

.1)5 


.07 

0  2 


.03 

.24       .01       .01 


.01       .01 

.04       .01 


.01  I     .06 
.06 


-27th- 


*  •  * 


-28th- 


.06 
.06 
.02       .06 


.04       .01 
.16       .05      .09 


.26 

.03       .03 


-29th- 

| 

-30th- 


.01 
.01 


.03       .01       .01 
.01  .01 


.03 
.02 


.07       .07 
.07       .01 


.24 
33 
.24 


-31st- 


.19 

.44 

.08 

.01 

.24 

.78 

.19 

.01 

.26 

.45 

.01 

.03 

.02 

.01 

.10 
.10 
.01 
.44 
.04 
.12 
.61 
.02 
.64 


.04 
.59 
.04 
.51 
.01 
.14 
.02 
.27 


.05 
.14 
.05 
.01 
.06 
.07 
.06 


.09 
.01 
.07 


.13 
.06 
.34 
.08 
.05 


.26 
.04 
.19 


1.24 
.07 
.10 
.20 

.07 


.06 
.28 
.21 
.06 
.14 
.08 


.16      .02 

.01 

.01 


DAILY  TEMPERATURES 


JULY    l«4« 
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Table  S-CBntinued 


SANDY  HOOK 
SOMERVILLE 
SUSSEX 

TRENTON    NO   2 
TRENTON  »B  CITY 
TUCKERTON    1    S 

'WOODSTOWN    2    NW 


DAILY  TEMPERATURES 


NEW  JERSEY 
JULY  1949 


Day  of  month 


14   IS  |  16   17  '  18 


82   82   75   89 
71  '  73   71   70   73 


88   83   83   91 

70  '  70  i  69   70 


91   93 
72   76 


90  I  85 
75   67 


88   85   80   80   88 
57  !  61  I  68   67   70 


88  ,  91 

70  I  70 


90 
65 

86 
70 

84 
70 

75 
67 

89 
71 

89 
71 

92      i 
73      < 

89 

69 

84 
72 

82 

70 

75 
69 

87 
73 

87 
73 

90      1 
74      ( 

85 
67 

81 
70 

80 
67 

84 
72 

87 
74 

89 
73 

88 
74 

83 
66 

89 
68 

87 

65 

83 
67 

83 
70 

88 
71 

88 
72 

92   95 
75   73 


89   90 
73   71 


90   92 
69  ,  73 


89   92 
69   75 


97   97 
73   73 


90   91 
72   72 


25  i  26  27  28  29  30 


67   56   65 


85   87 
52   64 


88   86  I  93 
70   59   67 


86   85  I  93 
70   62   69 


93 

66 


92   95 
71   76 


98  101 
70   72 


96   95 
74  i  76 


99  100 
70   69 


90   95   95   93 
65   70   69   67 


90   93 
69   70 


96   96 
73   72 


88   95   96   95 

71   71   76   75   75   72 


86.9 
70 


91  7 
66.6 


86   88.7 
71   68.1 


92   92  '  95 
75   59  |  72 


93   89   87 
73   62   63 


89   99   99  I  94 
69  I  75  !  72  I  72 


93   91 

64   69 


97   97   96   97 
70  !  72   71   70 


87  > 
69.5 


88.1 
67.0 


EVAPORATION  AND  WIND  MOVEMENT 


Table  6 



Day  of  month 

"3 

"5 

ill 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

n 

12 

13 

14 

15 

16  1  17  1  18  |  19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

PLEASANTVILLE 
KUMYOS 

EVAP 
WIND 

EVAP 
WIND 

.11 

.22 
0 

.10 
3 

.22 

1 

.16 
1 

.21 

6 

.26 
11 

.22 
5 

.26 
8 

.  IB 
7 

.17 
22 

.18 

.20 
19 

.20 
5 

.05 
8 

.20 

4 

2 

.20 
5 

.22 
3 

.28 
8 

.12 
17 

.21 
7 

.35 
77 

.21 
6 

.01 

7 

.00 
10 

.01 
4 

.16 
5 

45 
1 

.18 
5 

.19 
6 

.18 

.06 

6 

.00 
8 

.40 
5 

.14 

.26 
5 

.18 
7 

.16 

18 

.26 
11 

.17 
6 

.22 
25 

.20 

29 
16 

■5 

.29 
44 

.24 
8 

.48 
6 

.25 

7 

.24 
20 

.24 

.16 
5 

24 
3 

.18 
6 

.28 
2 

.24 
13 

.30 
3 

.32 
10 

28 
3 

2^ 
3 

.30 
3 

6.48 
376 

6.29 
172 
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■    ATLANTIC    CITY    WB 
BASS    RIVER    STATK    FOREST 
SKU.KPI.A1N 
111.  IAS 
BI1.V1DKKK 

BERLIN     1     HI    I 
Cix'NTON 
BR  I  DC  ETON 
BRIOCETON    NO    2 
BROOKLAWN 

BURLINGTON 
CANISTKAR    RESERVOIR 
CANOK    BROOK 
CARTON 
CAPE  MAT 

CESAR  GROVE 

CHARLOTTKBURG 

CHATHAK 

CHATSWORTH 

CLAYTON 

CLINTON 
CULVERS    LAKE 
DKKPWATER 

ELIZABETH 
ELIZABKTHPORT 

ESSEX   FELLS   SEWAGE   PLANT 

7LEMINGT0N    1   «I    re 

FORTESCUE 

FREEHOLD 

GLASS80R0 

GREENWOOD   LAKE 

HAMMONTON 

B1GBTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  MI  W 

IRVINGTON 
JERSEY  CITY 
LAKKHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUMBERTON 

IACOPIN  INTAKE 
MANVILLE 
MARLBORO 
KARLTON  1  MI  W 
■AYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLS  AIRPORT 
MILTON 
SOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 

NEWTON 

OAK   RIDGE    RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON    1    MI    E 

PHILLIPSBURG 

PH1LLIPSBUBG   BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

OTAKERTOWN 

RABWAY 

RIDGEFIELD 

RINGWOOD 

8UNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  III  NI 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VIRELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  MI  NW 


STATION  INDEX 


County 


0325  ATLANTIC 

U  1NGTOH 
IPI    BAY 
0721    MONHOUTE 

0729    WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1033  CUMBERLAND 
1106  CAMDEN 

1211  BURLINGTON 
1327  SUSSEX 
133S  ESSEX 
1343  SALEM 
1351  CAPE  MAY 

1472  ESSEX 
1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 

1749  HUNTERDON 
2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 

2773  ESSEX 
3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 

5197  SOMERSET 

5244  MONMOUTH 

5252  BURLINGTON 

5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974 ! WARREN 

6979  WARREN 
7079  UNION 
7095  MIDDLESEX 
7131 ! ATLANTIC 
7372 ! HUNTERDON 

7393  UNION 
7545  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833; BERGEN 
7869  MONMOUTH 
8194  SOMERSET 
8402  MILTON 
8423;  UNION 

8644  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 
8878i  MERCER 

8883  MERCER 
8899  OCEAN 
9135  CUMBERLAND 
9187,  PASSAIC 
9271  UNION 

94551  UNION 
98321  BERGEN 
99101  SALEM 


ESSEX  FELLS  SERV  BLDG 
SKABROOK 


2768 
7936 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MUI.l.ICA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
PASSAIC 
PASSAIC 
COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
RAR ITAN 
DELAWARE 
RARITAN 
DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


Tim*  ol 


Y««ii  ol 


I  J 


39  35 

10  111 

40  50 

39  48 

40  54 
39  26 
39  30 

39  53 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  02 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 

40  50 

40  30 

39  14 

40  15 
39  42 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 

40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


74  25 

74  28 

74  52 

,l  02 

;:.  n:. 

74  56 

74  24 

75  14 
75  14 
75  07 


19  EST 

289  EST 

70  EST 

280  EST 

30  EST 

EST 

30  EST 


74  51 

12 

EST 

6P 

74  30 

1040 

EST 

74  21 

180 

EST 

9A 

75  25 

8 

EST 

74  57 

17 

EST 

5P 

74  13 

400 

EST 

74  26 

760 

EST 

4P 

MID   MI] 


i    . 
MID   8 


7A 

HA   -11 

i. p  81 

HA 

4P   8 


SP    J/    l.  ! 

8A 

9A   19   19 


GREAT  EGG  HARBOR  39  27 


ESSEX 
CUMBERLAND 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

RARITAN 

COASTAL 

DELAWARE 

RABWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

RARITAN 

ROCKAWAY 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 

RABWAY 

HACKENSACK 

DELAWARE 


40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57. 

41  03 

41  02 1 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 
40  19 

39  25 

40  34 


74  23 

74  32 

75  06 

74  55 

74  47 

75  30 
74  14 
74  12 

74  18 

74  52 

75  10 

74  17 

75  07 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15  I 

74  04 

74  19 

74  13 

74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 

74  55 
74  44 

74  09 

75  03 

75  05 

74  32 

74  57  j 

74  30 
74  10 
74  27 
74  02 

74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 
74  25; 
74  36 
74  31 
74  57 


40 

36 

74 

15 

10 

50 

74 

00 

41 

08 

74 

lfi 

39 

51 

75 

04 

4U 

26 

74 

20 

40  49 
40  28 
40  35 
40  58: 


40 

43 

41 

13 

39 

45 

39 

17 

39 

57 

40 

14 

40 

13 

39  36 

39  29 
41  02 

40  40 

40  39 

41  01 
39  40 


74  07 

74  01 

74  18 

74  28 

74  18 

74  36 

75  19 
75  24 1 
74  14 
74  46; 

74  46 

74  20; 

75  Oil 
74  1 
74  25 

74  21 

74  03 

75  20 


185  EST 

90  EST 

120  '  EST 

300  !  EST 

760  |  EST 
EST 

33  EST 

30  EST 


250 
134 


660 


EST 

EST 
EST 

EST 
EST 


EST 

95 |  EST i   5P 
100  I  EST i   SP 

75 \    EST 
100,  EST!   8P 


.'  EST !  I  MID 

135  1  EST'  MID  MID 

128  |  EST  MID 

54  !  EST i  6P I   6P 


75 

480 

157 
34 

660 

25 


EST 

EST 
EST 
EST 
EST 
EST 


i  EST 

50  I  EST 

120 |  EST 

90 :  EST 

50  EST 


6P|   6P |  62 |  62 

6p    6PI  48   48 

9A   9A  35   46 

MID  I  11  ID  41  j  41 

7Aj 

MID 


9A 
HID 

MID 

6P 
5P 


2101 

60 

76 


EST]  !  MID 

EST:  !  MID 

EST |  MID!  MID 

EST  |  7A 


62   EST,  MID 


769 

870 
140 
100 
60 
182 ! 


EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 


4PI 
MID 


8A 


3 
9 

3  3 

86  j  86 

4  8 


6(, 


90 


EST 

120 |  EST 

110   EST| 

8   EST 

645   EST J 

20   EST 

80  i  est| 

305*  EST! 

EST; 


18 

EST 

51 

EST 

22 

EST 

65 

EST 

EST 

EST 

4  50 

e^t 

75 

EST 

10 

EST 

•13 

EST 

105 

EST 

110 
320 


135 

103 

16 


MID 


EST   MID 

EST 
EST 
EST 
EST 

EST 
EST 
EST;   6A 


4P 

MID 

8Ai   8A|  79 

5P|   5P  20 
10P|  10P!  58 


10A 
9P 
6P 

8P 
MID 

6P 
10A 
MID 

6P 

6P 

NOON 


II I  D 
6P 

5P 
8A 

Mill 

9A 
MID 


PASSAIC 
DELAWARE 


NEW  STATION 
40  50  74  17|  330J 
39  30   75  14! 


5 

5 

51 

51 

63 

66 

51 

34 

3 

3 

28 

19 

19 

77 

77 

50 

55 

.',9 

69 

3 

EST1 

estI 


8A, 


H.l.i  t 


S  WKAIi, 

:1 

HE   I  0    I   IIKH'MAN 

<  ITY  MATER  DIP! 

MISS  C  8  I1IXSON  2  3 

SAMUEL  II  MC  CULLEY  3 

I  CITY  WATER  WORKS    2  3 
SENNIT  K  MATLACK 

.,■  i 
C  D  SCOTT 


PUBLIC  SERVICE  E  fc  G  CO 
DIVISION  01  »A1  I  . 
19  N  J  UEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 

J  A  PLUNKETT 
NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 

.  STEVENSON 
HARRY  P  CAMPBELL 

L  W  KI.OCKNER 

!  DEPUE 
DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION   2  3 
SEWAGE  TREATMENT  PLANT       3 

CLOSED  3 

DONALD  YOUNG  2  3 

F  A  RODENBAUGH  3 

FRANK  J  MOREAU  2  3 

PROF  SANGREE  3 

WATER  SUPPLY  COMMISSION  !    3 

J  G  WILSON  2  3 

JAMES  R  PICKERING  2  3 

DEPT  WATER  AND  SEWERS  3 

EDWARD  ENTWISTLE  I  2  3 

SEWAGE  TREATMENT  PLANT  3 

JERSEY  CITY  WATER  DEPT  :  2  3 

NAVY  3 

GEORGE  G  WADDILL  2  3 

GEORGE  BAILEY  j  2  3 

M  DEPUE  2  3 

PASSAIC  VALLEY  WATER  CO  ;  2  3 
STORM  WARNING  DISPLAY  STAI  2  3 
ARTHUR  BACKMAN  |  2  3 

; JAMES  LAWTON  3 

HAROLD  QUACKENBUSB  3 

R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BETTLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

IDIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 
WALKER-GORDON  LAB 
26  N  J  DEPT  OF  CONSERVATION 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26 ! N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT            I  2  3 

;  U  S  COAST  GUARD         I  2  3  4 

W  E  HAVER                ,  2  3 

JERSEY  CITY  D  P  W  3 

|N  J  DEPT  OF  CONSERVATION!  3  4 

MARSHALL  HUNT  2  3 

'■  E  R  HURFF  CO  3 

SUN  OIL  CO  3 

ROBERT  F  SNYDER  3 

E  H  RISTOW  |  2  3 

U  S  WEATHER  BUREAU       '234 
WALTER  J  WARREN  3 

ROBERT  JONES  3 

WATER  SUPPLY  COMMISSION  j    3  4 
BONNIE  BURN  SANITARIUM       3  4 

TOWN  ENGINEER  3  4 

HACKENSACK  WATER  CO  3  4 

CHARLES  CLARK 


3 

3  4 
3 
3 


3  4 
2  3  4 

3 
2  3 

2  3 
2  3  4 
2  3 

3  4 
2  3 


BOROUGH  ESSEX  FELLS 
SEABROOK  FARMS 


REFERENCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  index  are  assigned  on  a  state  basis.   There  .ill  be  no  duplication  of 

nuabers  within  a  state. 

Delayed  data  and  corrections  .ill  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Stations  appearing  in  the  index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  he  Included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  ^J^^'J"    ^^j^  ^s^ot^se'shown  ITTot^t    flowing 

movement  in  miles.   Evaporation  is  measured  in  the  standard  Heather  Bureau  type  pan 

tible  6. 

When  hourly  precipitation  is  missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record. 

+  And  also  on  later  dates.  t„„„„ 

<  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6  Precipitation  measured  at  6-hourly  intervals,  no  recording  gage. 

H  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record^ 

AR  This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain. 

R  Station  equipped  with  recording  gage  only. 

T  Trace,  an  amount  too  small  to  measure.  T.hl»  4 

Z  Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

Subscription  Price:   15."  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  lummary    Correspondence  regarding  subscription  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.  Y.) 

W.  R.  P.  C,  Albany,  N.  Y. 9-12-49 900 
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NEW  JERSEY  -  AUGUST  1949 
A.  E.  White,  Section  Director  -  Trenton 


GENERAL  SUMMARY 


or  11th.  Some  stations  did  not  equal  their  July  «n  m**x™*  .  state  reCord  for 
«f  iOR° \»a«*  registered  on  August  11th,  which  was  only  2  below  the  State  recora  Ior 
oi  lUb   was  regifaieieu  <jh  nuB"^ "  •*-    »  „_*  7   1  qi  h    Thp  number  of  days  with 

SSS-S  Higher^  SrUB^.rL,rS;i^h^5,"Vioi!i;-t1,SeB.Br»l  perto/e^n- 

ded  from  about  the  18th  to  23rd. 

ing  stations  only  light  amounts  were  reported .   The  same  J^^Yslinches  on  the  31st 

3.23    inches. 

The  weather  of  the  Donth {-=  fnerally  fa; ,orao le  for  crop  growth  J-Jl^S™.*-. 
llTtellllTl^lrrooTtlir^  rrooucedbeSStrroLage  Curing  the  «,«,  appears  to 
have   been   light. 

TEMPERATURE 

-f  +u~   c+o+o   n<=  romDuted  from  observation  of  45  stations, 
The  monthly  mean  temperature  of  the  State   as  computed  "o  Plainfield 

perature  was  76.8°  at  Burlington,  and  the  lowest,  71.5   at  Charlotteourg. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is 

+3.8 

PRECIPITATION 

The  average  precipitation  of  the  State  as  computed  f -^-^^^^^^f  p^JSU?"- 

was  3.60  inches,  which  was  l-lV^^nS  rEe^elS'  1  42  inchefat  Moorestown.   The 
tion  was  11.26  inches,  at  Toms  River,  and  the  least,  1.42  inches  Beimar 

greatest  amount  of  precipitation  in  any  24  consecutive  hours  was 
on  the  31st. 


Interior',  -2.88  inches;  Sea  Coast,  -3.03  inches. 

ss  sra^^sa^--^.^^  * -«^~:  3-3° iDChC£ 


ACKNOWLEDGUEKTS 

related  works  by  the  Corps  of  Engineers   ™"'!  to  been  maintained  by  the    25,  D.C. 

data  required  In  Its  work,  and  Bince  1947  the  Bureau  o  program  In 

ferred  about  $25,000  per  year  to  meet  the  Increasing 
the  Western  States. 
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ATLANTIC   CITY    WB 
LONG   BRANCH 
NEWARK    WB    AIRPORT 
TRKNTON   WB   CITY 


PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


Sea  l*v»l  pntmin  eitremea-inchM 


30.34 
30.33 
30.33 
30.34 


29.74 
29.70 
29.72 
29.72 


31 
30 
30 


Wind  apeed-m  p  h 


13.  B 

9.2 
9.1 
7.1 


n 

10 


AUGUST    11149 


Relative  humidity  average,     peroral  •;„„. !,,„. 


K.I 

83 


I  i 


79 
76 
65 


•  J 

Is 


COMPARATIVE  DATA 


1685 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 

1894 


Temperature 


71.7 
69.5 
70.4 
72.5 
69.6 

71.5 
72.8 
73.4 
72.8 
70.9 

74.2 
73.6 
71.0 
74.8 
72.3 

76.3 

73.8 

70.1 


71.1 

74.6 


99 
100 
99 
98 
97 

102 
105 
91 


Precipitation 


6.11 
2.81 
3.76 
6.13 
5.13 

4.90 
5.32 
3.63 
6.52 
2.58 

2.53 
1.83 
4.39 
5.36 
4.36 

2.68 
9.43 
3.91 
6.95 
6.62 

5.72 

5.95 


5-5 

si 


0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 


0.0 
0.0 


Temperature 


1907 
1908 
1909 
1910 
1911 

1912 
1913 
1914 
1915 
1916 

1917 
1918 
1919 
1920 
1921 

1922 
1923 
1924 
1925 
1926 

1927 
1928 


70.5 
70.6 
70.2 
70.4 
72.1 

70.0 
71.7 
73.3 
70.9 
73.2 


69.9 
72.3 
69.8 

71.2 
70.8 
71.9 
71.0 
72.8 

67.1 
74.5 


96 
103 
100 


95 

100 

98 

98 

100 

103 
108 
98 
94 


96 
98 
102 


J 


Precipitation 


3.45 
5.05 
4.59 
3.78 
8.91 

3.42 
4.06 
3.15 
7.73 
1.34 

2.21 
1.85 
6.89 
6.10 
4.32 

4.03 
2.44 
4.40 
2.10 
6.58 

8.55 
6.72 


5-3 

SI 


0.0 
0.0 
0.0 
0.0 
0.0 


0.0 
0.0 
0.0 

0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 


10 
10 
6 
10 


10 

9 

13 

6 


1929 
1930 
1931 
1932 
1933 

1934 
1935 
1936 
1937 
1938 

1939 
1940 
1941 
1942 
1943 

1944 
1945 
1946 
1947 
1948 

1949 


Temperature 


69.8 
71.1 
73.5 
73.5 
72.7 

69.8 
72.4 
74.2 
75.2 
75.4 

75.3 
69.4 
71.0 
71.3 
73.2 

73.9 
71.2 
69.2 
74.7 
73.2 

74.7 


97 
101 
101 

99 
101 

100 
98 
101 
100 
100 

98 
95 
97 


104 

97 

93 

100 

106 


39 
34 


33 
36 
44 
45 
41 


32 
34 

35 


35 

4  0 


Precipitation 


2.58 
3.32 
5.10 
2.75 
10.53 

3.61 
2.57 
4.14 
6.82 
3.09 


2-$ 


0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 


7.03 

0.0 

11 

5.96 

0.0 

12 

4.06 

0.0 

9 

8.24 

0.0 

11 

2.16 

0.0 

6 

2.79 

0.0 

6 

4.37 

0.0 

8 

4.49 

0.0 

12 

3.83 

0.0 

9 

5.60 

0.0 

9 

3.60 

0.0 

9 

4.71 

0.0 
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ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 
HIGHTSTOWN 
INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEWOOD 

LAMBERTVILLE 

LAYTON  3  N» 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEWTON 

PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 

RIDGEFIELD 
RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SOMERVILLE 
SUSSEX 
TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON  1  S 

WOODSTOWN  2  NW 

STATE 


76.1 
75.1 
74.8 
72.9 
76.1 

76.8 
73.5 
76. 2M 
71.5 
74.2 

75.4 
75.5 
73.7 
74.4 
74.7 

76.6 
74.2 
74.2 
73.4 
73. 1M 

73.9 
73.0 
74.3 
74.6 
76.5 

74.6 
74.3 
76.3 
74.6 


76.1 
74.1 
74.6 
75.2 
75.5 

74.4 
74.6 
75.2 
75.8 
76.2 

75.5 
72.1 
74.8 
75.5 
74.6 

73.7 


3.6 
2.7 
3.4 
2.5 
1.3 


2.4 
2.8 
3.5 
3.2 


1.8 

2.5 
2.0 
1.6 

-0.5 
1.5 

1.6 
4.3 
2.2 
2.9 


3.3 
2.4 


3.8 
-0.2 
2.9 
3.3 
3.4 

2.4 


3.7 

3.2 
2.0 
1.3 
2.5 
1.9 


Temperature 


Precipitation 


98 
103 
100 
100 

98 

103 
100 
100 


99 
102 


103 

97 

100 

106 

98 

99 
97 
103 
103 


102 
97 
97 
96 
97 


10+ 
10 


10+ 
10 


10+ 
10+ 


10+ 

10 

10+ 


9+ 
10+ 


11'. 
11 
11 
11 


9+ 
10+ 


10 

10+ 


10 

10+ 

10+ 

11 


46 

45 


41 
56 
42 
42 

44 
42 
44 
43 


40 
53 
43 


46 
43 
52 
47 


:>i 

42 

1S 


46 
47 
37 
49 
59 

47 
36 
50 
53 
48 


20+ 

21 


20 

20  + 
21 
21 
21 


20 
21 
21 
20 


21 

20 


21 
21 
20 


No.  of  days 


20 

21 

21 

20+ 

20 

20+ 
20 
20+ 
20 


3.37 
7.37 
4.82 
5.50 

4.68 


2.68 
2.21 
3.54 
7.73 

4.03 
3.34 
3.03 
3.90 
4.32 

3.04 
3.32 
5.69 
3.42 
3.73 

3.09 
2.54 
2.18 
4.22 
3.35 

1.42 

4.17 
2.66 
2.96 
2.10 

2.91 
3.77 
6.25 
2.23 
1.66 

3.20 
4.75 
2.45 
3.99 
5.45 

3.08 
2.31 
2.25 


-1.12 
2.89 


-2.58 
-2.33 
-1.09 


-1.65 
-1.32 

-  .05 


-1.54 
-1.63 
-2.61 
-  .59 


-2.26 
-2.05 
-2.28 

-1.84 
-1.01 
1.65 
-2.82 
-3.50 

-1.27 


.47 

-1.73 
-2.16 
-2.65 
-2.96 
-  .49 


Snow,  Sleet,  Hail 


No.  of  day« 


1.85 
2.97 
1.94 


.66 
1.20 
2.44 

1.21 
1.27 
1.23 
1.36 
1.37 

.93 
1.38 
3.23 

.85 

1.74 

.93 
1.33 
1.19 
2.20 
1.25 

.67 

1.32 

1.01 

.98 

.83 

1.93 
1.90 
1.70 
1.04 
.72 

1.16 
1.90 

1.11 
1.51 
1.58 

.86 
.70 
.98 
.68 


29 
31 

29 

29 

2  9 

31 

'29 
29 

16 

29 


29 
31 

29 
29 

29 
4 

29 

29 


LO 

12 
5 


11 
10 
9 


7 
11 
9 
9 
10 


See  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


ATLAMTU     CITY    WB 

BIUM'I.Uv 
ULMAK 
Utv  1 01 
BERLIN     1    I 

BO0HTON 

8H IPC ETON 
BROOKLAMN 
■ 

i 141   RESERVOIR 

It  ROOK 

canton 

CAPE    HAY 
CKDAR  GROVE 
CHARLOTTES  URG 

CHATHAM 

CHATSIORTH 
CLAYTON 

CULVERS  LAKE 

DSSPWATER 

ELIZABETH 

■L1ZABETHPORT 

ESSEX  FELLS  SERV  BLDC 

ru Mine  ton 

rORTESCUE 

FREEHOLD 
GREAT    HEADOWS 
GREENWOOD  LAKE 

HAMMONTON 

H1GHTSTOWN 

BIGHTS TOWN    PUMP    STA 

INDIAN    HILLS    2    ■ 

IR\ INGTON 

JERSEY    CITY 

LAKEHURST   AIRPORT 

LAKE WOOD 

LAMBERTVILLE 

LAYTON    3    NH 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 
LUMBERTON 
HACOPIN    INTAKE 
MANVILLE 
MARLBORO 

MARL TON    1    W 
HAYS   LANDING 
MIDLAND   PARK 
■ILLVILLE 
HILLVILLE    AIRPORT 

MOORE STOW N 
MORRIS    PLAINS 
NEWARK    WB   AIRPORT 
NT*   BRUNSWICK  EXP   STA 
NEW    MILFORD 

NEWTON 

0A1  RIDGE  RESERVOIR 

GRANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 
PLA INFIELD 
PLEASANTVILLE 
RABWAY 
RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RDHYON 

RDTHERFORD 

SANDY  HOOK  j 

SSABROOK 

SOMERVILLE 

SPRINGFIELD  n 

SUSSEX 

SWBDESBORO 

SWKDESBORO    5    NW 

TOMS   RIVER 

TRENTON    NO    2 

TREJfTON  WB  CITY  Z 

TUCKERTON    1    S 

VINELAND 

■AMAQUE   RAYMOND  DAM  Z 

■ATCHUNG  R 

■ESTFIBLD  z 

■OODCLIFF   LAKE  Z! 


NKW    JKHBrY 
AOOUBT    1B49 


■ 
30    I. HA 


1.69 

.17 

.23 

IS 

0 

.06 

.67 

■19 

.1.1 

It 

11 

•01    1.20       .69      T 


.40       .041 

.13  1.38 
1.79 
.02: 
.08  .50 
.84 

.64 


Day  ol  month 


13 


16 


■ooostom  2  mr 


1  II 

T 
11 

T 

07 

2.97 

gg 

1.79 

.14 

.06 

.12 
1.20 

11 

T 

.08 

17       18       I 


.391 
.151     T 


.69       .06 

.29 

.10       .01 


2S  j  28 


27     28 


29     30 


i    87 

y  .08 

13 

i    28 


4.82 


3.37 
6.30 


8.80 
4.68 
4.20 


2.68 
2.68 
2.21 
2.67 


2 

71 

. 

71 

< 

,03 

.1 

/'. 

3 

u 

2 

.21 

3 

M 

■i 

:m 

i 

0  I 

3 

80 

4 

21 

4 

n 

1 

■i\ 

a 

:■■■ 

3 

04 

1 

33 

3 

75 

5 

gg 

2 

54 

! 

42 

4. 

86 

3. 

73 

3. 

JH 

2. 

54 

4.06 
4.67 

5.69 

4.08 
6.28 
2.95 
3.19 
3.35 

1.42 

4.17 
2.66 
2.96 


2.10 
3.36 
3.82 
2.91 
3.77 

6.25 
2.23 
1.66 
3.12 
3.20 

2.76 
4.75 
2.45 
3.99 
5.45 

3.70 
3.08 
2.77 
2.31 
3.61 

3.00 
11.26 
2.25 
1.79 
5.04 

3.78 
3.50 
2.51 


■05       .02       .07      2.55 


cAm  following  Station  Indax- 
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CAPE  MY 

LAKEHURST  AIRPORT 
MILLVILLE 
MILLVILLE  AIRPORT  6 


CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

JUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 
ELIZABETHPORT 
GLASSBORO 
GREAT  MEADOWS 
IRVINGTON 
MILLVILLE 

MILLVILLE  AIRPORT  6 
NEWARK  WB  AIRPORT 
QUAKERTOWN 
SPRINGFIELD 
TRENTON  WB  CITY 
WANAQUE  RAYMOND  DAM 
WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 


ELIZABETHPORT 
MARLBORO 
SANDY  HOOK 


SANDY  HOOK 


GREAT  MEADOWS 
NEW  MILFORD 
ORANGE 
QUAKERTOWN 
SANDY  HOOK 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 


HOURLY  PRECIPITATION 


NEW  JERSEY 
AUGUST  1949 


A.  M.  Hour  ending 


P.  M.  Hour  ending 


.02 
.01 


.01 

.01 
.01 


.01 
.01 
.02 
.04 
.01 


.03 

.01 

.03 
.02 
.02 


.(14 
.01 
.02 
.01 
.05 
.02 
.07 
.08 
.04 
.08 


.01      .02 
.0s|     .03 


-2d- 


-3d- 


.05 

.07      .15 


.05      .041     .26      .02      .29 


.01]     .05 
.281 


.01| 
.80 


.02      .31 
.37 


.10 

.01 


.05 
.01 


.01 
.24 


-4th- 


.04 

.  18 

.03      .05 

.03      .07 
1.33 


.01 
.20 


.03 
.07 
.08 
.22 


.02      .04 


.25      .05 
.24 
.06 
.23 


2  9 

,05 

.02 


.11 
.31 
.46 


.07 
.73 

.  14 


.14 

.01 


.06 

.01 

.34 


.02 
.10 


.01 
.08 


.01 

.02 
.05 

.02] 

.01 

.01 

.02 

.10 

.01 

.01 

01 

.02 

.01 

.04 

.24 

.01 

.01 
.01 

.01 

.02 

.02 

.05 
.13 
.14 


.06 
.59 
.08 

1.23 
02 
.29 
.08 

1  .57 
.08 
.72 
.  06 

2,12 
25 
.53 
.02 
.05 

1.14 
.35 

1.00 
09 
.01 
.49 
.15 
.02 
.07 


.09      .02      .01 


.01 
.07 


.40 
.53 


.11      .13 
.05      .39 


17 

.32 

.75 

.20 

.01 

.02 
.01 

.02 

10 

.12 

.12 

.07 

* 

.01 

.41 

OS 

.02 

01 

.01 

01 

.01 

01 

.01 

.02 

.01 

1     .02 

-5th- 


.01      .01      .01 


24 

46 

.97 

.23 

.64 

82 

If 

1.7S 

51 

.6' 

.2: 

4 

9: 

l.i- 

.5: 

* 

0' 
.3 

2 

1.0 
.5 
.3 
3 
.3 
.6 
.3 


l.i 


-7th- 

-10th- 

! 

-11th- 
-12th- 


.89      .04 


60 

.13 

.02 

.65 

.03 

01 

.11 

.10 
.24 

.01 

.04 

.06 

.01 

04 

.05 

.04 

.17 

.05 

See    reierem 


es  following  Station  Inde*. 
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Tabl*  4-Oonttnuad 


HOURLY  PRECIPITATION 


NO    IIU.F0R1) 
OtANl 

. 

fiNDY   HOOK 

I  Kill 

I    I  11 
RAYMOND   DAM 
EXCHUNG 

FJ    LAKE 


1C   CITY  WB 
IIPORT 

rRitiuM  i' 

GREAT   MEADOWS 

1AK: hurst  airport 

LITTLE    FALLS    HATER    CO 
LONG   BRANCH 
MARLBORO 
■UXRTOWN 
SANDY    HOOK 
TRENTON  WB   CITY 


LITTLE    FALLS    WATER    CO 
WAHAgl'K    RAYMOND   DAM 
WATCHUNG 


KLIZABETHPORT 

kSSEX    FELLS    SERVICE    BLDG 

GREAT    MEADOWS 

iRVINGTON 

NEWARK   WB   AIRPORT 

NEW    MILFORD 

ORANGE 

(JUAKERTOWN 

1AHWAY 

SPRINGFIELD 

IATCHUNG 


GREAT  MEADOWS 

SPRINGFIELD 

WATCHUNG 


ATLANTIC    CITY   WB 
CAPE    MAY 
FREEHOLD 
GLASSBORO 
GREAT   MEADOWS 
IRVINGTON 

:LITTLE  FALLS   WATER  CO 
CONG   BRANCH 
LDMBERTON 
MARLBORO 
UILLVILLE 

ilLLVILLE    AIRPORT   6 
(EWARK   WB   AIRPORT 
<SW   MILFORD 
jUAKERTOWN 
'lUEHTON  WB  CITY 
(ANAO.UE   RAYMOND    DAM 
IATCHUNG 
'IOODCLIFF    LAKE 


■TLANTIC   CITY    WB 

'Afn    MAY 

LIZABETHPORT 

ONG   BRANCH 

■  ILLVILLE 

IlLLVILLE    AIRPORT 
!EWARK  WB   AIRPORT 


TLANTIC   CITY    WB 

SPE   MAY 

LIZABETHPORT 

IEEHOLD 
l  -ASSBORO 

iEAT  MEADOWS 

IGHTSTOKN   PUMPING    STA 
;  iVINGTON 

1KEHURST  AIRPORT 
1  >NG   BRANCH 
I  HtBERTON 
I  UlLBORO 
!  LLVILLE 
LLVILLE    AIRPORT    6 

:»ARK    WB   AIRPORT 

1ANGE 


A  M   Horn  •Dding 


AUOUM 


I'    M    HoUl  «ndlng 


1        2         3 


10        M        u         1 


-13th- 


.05  .07 

.12      .01 


.OS 

.07 

.31 

.  12 

10      .02 

.01 

.01 

.81 

.06 

.  13 

.04 

.01 

.19 

.09 

.01 

.01 

.01 

.02 

.01 

.37 

.07 

.02 

.05 

.08      .14 
.50 


.01       .01 
.02      .01 


-15th- 
-16th- 


.01 
.22      .61 


.01      .19      .14 


.02  .13 
.06 
.01 


.02 

-17th- 


-18th- 


.01       .02 
.01 
.01 
.02 
.10 


.04 
.30      .90      .31 


.04 

.05      .06 
.18      .01 


.08      .10 

.01      .01 

.02 


.10 
.02 


.01      .01| 
.03      .17      .04|    .02 


.14 
.21 


.11       .15      .02 

.01      .02      .01 

.01      .01 


01 

-24th- 


-27th 
-28th- 


.01 

.03      .05 

.03 


.01      .02 
.04 


.06  .01 
.08  .03 
.02 


.  2 
.02 

.01      .01 
.02      .02 

.01 
.02 
.01 
.01      .02 


.05      .21 

.04 


.03 
05 
.05 
.07 

.13 
.18 
.16 
.04 
.02 
.08 
.04 


.13 
.43 
.  15 
.87 
.19 
.29 
.01 
.04 
.44 
.07 


.23 
.01 
.15 
.18 
.02 
.01 
.08 
.09 
.24 
.50 
.11 


.22 

1.53 

.02 


.11 
.36 
.04 
.11 
.03 
.06 
1.13 
.25 
.01 
.26 
.03 


.02 
.03 
.03 


.35 
.69 

.51 


.21 
.02 
.01 
.09 
.03 
.33 
.16 

.02 
.04 
.44 
.02 
.07 
.07 
.06 


.23 
.05 
.27 


.10 
.05 
.07 


.18 
.21 
.04 
.02 


following  Station  Indes. 


Table  4-Continued 


jUAKERTOWN 

BAHWAY 

SANDY    HOOK 

SPRINGFIELD 

TRENTON    WB  CITY 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY   WB 
CAPE    MAY 
ELIZABETHPORT 
ESSEX  FELLS    SERVICE    BLDG 
FREEHOLD 
GLASSBORO 
GREAT    MEADOWS 
HIGHTSTOWN    PUMPING    STA 
IRVINGTON 

LITTLE    FALLS    WATER   CO 
LONG    BRANCH 
LUMBERTON 
MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

OUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


QUAKERTOWN 


ATLANTIC    CITY    WB 

CAPE    MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGHTSTOWN    PUMPING    STA 

IRVINGTON 
LAKEHURST  AIRPORT 
LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


HOURLY  PRECIPITATION 


NEW    JERS] 
AUGUST    19' 


A.  M.  Hour  ending 


.  14 
.22 


.09 
.18 


.04 
.15 


.14 
.05 
.14 
.43 
.03 
.14 
.17 


.16 
.13 

.15 


.11 

14 
.49 


.08 

.10       .13 

.72      .13 


P.  M.  Hour  ending 


-29th- 


.04 
.27 


.04 
.23 


.13 

.08 


03 

.  1  S 


04 

.04 

.01 

51 

.01 

.01 

64 

.01 

10 

.08 

.49 

08 

.01 

27 

.28 

.01 

28 

.01 

.05 
.07 
.  15 


.02 
.01 


.04 
.94 


.01 
.25 


.03 
.03 


.03 
.15 
.02 
.42 

.09 
.09 
.26 


.01 
.09 


.02 
.37 


08 

.12 

.10 

.10 

01 

.01 

.08 

.08 

15 

.20 

.13 

.13 

.03 

.03 

.38 

.56 

1.02 

.07      .01 


-30th- 


-31st- 


L.02 
1  .23 
.33 


1.01 
1.26 


1.05 
1.70 


.04 
.03 


.07  .16 
.01  .11 
.49      .62 

i     04 
.01    1 .04 


.10 
.11 

.03 


.09 
.10 


.05 
.04 
.01 
.01 


.08 
.68   1. 
.01 


.05 
.10 


.05 
.01 
.32 


.13 
.12 


.02 
.05 
.06 
.02 
.02 


.10      .02 
.01      .05 


.13 
.02 
.01 
.09 

.03 
.09 


.05 
.08 
.25 


.05 
.06 
.17 
.03 


.06 
05 

.01 
02 

.05 

.03 


2.7( 

.03 

.05 

3' 

.02 

.02 

.01 

.1' 

.13 

.08 

.02 

.9 
1.1 

.01 

.1 

.10 

.01 

.6 

.02 

.05 

.3 

.09 

.07 

2.4 

.03 

.02 

.2 

.16 

.09 

.23 

2.2 

• 

• 

• 

• 

.12 

.03 

.04 

.6 

.14 

.4 

• 

• 

• 

.02 

.05 

.3 

.05 

.04 

.02 

.2 

|    .03 

.03 

.1 

.07 

.02 

.5 

.13 

.01 

.28 

1.5 

.01 

.01 

.02 

.3 

.02 

.3 

.02 

.03 

.( 

.01 

.02 

.J 

.03 

.04 

.03 

.i 

.03 

.06 

.1 

i    lol  lowing    Stal 
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DAILY  TEMPERATURES 


■HANT1C    CITY    nil 
WLLf  PLAIN 
BM.V  I  DKRK 
BOONTON 
■R1DC 
8UR1  I NGTON 

CANOt    BROOK 

CAl't:    MAY 

CHARLOTTEBURG 

CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX   FELLS   SERV   BLOC 

fLElUVCTON 

FREEKOL1- 

BAMMOXTON 

HIGHTSTOWN 

INDIAN  MILLS   2  MI  w 
JERSEY  CITY 
LAKEWOOD 
LAMBERTVILLE 
LATTON  3   MI    NW 
LITTLE   FALLS  WATER  CO 
LONG  BRANCH 
IIILLVILLE  AIRPORT 
(OORESTOWN 
IORBIS    PLAINS 
JEWARK  WB   AIRPORT 
IE*  BRUNSWICK  EXP  STA 
reWTON 
'ATERSON 

EMBERTON    1    Ml    E 

8ILLIPSBURG 

I 
LAINFIELD 

■ 

iLEASANTVILLE 
JIDGEFIELD 
I INNEMEDE 

Ijnyon 


Day  of  mo 


MIS 


B3 

71 


VAX      85 


MAX 
M1N 


M»\ 

M1N 


B9 
73 


88      88 
71      72 


90 


69     61 


.'1 


' 

11 

\2 

14 

87 

96 

85 

HI 

77 

77 

77 

75      74 

73 

94 

98 

95 

87 

H7 

70 

69 

89 

70 

69 

29 

10 

7H 

H2 

80 

84 

82 

79 

HI 

\ 

86 

73 

72 

70 

73 

70 

'•■A 

92 

HI, 

•1 

IK 

1.7 

70 

73 

S3 

3 

B7 

i):i 

93 

B4 

K(l 

HI. 

7 

MAX 

MIN 

80 

7a 

85 
66 

90 
74 

87 
75 

8, 
73 

MAX 

MIN 

85     86 
70      61 

90 
73 

89 
73 

70 

MAX 

MIN 

BS 
>6 

88 

58 

87 
67 

85 
70 

82 
65 

MAX 

MIN 

B3 
83 

85 
71 

85 

72 

88 
72 

80 
73 

MAX 
MIN 

85 
!6 

85 
53 

85 
69 

82 
69 

84 
67 

MAX 

MIN 

B6 
66 

84 
64 

88 
70 

85 
72 

80 
71 

88 

19 

w 

91 
69 

92 
65 

K(. 
61 

87 
65 

90 

.... 

9, 
72 

HH 
1.7 

92 
65 

93 
67 

95 

71 

89 
59 

91 
58 

92 
60 

95 
64 

See  reference  notes  following  Station  Index. 
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Table  S-Contmued 


RUTHERFORD 
SANDY    HOOK 
SOMERVILLE 
SUSSEX 
TRENTON 

TRENTON  WB  CITY 
TUCKERTON    1   HI    S 
WOODSTOWN    2    II    HI 


DAILY  TEMPERATURES 


NEW  JERSEY 
AUGUST  1949 


MAX 

MIN 


MAX 

MIS 


MAX 
MIN 


MAX 
Ul  N 


MAX 
KIN 


Day  of  month 


83 


85   84 
66   68 


SS 

83 

63   62 


III 

89 

88 

62 

71 

B6 

83 

58 

69 

87 

89 

65 

70 

72i  73   70 


86 

65   70 


10   11   12   13   14   15   16   17   18   19  20  I  21  22  23  24'  25  26  27  28  29  ;  30  3h 


101  101 
67   69 


101 
70 


76, 

102 


90   80 
69   70 


84   83 
67;  61 


95   97   90! 


85 

70 


99   95 


80 

65 

85 
60 

84 
61 

77 

67 

81 
63 

82 
65 

77 
70 

80 
61 

82 

61 

87 

82 

81 

80 
58 


84 


71   68   68   67   59   59   60   61 


78   89   85 
49   49   53 


80   80 

621  64 


89   83 
54 


781  36   s6 


82   86 
42   46 


82   85 

64 '  70 


84   93 

52   67 


84   86   81 


83 

58 


83 
55 


84   80 
55   58 


85   92 
60   67 


86   84 
63 


87|  83 
73   72 


92 

66   69 


85   84 
73 


EVAPORATION  AND  WIND 


Table  6 

Day  of  month 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Is 

PLEASANTVILLE 
RUNYON 

EVAP 
WIND 

EVAP 
WIND 

.16 

.24 
20 

.12 

.18 
10 

.20 

.03 
20 

.22 
24 

.12 
20 

* 
4 

.14 
10 



* 

.18 
20 

* 

.21 

20 

• 

.24 
40 

* 

.24 
50 

.26 
40 

.26 
40 

.32 

.01 
40 

.23 

.20 
50 

.09 

.18 
60 

.54 

.16 
60 

.16 

.16 
60 

.19 

.14 
50 

.17 
30 

.01 

.14 
30 

.51 

.18 
30 

.19 

.19 
30 

.16 

.18 
30 

.26 

.10 

20 

.06 

.13 
20 

.06 

.15 
30 

.16 

.16 
50 

.19 

.16 

30 

.16 

.15 
30 

.18 

.16 
80 

.16 

.01 
29 

.16 

.05 
14 

4.4 

4.8 
106 

See  reference  notee  following  Station  Index. 
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STATION  INDEX 


1  CIT1  IB 

■il.  ANTIC 

0721  HON 

•>  \URKN 

III  w 

fclDGETOS 
BMDCETON  NO  2 
BROOKLAWN 

0907  M. 

1028  CI  v 

1033  CUMBERLAND 

1106  CAMDEN 

BURLINGTON 

IR  RESERVOIR 

CANTOS 
CAPE  MAY 

1   11  ISLINGTON 
1327  SUSSEX 
133S  ESSEX 
1343  SALEM 
1351  CAPE  MAY 

CEDAR  i 
CHARl.OTTKBURG 

CHATSKORTH 
CLAYTON 

SSEX 
1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 

CULVERS  LAKE 
DEEPWATER 
KlZABt  III 
ELIZARETHPORT 

1749  HUNTERDON 
2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 

ESSEX    FELLS    SEWAGE   PLANT 

FLEMINGTON    1    III    NE 

FORTESCUE 

FREEHOLD 

GLASSBORO 

GREENWOOD    LAKE 

HAMMONTON 

HIGHTSTOWN 

BIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  MI  W 

IRVINGTON 

JERSEY    CITY 
LAKEHURST   AIRPORT 
LAKEWOOD    1    ENE 

lambertville 

layton  3  mi  nw 
little  falls  water  co 
long  branch 
long  valley 
lumberton 

hacopin  intake 
■tulle 
marlboro 
marlton  1  mi  w 
mays  landing 

midland  park 

MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  MI  E 

PHILLIPSBURG 

PBILLIPSBURG  BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

Q0AKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 

SWEDESBORO 
SWEDESBORO    5    MI    NW 
TOMS    RIVER 
TRENTON    NO    2 

TRENTON   WB   CITY 

TUCKERTON 

VINELAND 

WANAQUE    RAYMOND    DAM 

•■CHUNG 

WESTFIELD 
WOODCLIFF    LAKE 
HOODSTOWN    2    MI    NW 


2773  ESSEX 
3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 

3662  ATLANTIC 

3951  MERCER 

3956  MERCER 

4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  ,  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503 ' BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146 : BERGEN 
6177  SUSSEX 

6460  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
68431  BURLINGTON 
6974  WARREN 

6979  WARREN 
7079! UNION 
7095! MIDDLESEX 
7131 ] ATLANTIC 
7372 | HUNTERDON 

7393  UNION 
754  5  BERGEN 
7587  PASSAIC 
7817] CAMDEN 
78251  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
8194 j  SOMERSET 
8402J  MILTON 
8423!  UNION 

8644! SUSSEX 
8680;  GLOUCESTER 
8685  GLOUCESTER 
8816J  OCEAN 
8878i  MERCER 

88831  MERCER 
8899|  OCEAN 
9135  CUMBERLAND 
9187  PASSAIC 
9271  UNION 


9455 
9832 
9910 


iSSEX   FELLS    SERV   BLDG 

EABROOK 

REAT  MEADOWS 


2768 
7936 


UNION 

BERGEN 

SALEM 


COASTAL 

DELAWARE 

MULLICA 
PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COAS-AL 

PASSAIC 
PASSAIC 
PASSAIC 

COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 


39  22 
39  35 

I  ' 
10  10 

.  . 

39  48 

10  .1 

39  26 

39  30 

39  53 

40  04 
•II  07 
10  1  1 

39  28  ! 

38  56  j 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 

40  50 
40  30 

39  14 

40  15 
39  42 

41  09 

39  38 

40  16 
40  17 

39  48 

i  40  43 

40  44 
I  40  02 

40  06 
40  22 

!  41  13 
40  53  ! 
40  18 
40  48 
39  58 


74  25  : 
71  28 
74  52 

74  02 

75  05 


74  51 
74  30 

74  21 

75  25 
74  57 

74  13 
74  26 
74  23 

74  32 

75  06 

74  55 

74  47 

75  30 
74  14 
74  12 

74  18 

74  52 

75  10 

74  17 

75  07 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 
74  00 
74  46 
74  48 


PASSAIC 
RARITAN 
i  COASTAL 
DELAWARE 
GREAT  EGG  HARBOR 

PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 


.PASSAIC 
COASTAL 
RARITAN 
HACKENSACK 
DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

RARITAN 

COASTAL 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
j  COASTAL 
RARITAN 
ROCKAWAY 
COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 

RAHWAY 

HACKENSACK 

DELAWARE 


41  01 

40  33 

40  20 

39  54 

39  27 

40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 
40  19 

39  25 

40  34 


74 

24 

74 

34 

74 

14 

74 

55 

74 

■11 

74 

OS 

75 

03 

75 

05 

74 

32 

74 

57 

74 

30 

74 

10 

74 

27 

74 

02 

74 

45 

74 

30 

74 

14 

74 

10 

74 

41 

75 

12 

75 

12 

74 

25 

74 

36 

74 

31 

74 

57 

10 

36 

74 

15 

40 

50 
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REFERENCE  NOTES 

The  four  digit  identification  outers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  oasis.   There  .ill  he  no  dupiication  of 

numbers  within  a  state. 

Delayed  data  and  corrections  .ill  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

:oiemenr5rmi!esindEvaporatiris1measur:dtLU?^  sLnSard^ner  Bureau^-pan'of  *4  Z^ZZ^^X^^   ^oo^e  folding 

Table  6. 

When  hourly  precipitation  is  missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record. 

+  And  also  on  later  dates. 

»  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6  Precipitation  measured  at  6-hourly  intervals,  no  recording  gage- 

M  One  o?  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record 

AR  This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain. 

R  Station  equipped  with  recording  gage  only. 

T  Trace,  an  amount  too  small  to  measure.  ,„,,_,.  ,„   T,hi.  4 

Z  Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

o  k„Hn.(»»  Price    15«<  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary ""orrespondence'regarding  subscription  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.  Y.) 

W.    R.    P.    C,    Albany,    N.    Y. 10-18-49—900 
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NEW  JERSEY 
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Volume  LIV        No.  9 


ALBANY  1949 


NEW  JERSEY  -  SEPTEMBER  1949 
A.  E.  White,  Section  Director  -  Trenton 

GENERAL  SUMMARY 

The  tendency  for  above  normal  warmth  jhicl .had  P-vailed  for  almost  a  year  -s^ve^d^ 

in  September,  it  being  the  first  month  since  October,  1948  to  J^r  |  predominated, 

Moreover,  this  was  the  coolest  September  since  1940   Though  cool  weathe  p      ^^ 

there  were  no  very  low  temperatures.   A  few  ligh t  fr °|ts  occ urr ea  which  is 

and  in  the  cranberry  bogs  but  no  damaging  f rost  *a*  ported  up  to  "  comparatively 

somewhat  unusual  in  this  State   Coolest  mornings   ret   and  26th  p^  readings 
warm  weather  prevailed  about  the  4th  to  6th,  14th  to  lbtn  ana 
in  the  eighties  were  registered  generally. 

September  was  the  first  month  since  May,  this  year,  *"*  £e£f  ^  "rea^hlS"^^ ' 
All  divisions  of  the  State  averaged  above  ^^^^^^^/^^rLount.   The  number 
slightly  below.   The  State  as  a  whole  had  113  percen  most  stations.   The  date  of  heavi- 
of  days  with  measurable  rain  was  between  10  and  14  at  most  stations  amounts 

est  precipitation  varied  greatly  in  di f  *-*f  ^sf^  pother  statlonl  had  their 
were  recorded  on  the  1st  (Cape  May,  2. 52  »nd  Be1^"?**:"^  rather  heavy  rains  about 
biggest  rains  near  the  -^-^^^ormfdld'not^ccountirmuch'ofthe  rain  during  the 
the  close  of  the  month.   Tropical  storms  aia  nut  f  marked  intensity  passed 

month  as  is  sometimes  the  case  in  S^Ptember   A  hurricane  oim  ^  ^ 

northward  several  hundred  miles  east  of  the  Jersey  coast  about  tneaxn,  ^^ 

in  this  State  appears  to  have  been  at  a  min^Vm:e e^nef  P^uf  JrounQnwater  supplies  re- 
to  late  crops,  pastures  and  meadows;  also  fall  seedings ,  but  grouna  wit 

mained  low. 

TEMPERATURE 
The  monthly  mean  temperature  of  the  "ate  as  coated  fro.  observations  of ^^stations, 
was  63  8%  which  ™  ^  2»  b.l«  ~or«l   The  h igh est  temPe rature      ^   ^^  ^ 

the  6th,  and  the  lowest,  31  ,  at  Lhar^°"eDrj>  "   Rn  -,  °   _t  Lone  valley  and  Newton, 
temperature  was  67.6°  at  Cape  May,  and  the  lowest,  60.1  ,  at  Long  vaney 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is 
+3.1°. 

PRECIPITATION 

•      +o  +  ^r,   rf   thP   state      as   computed  from  observations  of   45  stations,    was 
IhI„iTnchIs,P»nicPhi:as1u1:4?fiS„e  f      ov/  o  ma  Th, .greatest  monthly  P-iPitJ  -  was 

lif>£ZS?lSS£S&t&kZ  X  ^rcinsecutl;6e7honrr:as1.83   inches  a/rlemington  on 
the  6th. 

Interior,    -2.33    inches;    Sea  Coast,    -3.09   inches. 


AC  KNOWLEDGMFJrrS 


^addition  to  t?.tCXl.atologlcal  data  <-™6 ,000  Weather  Bureau^n^coope- 
"c1;:t«rahesta  on  0whicnhiereUto™erly  reproduced  in  the  Hydropic  Bulletin 
Series    Toe  Hydrocli-atlc  Network  is  a  nationwide  net  of  rain  g ■*«—?»* ly  of 
the  recording  type  which  produce  continuoue  records  of  precipitation    It  was 

of  rainfall  Intensity  which  were  essential  to  the  planning  01  iioo»  >- ""^ 
?£rUS2S£.    2.  ftR  oon!recoroing  ^^^  ^en^I     n   °£the 

t...n  1O40  and  1944   and  nearly  $375,000  since  that  date.   For  the  years  j««  ", 

f.rr.Ii  about  $25,000  per  year  to  «.t  the  increasing  needs  of  their  progra.  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  *™.  Hydr oclijat 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  Issued  .onlhly  for  each  of  8  drainage  areas  embracing  the  entire  Doit., 
States   but  since  ihe  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 

1  f   Ho^-ai!  Jw^iSS^SS  *£ t^lE 
Sm  ob'aineo'upon  application^  Chief?"!!?  Weather^eauf".^^ 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and   , 
individuals  as  listed  In  the  Station  Index. 
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64. 3M 
61.5 

65. 1M 

66.8 
62.7 
67. 611 
60.7 
63. 9M 

65.4 
64.8 
63. 4M 
63.4 
64.3 

66.6 
63.3 
63.4 
33.2 
62. 6M 

64.3 
60.2 
63.8 
63.8 
60.1 

65.1 
63.8 
63.1 


60.1 
64.7 
64.4 


-1.0 
-2.2 
-3.3 

-1.2 
-1.3 
-0.9 
-1.8 


-3.5 
-1.9 

-0.7 
-3.2 
-3.1 
-4.5 


-2.3 
-2.8 


-2.5 

-1.5 


-3.8 
-1.6 
-3.8 


85 
86 


38 
89 


85 
87 


85 
B6 


87 
86 
85 
86 

87 
86 
88 
85 
86 


86 
86 

86 


16+ 
5 


49 
35 
39 
36 
43. 


31 
35 


38 
38 


37 
12 
36 


26 

25 


26 

25+ 

21+ 

26 

26 


25+ 
26 

25+ 

26 

25+ 

26 

26 

25+ 

26 

26 

26 

25+ 


No.  of  days 


Precipitation 


1.67 
5.47 
3.37 
5.11 
3.37 

5.08 
5.30 
4.77 
6.25 
2.41 

4.70 
4.76 
5.40 
5.47 
5.51 

3.41 
5.35 
3.51 
3.21 
3.16 

4.75 
1.99 
4.96 
3.70 
4.82 

3.32 

4.74 
4.77 
3.06 
4.95 

3.49 
4.14 


-    .13 

1.29 

.44 

1.68 

1.76 


1.68 
1.13 


-  .33 

1.08 

-1.92 

.74 

-  .09 
.37 


-  .71 
1.12 

-  .31 

-  .01 

-  .02 


.51 
1.85 

.75 
1.36 

.88 

1.60 
1.91 
2.52 
1.39 
1.10 

1.24 
1.47 
1.63 
2.33 
1.29 


1.62 
1.01 


Snow,  Sleet,  Hail 


19+ 

30 

30 


1 

.33 

89 

1 

.26 

74 

1 

28 

98 

90 

1 

70 

95 

1 

00 

1 

05 

See  reference  notea  following  Station  Index. 
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No.  of  days 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 
SEPTEMBER  1949 


Temperature 

Precipitation 

•a 
1 

0 

No.  of  days 

I 

0 

Snow,  Sleet,  Hail 

No.  oi  days 

* 

s 

Station 

0 

g> 

S 

> 
< 

a 

0 

4) 

o 
Q 

a 

a 

■E 

5 

£ 

0 

i 

0 

b 

i 

2 

'ffl 
ja 

0 
C4 

ro 

1 

3 

0 

H 

B 

0 

-a 
a 

0 

a 

e 

S 
c5 

a 

% 
D 

3 

0 

a 
o 

■a 

0. 

S     o 
2      u> 

£ 

& 

■ 

0 

a 

0 

3 

■ 

0 

a 

o 
in 

C4 

£ 
o 

a 
s 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

64.1 
63.9 
64.9 
63.2 
64.3 

-1.1 
-1.8 
-1.3 
-2.2 

87 
88 
86 
88 
87 

6 
5 
7 
5 
5 

38 
37 
36 
39 
40 

26 
25 
26 
25 
25+ 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

4.10 
4.09 
2.96 
3.53 
3.99 

.42 

-  .44 

-  .48 

-  .59 

1.50 
1.20 
1.11 
1.00 
1.41 

6 
29 

1 
29 
23 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

10 
12 
10 
12 
9 

5 
5 
5 
5 
4 

i 
i 

i 
i 

2 

RUNYON 
SANDY   HOOK 
SOMERVILLE 
SUSSEX 
TRENTON  NO  2 

61.3 
66.2 
64.2 
61.4 
63.5 

-3.4 
-1.3 
-1.7 
-2.9 
-3.3 

86 
86 
89 
86 
87 

18 
5 
5 
5 
5 

36 

50 
37 
34 
39 

7  + 
24 
26 
26 
26 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

5.04 
3.53 
5.25 
3.05 
4.47 

.90 

.10 

1.47 

-  .96 

-  .59 

1.72 
.82 

1.38 
.98 

1.54 

6 

8 

29 

29 

5 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

11 
14 
12 
12 
13 

7 
6 
6 
3 
6 

1 
0 
2 
0 
2 

TRENTON   WB   CITY 
WOODSTOWN    2    NW 

64.3 
62.9 

-2.6 

85 
86 

5 
6 

45 
40 

26 
25+ 

0 
0 

0 
0 

4.19 
4.78 

.79 

1.66 
1.89 

5 
23 

0 
0 

0 
0 

12 

11 

6 
5 

1 
1 

STATE 

63.8 

-2.2 

4.20 

.47 



- 

1 

DAILY  PRECIPITATION 


— 

Day  oi  month 

1 

Station 

1 

2 

3 

4 

5       6 

7 

8 

9 

10 

11 

12      13 

14 

15 

16 

17      18 

19 

20 

21 

22      23     24 

25  ,  26 

27 

28 

29 

30        31 

h 

ATLANTIC   CITY  WB 
BELLEPLAIN 
BELMAR 
BELVIDERE 

Z 

1.85 
T 

.02 

T 

.65 
.03 

.01 
.48 

.10 
.10 
.06 
T 

.16 
.20 
.25 
.03 

T 

T 

T 

.23 
1.38 
.02 
.32 

T 

.07 
.60 

.05 
.10 
T 
.03 

.17 

.11 
.77 
.03 
.17 

T 

.02 
.03 

T 

.18 

.01 

.75 

.31 

.12 

.51 
.45 
.15 
.16 
.80 

T 

T 
.50 

.05 
.08 

.43 
.60 
.55 
.75 

1.67 
5.47 
2.57 
3.37 
.90                  4.00 

BOONTON 
BR IDG ETON 

.19 

.43 

.06 
.36 
.40 

.18 

.07 

.11 

.12 
.13 
.49 
.30 

1.19 
.13 
T 
.10 

1.40 

.08 

.43 

.04 

.17 

.30 

.89 
.37 

.65 

.80 

1.27 

.09 

.16 

.03 
.71 

1.36                  5.11 
.88                  3.37 
.08                  3 .  44 

BROOKLAWN 
BURLINGTON 

.10 

1.60 

.02 

.15 

.20 
.82 

, 

.83 
.35 

1.40      .18 
.90      .32                  4.62, 

CANISTEAR   RESERVOIR 

.12 

CANOE   BROOK 
CANTON 
CAPE   MAY 
CEDAR  GROVE 

z 

.31 

.89 

2.52 

.35 

.52 

.72 

.69 

.01 

.11 

.12 

T 

.16 

.18 

T 

.28 

.11 
.65 
.19 

1.03 
.09 
.20 

1.35 

.42 
.09 

.19 

.08 
.34 
.11 
.02 

.10 

.41 

.65 

28 

.04 

.02 

.52 

1.31 

.35 

.64 
.43 

.10 
.21 

.02 

.10 
.72 
.03 
.93 

1.91                  5.30 

.47                  4.03 

4.77 

1.48                  5.78 
.51                  6.25 

CHARLOTTEBURG 

2 

CHATHAM 

.31 

.50 

.07 

.21 

1.10 
.20 
.04 
.07 

.48 

.07 

.07 

.02 

.47 
.25 

1.10 

2.41 

CHATSWORTH 

CLAYTON 

CLINTON 

.21 

T 
1.21 
.32 

.73 

T 

.01 

.01 

.93 
.54 

T 
.24 

.17 
.11 

.09 
.07 
24 

.01 

1.06 
.06       .35 
.14       .20 

.22 

1.24 
.90 
.54 

.16 

3.56 
2.35 

CULVERS   LAKE 

DEEPWATER 
ELIZABETH 

.31 

.56 

.18 

.07 
.23 
.31 
.13 
.06 

.02 

.38 
.52 
.43 
.32 

.47 

.02 
.26 
.06 

.01 
.04 

.21 

.12 

.42 

.08 
.02 

.01 

1.28 
.44 

.23 

.58 
.14 

.14 

.02 
.04 
.02 

.49 

1.47 

.80 

.52 

4.76 
2.94 

ELIZABETHPORT 

R 

.04 

.33 

.50 

T 

5.47 

ESSEX   FELLS   SERV   BLDG 
FLEMINGTON 

Z 

.23 
.12 

2.83 

.11 

.05 

.19 

T 

.12 

.04 

.40 

T 

FORTESCDE 
FREEHOLD 
GREAT   MEADOWS 
GREENWOOD    LAKE 

Z 
R 

.36 
.60 
.03 
.05 

.36 

1.29 
.19 
.33 

.03 

.24 
.05 
.05 
.54 

.05 

.27 
.53 
.24 

.50 

.53 

1.30 

.01 
.01 
.56 

.24 
.49 

T 
.23 

.85 

.13 

.35 

.11 

.09 

.30 

.62 
.92 

.39 

T 

.03 

.09 
.05 

1.53 
.67 
.73 

T 
1.71 

.13 

.01 

1.20 

5.51 
3.38 
4.28 
3.41 

HAMMONTON 

5.3! 
3.9S 

HIGHTSTOWN 

.30 

1.62 

.27 
.20 
.59 
.12 
.39 

T 

.81 
.80 
.66 
.79 
.55 

.30 
.17 

.02 

.16 

.07 

.12 

T 

.71 

.71 

T 

1.03 

HIGHTSTOWN   PUMPING   STA 

R 

.01 

.08 

.54 

3.3( 
3.21 

INDIAN   MILLS    2   W 
IRVINGTON 
JERSEY  CITY 

R 

.22 
.27 
.05 

.33 

.48 

.17 
.28 

.01 

.03 
.02 

.12 

.02 
.07 

.04 
.07 

.04 

.03 

.03 
T 

.34 
.36 

.09 
.17 

.73 

LAKEHURST   AIRPORT 
LAKEWOOD 
LAMBERTVILLE 
LAYTON   3   NW 

R 

1.24 
.07 

.24 

T 

.55 
1.84 

.54 

.17 
.01 

.05 
.32 
.02 
.20 
.14 

T 

T 

.06 
.20 
.37 
.08 

.30 
.15 
.08 
.20 

T 

T 

.04 

.04 

.09 

.17 
.15 
.34 

.02 

.03 
.06 

.03 
.19 
.20 
.80 

T 

T 

.01 
.26 

.26 
.13 
.64 

.47 

.01 

.01 
.01 

.34 
1.12 

.95 
.03 

.04 
.02 

1.33 

3.K 
4.7. 
1.91 
4.91 

LITTLE   FALLS   WATER   CO 

Z 

3.7 
4.8 
3.T 

7.3. 
4.61 

4.2 
4.3 
3.0 
3.8 
4.9 

LONG   BRANCH 
LONG    VALLEY 
LUMBERTON 
MACOPIN    INTAKE 
MANVILLE 

Z 
R 

.01 

1.02 
.12 
.09 

.51 
1.20 

.15 
.40 

.93 
.30 

.05 

.09 

.39 

.08 
.15 
.02 

.01 

.02 

T 

.25 

.05 
.15 
.70 

.89 
.70 

2.06 

.50 

.53 
1.00 

1.26 

.23 

.05 
.04 

.06 
.02 

.01 
.85 

.36 
.02 

.02 

T 

.29 

.60 

.13 
.47 

.56 
.05 

.12 

.08 

.78 

.05 

1.18 

.87 
.90 
.03 
.37 
1.44 

1.26 
1.65 

MARLBORO 
MARLTON    1   W 
MAYS    LANDING 
MIDLAND    PARK 

R 

.46 
.02 

.78 
.53 

.09 
.16 

.10 
.28 

.49 
.42 
.26 
.25 
.12 

T 
.01 

.06 

.61 
.57 
.53 
.75 
.70 

.30 
.14 

.03 

.14 
.23 
.57 

.47 

.09 

.54 

.58 

.04 

.08 
.25 
.01 
.02 

.o: 

.55 
.56 

.30 
1.33 
.40 
.12 
.48 

.03 
.75 

.80 
.03 

.08 

MILLVILLE 

I 

See  reference  no-ten  following  Station  Indei 
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DAILY  PRECIPITATION 


Mi  .ihmi.t 


Day  ol  month 

1 

2 

3 

4 

s 

7 

8 

9 

10 

11 

1 

14 

IS 

ie 

19 

.!U 

22 

24 

26 

N 

M1I1VIIXK    AIRPORT 
HILTON 

ITOtH 

mwRis 

NEWARK    vn    AIRPORT 

z 

10 

.•a 

M 

T 

.43 

T 

.33 
.29 

.07 

.-1 

T 

.39 
.05 
11 

.57 

1.79 

.47 
.81 
.03 

11 

.09 
.02 

.93 

.30 
.01 
.06 

.39 
.05 

,37 

.60 
0 

a 
i 

.02 

.01 
.36 

.46 

1.38 
.39 
.12 

in 
T 

i 
.90 

4    74 
4    77 

NEB    UUMStlCI    EXP   STA 

m  MiuroRD 

NEWTON 

OaK    RIDGK    RESERVOIR 

z 

II 
.07 
.18 

•  1 

n 

.10 

Bl 

11 
.13 

.03 

.02 

.30 

T 

.36 
1.13 

.05 
.05 

I  i 
1.03 
.01 

.23 

.40 
T 

.62 

1  1 

.03 

II 

.33 

.75 
.07 
.31 

T 

.73 
.25 

.22 
.85 

ORANGE 

' 

.» 

• 

• 

.02 

• 

.02 

.38 

.05 

.65 

PATER SON 

P EMBERTON     1    | 

PHILLIPSlUKt. 

PHILLIPSBURG    BRIDGE 

PLAIHFI&LD 

.37 
.45 
.30 
.10 
.37 

T 

.04 
1.50 
I    M 

.72 

.15 
.36 

T 

.05 

0 

T 

.06 
.36 
.13 
T 

.77 

.75 
.67 
.14 
.29 
.15 

.03 

.33 

T 

.03 

.09 

.03 
.37 
.19 
.15 
.18 

1.00 
11 
.65 
.60 
.06 

T 
.02 

T 
.01 

.80 
.66 
.45 
.28 
.37 

T 

T 
T 

T 

.08 
.06 

1.03 
.39 
.03 

1.20 

.42 

.33 
.57 

4.14 

4.15 
4.10 
3.49 

PLEASANTV1LLE 
RAH* AT 
RIDGEFIELD 
RINGWOOD 

1 

1.11 
.10 
.07 
.09 

.30 
.63 

.30 

T 

.18 
.33 
.36 

T 
T 

.02 
.58 
.95 
.02 
.59 

.38 

.07 
.05 
.87 
.01 

.01 
.08 
.10 
.76 

T 

.37 
.27 
.03 

.04 
.03 

.04 
.04 
.03 

.42 
.30 

.25 

.18 
.04 

T 

1.11 
1.00 

.69 

2.96 
3.64 
3.33 

fWBMyn^ 

.33 

.19 

T 

.22 

.10 

T 

.53 
1.41 

T 

.07 

.11 
1.08 

1.13 

4.14 
3.99 

KITHYON 
SANDY   HOOK 
SKABROOK 
S0MERV1LLE 
SPLIT  ROCK    POND 

z 

.39 

T 

.1, 

.71 

1.73 

.13 

1.33 
.58 

.03 

.17 

.50 
.83 

.04 

i  i 

.10 

.43 
.35 
.25 
.36 

.14 
.05 
.04 
.56 
1.75 

.08 

.03 

.47 
.42 

.30 
.10 
.17 
.16 
.02 

.06 
.26 

.10 
.02 

.09 
.19 

.02 

.53 
1.20 

.51 

.29 

.66 
.66 

.80 

.02 

.80 
.51 
.70 
1.38 
.13 

.16 

.03 

1.44 

5.04 
3.53 
3.69 
5.25 
5.53 

SPRINGFIELD 

Bussja 

SWW1KSBORO 

H 

.27 
1  1 
.07 

.34 

.35 
.24 

.08 
.05 
.30 
.25 
.85 

.82 
.26 
.90 
.61 
.33 

.21 
.31 

.16 
.47 
.15 

.05 
.01 

.05 
T 

.02 
.24 

.49 
.19 

.09 
.13 

1.22 
.98 

.01 
13 

3.96 
3.05 

SWKDESBORO    5    NW 

.10 

.38 
.84 

1.90 

.53 

.65 

TORS    RIVER 

2.16 

.05 

.12 

.11 

1.18 
.18 

T 

.57 

.35 

.60 
.20 

4.06 
4.98 

TRENTON    NO    2 
TRENTON    WB   CITY 
VINE LAND 
WANAQUE    RAYMOND    DAM 

• 

T 
.42 

.13 

1.54 
1.66 

.01 
.01 

T 

T 
.03 

T 

.28 
.26 
.35 

.01 
T 

.43 

.36 

2.10 

.04 
.03 
.30 
.93 
.03 

.01 
.01 

.25 

.29 
.28 
.42 

.13 

.11 

.08 

T 

.32 

.47 
.32 

.11 
.21 
.46 

T 
T 
.18 

1.08 

.92 

1.26 

4.47 
4.19 
5.71 

■  ATX.' HUNG 

R 

.23 

• 

.50 

.47 

.45 

.73 
.07 

.04 
1.20 

1.47 
.01 

•1  .  75 
1     2.96 

WBSTFIELD 
■OODCLIFF   LAKB 
tOODSTOWN    2    NW 

» 

.50 
.  10 
.17 

.36 

.59 
.18 

.18 
.16 
.46 

.30 

.55 
.08 

.80 
.04 
.72 

.17 
.06 

.13 
.07 

.80 

.11 
.02 
.22 



.46 

.57 

.06 

1.89 

.50 

.78 
.02 

1.00 
.02 
.59 

4.35 
3.45 
4.78 

HOURLY  PRECIPITATION 


LIZABETHPORT 

3EEBOLD 

*EAT   MEADOWS 

IGHTSTOWN   PUMPING    STA 

iVINGTON 

)NG   BRANCH 

JMBERTON 

iWARK   WB  AIRPORT 

iW  MILFORD 

1ANGE 

'RINGFIELD 

IKAQUE    RAYMOND   DAM 

iTCEUNG 

iSTFIELD 

ODCLIFF    LAKE 


.IZABETHPORT 

EEHOlJl 

EAT   MEADOWS 

GBTSTOWN  PUHPING   ST ft 

VINGTON 

KEHURST   AIRPORT 

TTLE   FALLS    WATER   CO 

NG  BRANCH 

RLBORO 

WARK    WB   AIRPORT 

»  MILFORD 

ANGE 

AKERTOWN 

3WAY 

HDY  HOOK 

RINGFIELD 

SNTON    WB   CITY 

1A0.UE    RAYMOND   DAM 

rCHUNG 

STFIELD 

JDCLIFF   LAKE 


A.  M.  Hour  ending 


.02      .02 
.01      .01 


P.  M.  Hour  ending 


01 

.18 

22 

.04 

06 

22 

01 

.15 

st- 


-5th- 


.25      .05      .05 

.30 

.07      .08 


.04 
.08 
.08 
.16 


.02 
.12 
.35 


.07 
.19 


.08 
.85 

.15 
.04 

.08 

.04 
.45 
.04 
.15 


.07 
.35 

.33 
.03 

.05 
.38 
.19 
.08 


.OK 

.13 

.01 

1.05 


.01 
.06 
.10 


.04 
.02 
.03 
.01 
.27 
.01 
1.02 
.04 
.16 
.19 
.27 
.13 
.23 
.20 
.08 


.34 
1.25 
.36 
.79 
.33 
.24 
.25 
.51 
.78 
.35 
.34 


1.53 
.30 
.71 
.24 

1.66 
.64 

.27 
.27 


See  reference  notes  following  Station  Index. 
-    95  - 


Table  4-Continued 


HOURLY  PRECIPITATION 


NEW   JER3IY 
SEPTEmnt    1949 


A.  M.  Hour  ending 


ELIZABETHPORT 

FREEHOLD 

GREAT   MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBOP.0 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
LAKEHURST  AIRPORT 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LUMBERTON 
MILLVILLE 

MILLVILLE  AIRPORT  6 
SANDY  HOOK 
TRENTON  WB  CITY 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHUKST    AIRPORT 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WESTFIELD 

WOODCLIFF  LAKE 


CAPE  MAY 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEW  MILFORD 

ORANGE 

RAHWAY 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKi 


CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWH 


.08 
.14 
.03 

.11 
.09 


.01 
.08 


.10 
.05 


P.  M.  Hour  ending 


.01 
.02 


.03   .01 
.01   .02 


.04 
.02 


.01 
.02 


-6th- 


-7th- 


.01 
.03 


.02 
.01 


.01 
.05 


.03 
.02 


.03 
.06 


.06 
.01 
.05 
.01 
.02 
.03 
.25 


.05 
.03 
.01 
.09 
.28 
.02 
.01 
.03 


.03 
.01 

.02 
.07 
.02 
.01 


.04 
.04 


.09 
.03 
.04 
.01 
.01 
.05 
.03 
.05 
.18 


.  12 
.04 


.01 

.04 
.04 


.06 
.01 

.02 

.08 

.09 

.06 
.04 

.03 

.  12 

.04 
.08 


.01 
.03 


-8th 


.05 
.04 


.05 
.01 


-12th- 


.02 
.07 


.20 
.01 


.40 
.01 


.06 

.02 


.04 
.01 
.06 

.03 
.05 


.01 
.12 
.05 
.01 


-13th- 

!   .15  .  .01 

.02 
i   .09   .01 

.01 


.04 
.10 


.04 
.05 


.04 


.05   .01 
.01   .28 


.04 
.01 
.01 

.04   .03 
.01   .06 


.C2 
.01 


.03 
.06 


.01 
.05 
.03 


.01 
.08 

.04 
.02 
.07 
.12 
.04 

.05 
.04 


.02 
.02 
.01 
.06 
.05 
.02 
.13 


.33 
.02 


.04   .17  J  .03 


-14th- 


.02 
.03 


.09 
.OS 
.  16 
.11 

05 
.03 


.08 
.07 
.06 


.10 
.08 
.02 
.01 
.08 

.18 
.08 


.08 
.10 
.10 
.01 
.04 
.02 
.03 


.25 
.08 


.01 
.01 
.04 
.01 
.02 


.13 
.03 
.01 


.13 
.06 
.02 
.16 


.01 
.04 


.01 


.01 
.03 

.01 


.02 
.04 


.01 
.01 


.04 


.01 
.03 
.01 

.06 

.02 

.01   .02 

.12 


.01 


.02 


.04 
.01 


.01 

.04 

.01   .01 
.01 

.01 


.20  I  .15 
1  .17 


.18 
.01 


.04  .01  .12 
.02  .01  .03 
.01   .05   .01 


.04 
.03 
.02 
.01 


.01 

.08   .08 


.1* 
.01 
.17 
.29 
.15 
.09 
.23 
.15 


.20 
.13 
.25 
.01 
.09 
.50 
.26 
.17 


.10 
.17 
.12 
.05 
.09 
.28 

.02 
.02 


.16 
.04 
.31 
.20 
.05 
.20 
.12! 
.05 
.39 
.08 
.49 
.12 


.36 

01 

.89 

01 

.47 

1.04 

o; 

.58 

.20 

.08 

43 

.01 

S3 

.17 

.12 

i  following  Station 
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HOURLY  PRECIPITATION 


-  .  ,.  ,  , 


ATLANTIC  CITY   »B 

CAPE   HAY 

ELIZABETHPORT 

FREEHOLD 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

ORANGE 

(JDAKERTOWN 

RAHWAY 

SANDY   HOOK 

SPRINGFIELD 

TRENTON    WB   CITY 

WESTFIELD 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

FREEHOLD 

GREAT  MEADOWS 

BIGHTSTOWN  PUMPING   STA 

IRVINGTON 

LAKEHrRST   AIRPORT 

LITTLE    FALLS    WATER   CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE   AIRPORT  6 

NEWARK    WB   AIRPORT 

NEW   MILFORD 

3 RANGE 

JUAKERTOWN 

IAHWAY 

SANDY  HOOK 

SPRINGFIELD 

rRENTON   WB  CITY 

IANAQUE    RAYMOND    DAM 

raSTFIELD 

(OODCLIFF    LAKE 


XIZABETHPORT 
RVINGTON 
ONG  BRANCH 
ARLBORO 

ILLVILLE 

ILLVILLE    AIRPORT    6 

EWARK    WB   AIRPORT 

UAKERTOWN 

AHWAY 

ANDY  HOOK 

PRINGFIELD 

BSTFIELD 

OODCLIFF  LAKE 


-IZABETHPORT 
1EEHOLD 
IEAT   MEADOWS 
IGBTSTOWN  PUMPING  STA 
1VINGTON 

iKEHURST   AIRPORT 
TTLE   FALLS    WATER   CO 
tMBERTON 
RLBORO 

LLVILLE   AIRPORT  6 
WARE    WB   AIRPORT 
W  MILFORD 
ANGE 

AKEHTOWN 
HWAY 

NDY  HOOK 
RINGFIELD 
ENTON   WB  CITY 
NAQUE   RAYMOND  DAM 
TCHUNG 
3TFIELD 
3DCLIFF  LAKE 


Table  4-Continued 


ATLANTIC   CITY  WB 

CAPE   BAY 

ELIZABETHPORT 

FREEHOLD 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


CAPE  MAY 
GREAT  MEADOWS 
MILLVILLE 
MILLVILLE  AIRPORT  6 


CAPE  MAY 
ELIZABETHPORT 
GREAT  MEADOWS 
LUMBERTON 

MILLVILLE  AIRPORT  6 
QUAKERTOWN 
RAHWAY 
SANDY  HOOK 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


GREAT   MEADOWS 

LITTLE   FALLS   WATER  CO 

SPRINGFIELD 

WATCBPNS 


HOURLY  PRECIPITATION 


NEW   JERSEY 
SEPTEMBER   1949 


.07 
.09 
.04 
.02 
.01 
.02 
.10 
.30 
.33 
.07 
.02 
.03 


.02      .04 
.01      .04 


.0) 


.01 


.02  .04 
.01  .01 
.01  .05 
.01  .02 
.04 


.03 

.05 

.06 

.03 

.01 

.08 

.11 

.07 

.03 

.02 

.04 

.02 

.10 

.10 

.01 

.02 

.01 

04 

.03 

.02 

.06 

.01 

.01 

.03 

.01 

.01 

ending 
7 


,13      .04 

.20      .03      .02 


.02 
*  .15 


P.  M.  Horn  ending 


-23d- 

.03      .01       .01 


.03      .01 
.02 


-27th- 


-28th- 


.01      .01 

.08      .03 


.02      .01      .01 


.01 

.01 


.05 
.01 


.01      .01 


.01 


.01      .04 
.01 
.75 


-29th- 

02      .03   i    .02 
.07 


.04  .05 

.01  .01 

.24  .10 

.02  .08 


.02      .01      .01 


.01      .01 
.01 


.02 
.01 


.02      .58 

.01 

.01 
.19  .03 
.01      .02 


.01      .10 

.04      .03 

.01 


.15 

.01 
.04 
.01 
.09 
.01 
.01 


.12 
.09 
.04 
.17 
.05 

.01 
.07 

.19 

.10 

• 

.22 

.10 

.09 

.12 

.12 

.07 

.09 

.07 

.02 

.08 
.07 


.14 

.16 
.12 
.15 
.01 


.65 
.18 
.04 


.23 
.01 
.17 
.05 


.02 
.07 


.25 
.07 


.08 
.09 


.03 
.01 
.12 


.01 
.20 
.12 
.09 

.09 
.02 


.01 
.01 
.24 
.07 
.01 
.  12 
.11 
.30 


.05 
.03 
.10 
.23 


.01 
.04 
.26 
.03 
.30 
.06 


.07 
.02 
.12 
.05 
.78 
.26      .05      .06      .09 


.09 
.06 
.12 
.03 


.01 
.08 
.14 
.09 
.18 
.20 
.06 
.27 
.37 


.22 

.15 
.01 
.24 
.09 
.20 
.15 
.09 
.10 


.06 
.01 
.  14 


.14 
.37 


.07 
.04 
.07 

.05 
.03 


.01      .02      .01      .17 


-30th- 


DAILY  TEMPERATURES 


.31 
.37 
.14 
.31 
.09 
.26 
.10 
.13 
.30 
.48 

.12 
.07 
.05 
.01 
.19 
.29 
.09 
.21 
.03 
.07 
.10 
.07 


.03 
.75 


.07 
.02 
.05 
.12 

.03 
.01 
.02 


.43 

.74 
.80 
.77 
.73 

1.03 
.99 
.38 

1.30 
.49 
.78 
.87 

1.44 


Day  of  month 

Station 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14      15      16      17      18 

19 

20      21      22     23     24 

__ . 

25     26     27     28     29     30 

31 

ATLANTIC  CITY  WB 

MAX 

83 
63 

69 
60 

72 

61 

76 
62 

76 
69 

85 

64 

68 
60 

76 

62 

67 
54 

70 
50 

69 
54 

69 

67 

71 
67 

75     76     68 
68      67      61 

78 
58 

76 
68 

84 
67 

71      70      75      69      68 
55      50      63      52      50 

64 
49 

67 
52 

70      71 
64      64 

67 
55 

67 
53 

65 
49 

70 
49 

BELLEPLAIN 
BELVIDERE 

MAX 
MIN 

MAX 

83 
72 

80 
55 

81 
46 

76 
44 

75 
47 

82 

48 

82 
50 

84 

53 

85 
57 

88 
62 

86 
68 

79 

6  5 

79 
56 

71 
45 

75 

61 

76 

59 

74 
47 

81 
46 

74 

41 

72 
44 

72      72 
38      54 

77      77 
45      47 

75 

65 

68 
61 

82 
65 

85 
65 

82 

65 

82 
67 

80 
56 

74 
58 

80 
51 

81 

49 

85  85 
53      67 

86  83 
52      66 

82 
52 

76      82      78      66 
39      50      56      44 

73      65      68      67 
43      53      S3      53 

67 
48 

66 
39 

69 
35 

74 
40 

72 
49 

70 
45 

n 

61 

79 
60 

74 
53 

73 
53 

BOONTON 
BRIDGETON 

MAX 

MIN 

MAX 

82 
65 

79 
6fi 

77 
42 

75 
52 

75 
43 

75 

55 

79 
47 

81 
58 

81 
52 

84 
63 

36 
66 

70 

76 
44 

68 

57 

68 
49 

73 

58 

72 
48 

66 
52 

63 
50 

70 
46 

74      75 
41      47 

74      75 

48      57 

73 
51 

75 

63 

68 
58 

84 
69 

83 
64 

78 
69 

80 
52 

57 

71 
48 

76 

56 

77      83 
49      52 

82  i   80 
58      67 

79 
48 

70 
54 

67  69      73 
47      49      53 

68  78      72 
46      53      58 

67 

IS 

65 
52 

64 
37 

63 
44 

65 

36 

69 
43 

69 
41 

72 

51 

b5 
49 

75 

61 

56 

62 
61 

74 
59 

79 
=  4 

70 
59 

73 
52 

52 

64 

51 

BURLINGTON 
CANOE    BROOK 
CAPE   MAY 
CHARLOTTEBURG 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

80 
66 

80 
66 

82 
70 

77 
62 

79 
58 

81 
42 

82 
55 

77 
36 

79 
53 

71 
45 

75 
57 

78 
38 

83 

55 

80 

SO 

75 
57 

81 
40 

87 
62 

85 

55 

81 
67 

85 
i    58 

88 
68 

89 
67 

85 
71 

78 
62 

78 
52 

80 
42 

81 
56 

72 
39 

74 
61 

71 

55 

57 

71 
56 

75 

51 

75 
43 

47 

70 

1   46 

75 
48 

66 
39 

74 

41 

72 
43 

77 
46 

76 

41 

76 
43 

72 
36 

75 
57 

76 
43 

75 
50 

72 
39 

73 
63 

74 

59 

75 

69 
56 

83 

70 

71 

62 

84 

64 

80 
66 

83 
64 

82 

79 
58 

80 
57 

83 
58 

80 
60 

76 

56 

79 
53 

74 
45 

79 
60 

77 
41 

85 

55 

80 
49 

80 
56 

82 
49 

85 
68 

85 
58 

84 
68 

82 
66 

82 

56 

83 

45 

77 
48 

71 
49 

72 
39 

69 
40 

79 
53 

72 

48 

82 
65 

68 
46 

79 

58 

75 
55 

75 

55 

60 
53 

6  b 
4b 

71 
45 

63 
45 

67 
46 

68 
34 

64 
34 

72 
42 

68 
36 

79 
45 

68 
31 

71 
51 

71 
41 

79 

65 
36 

60 

71 
53 

78 
65 

75 
56 

52 

63 
51 

66 
55 

65 
49 

See   reference 

□otee   foil 

i>«lng  Station  lodes* 
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DAILY  TEMPERATURES 
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See  reference  notes  following  Station  Index. 
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STATION  INDEX 


NEW    JERSEY 
SEPTEMBER    IMS 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  HI  I 
BOONTON 
BRIDGETON 
BRIDGETON  NO  2 
BROOKLAWN 

BURLINGTON 
CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 

CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 
CULVERS  LAKE 
DEEPWATER 
ELIZABETH 
ELIZABETHPORT 

ESSEX  FELLS  SEWAGE  PLANT 

FLEMINGTON  1  MI  NE 

FORTESCUE 

FREEHOLD 

GLASSBORO 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  MI  W 

IRVINGTON 

JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  MI  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  MI  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNESJEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOBERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 

SWEDESBORO 
SWEDESBORO  5  MI  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  MI  NW 


ESSEX  FELLS  SERV  BLDG 

SEABROOK 

GREAT  MEADOWS 


County 


0325  [ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1033  CUMBERLAND 
1106  CAMDEN 

1211  BURLINGTON 
1327  JSUSSEX 
1335  (ESSEX 
1343  jSALEM 
1351  CAPE  MAY 

1472  ESSEX 
1582  IPASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  (GLOUCESTER 

1749  HUNTERDON 
2130  'SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 

2773  ESSEX 
3029  jHUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3516  JPASSAIC 
3662  ATLANTIC 
3951  ]  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  OASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346 'ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  i  BURLINGTON 

5769  I  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 

6177  SUSSEX 

6460 I  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843!  BURLINGTON 
6974  j  WARREN 

6979  WARREN 
7079 1  UNION 
7095  MIDDLESEX 
7131  ATLANTIC 
7372 i HUNTERDON 

73931  UNION 

754  5  BERGEN 
7587 1  PASSAIC 
78171  CAMDEN 
7825] MIDDLESEX 


7833 i BERGEN 
7869  MONMOUTH 
■8194 1  SOMERSET 
8402 1  MILTON 
8423  UNION 


8644 
8680 
8685 


SUSSEX 

GLOUCESTER 

GLOUCESTER 

8816J  OCEAN 

88781  MRRCER 


8883  MERCER 
8899  OCEAN 


9135 
9187 
9271 

9455 
9832 
9910 


2768 
7936 


CUMBERLAND 

PASSAIC 

UNION 

UNION 

BERGEN 

SALEM 


ESSEX 
CUMBERLAND 


Drainage 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 
PASSAIC 

DELAWARE 
DELAWARE 
DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
PASSAIC 
PASSAIC 
COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
RARITAN 
DELAWARE 

RARITAN 
DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 
PASSAIC 
COASTAL 
RARITAN 

DELAWARE 


39  22 
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I  N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 

J  A  PLUNKETT 
NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
A  L  STEVENSON 
"HARRY  P  CAMPBELL 

L  W  ELOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION 

SEWAGE  TREATMENT  PLANT 

CLOSED  8/49 
DONALD  YOUNG" 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 
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GEORGE  BAILEY 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STJj 
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JAMES  LAWTON 

HAROLD  QUACKENBUSH 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  SETTLE  LAB 

JAMES  C  LONG 
U  8  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  BHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
p  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 
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S  K  PEARSON 
WALEER-GORDON  LAB 
26  H  J  DEPT  OF  CONSERVATION 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26  N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

U  S  COAST  GUARD 

T  E  HAVER 

JERSEY  CITY  DPI 

N  J  DEPT  OF  CONSERVATION 
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ROBERT  F  SNYDER 
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WALTER  J  WARREN 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 
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Station.  appearing  in  the  Index,  but  for  which  data  are  not  listed  In  the  tables,  are  either  missing  or  received  too  late  to  be  Included  In  » 

Unless  otherwise  Indicated,  dia 

moves. 

Tabl 

When  hourly  precipitation  Is  missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  In  Table  4. 
Amounts  In  Table  4  are  from  recording  gages.   Traces  are  not  shown, 
amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3.  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  !ndex  for  observation  tim 
No  record. 

+   And  also  on  later  dates. 

•    Amount  included  in  following  measurement,  time  distribution  unknown 

//  Gage  Is  equipped  with  a  windshield. 

6    Precipitation  measured  at  6-hourly  intervals,  no  recording  gage 


One  or  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record 
This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain 
Station  equipped  with  recording  gage  only. 
Trace,  an  amount  too  small  to  measure. 
Z        Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 


Subscription  Price:   15  cents  per  copy,  monthly  and  annual;   $1.50  per  year 
(Yearly  subscription  includes  the  Annual  Summary.)   Checks,  postal  notes  and 
money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States 
Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to  the 
Weather  Records  Processing  Center,  Albany  1,  New  York. 
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'   CLIMATOLOGICAL  DATA 


NEW  JERSEY 


OCTOBER  1949 
Volume  LIV        No.  10 


ALBANY:  1949 


NEW  JERSEY  -  OCTOBER  1949 
A.  E.  White,  Section  Director  -  Trenton 


GENERAL  SUMMARY 

October,  1949  was  much  warmer  and  considerably  drier  than  normal. 

All  months  of  the  past  twelve  ending  with  this  month  have  been  warmer  than  normal  except 
September  and  it  appears  to  have  been  the  warmest  year,  November  to  October,  on  record 
in  this  area.   This  was  the  second  warmest  October  of  record  in  New  Jersey,  the  month 
being  slightly  warmer  in  1947.   It  was  unusually  warm  from  about  the  4to  to  15th,  also 
quite  mild  from  the  20th  to  23rd.   The  highest  temperatures  of  the  month  were  generally 
on  the  10th  and  11th,  when  some  stations  reported  90°  or  higher.   There  was  cool  weather 
from  the  27th  to  29th  and  the  first  generally  killing  frost  of  the  season  occurred  on 
the  morning  of  the  28th,  though  there  had  been  several  light  or  moderate  frosts  in  the 
cranberry  bogs  and  at  a  few  places  in  north  Jersey. 


Precipitation  was  considerably  below  normal  at  most 
than  normal  rainfall,  particularly  Atlantic  City,  Be 
ton,  in  the  southeast  quarter.   The  excess  there  was 
last  day  of  the  month.   There  was  little  rain  anywhe 
totals  can  mostly  be  credited  to  the  last  week  when 
While  soil  moisture  was  fairly  adequate  for  pastures 
developed  in  the  north  and  reservoirs  supplying  the 
very  low.   This  shortage  was  to  be  further  accentuat 


stations  though  a  few  had  greater 
lleplain,  Pleasantville  and  Hammon- 

due  largely  to  heavy  rain  on  the 
re  until  about  the  25th  and  monthly 
rain  was  general  every  day  but  one. 

and  fall  seedings ,  water  shortages 
large  cities  of  the  northeast  became 
ed  by  dry  weather  in  November. 


The  weather  of  October  was  very  favorable  for  harvesting  of  fall  crops, 
was  at  a  minimum. 


Storm  damage 


TEMPERATURE 

The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  43  stations, 

was  59.9°,  which  was  5.2°  above  normal.   The  highest  temperature  was  94°  at  Rutherford 

on  the  10th,  and  the  lowest,  20°,  at  Charlotteburg,  Flemington  and  Layton  on  the  28th. 

The  highest  monthly  mean  temperature  was  63.5°  at  Hammonton,  and  the  lowest,  56.0°, 

at  Newton. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is 

plus  3. 3°. 

PRECIPITATION 

The  average  precipitation  of  the  State,  as  computed  from  observations  of  44  stations, 
was  2.49  inches,  which  was  1.13  inches  below  normal.   There  was  no  snowfall.   The 
greatest  monthly  precipitation  was  5.57  inches,  at  Atlantic  City,  and  the  least,  1.06 
inches  at  Lakehurst.   The  greatest  amount  of  precipitation  in  any  24  consecutive  hours 
was  2.35  inches  at  Belleplain  on  the  31st. 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949  to  date,  by 
sections,  is:   The  Highlands,  -3.79  inches;  Red  Sandstone  Plain,  -4.93  inches;  Southern 
Interior,  -2.69  inches;  Sea  Coast, -3. 81  inches. 

The  average  for  the  Highlands  was  2.23  inches;  for  the  Red  Sandstone  Plain  1.76  inches; 
for  the  Southern  Interior  3.15  inches;  and  for  the  Sea  Coast  2.79  inches. 


ACKNOWLEDGMENTS 


In  addition  to  the  climatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydroclimatic  Network  is  a  nationwide  net  of  rain  gages — mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unite 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution .being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref 
erence  copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspectio 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


-  104  - 


SUPPLEMENTAL    DATA 


m  > 

I    mm 


id         apeed 


JJI 

S  r- 
III 


ATLANTIC   CITY    WB 
LONG    BRANCH 
NEWARK   WB  AIRPORT 
ON    WB    CITY 


15.8 
9.4 
9.5 
8.1 


52 
40 
38 
24 


N 

HE 

F.NE 


[R 

18 

12  + 


Relative     humidity    average* 

percent 


82 
83 

M 
78 


Number  of  dayi  with  precipitation 

; 


BO 

mi 


re 


;.': 


COMPARATIVE  DATA 


Temperature 


Precipitation 


Ymi 


1885 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 
1894 

1895 
1896 
1897 
1898 
1899 

1900 
1901 
1902 
1903 
1904 

1905 
1906 
1907 


52.3 

49. 

50.8 

53. 

52.8 

53.6 

55. 

55, 


49. 

51. 

55.8 

56.5 

56.6 

59.9 

54.4 
56.0 
55.9 
51.9 

55.5 
55.0 
50.6 


B3 
88 
89 


si 
93 
BS 
85 

37 

83 

32 

95 


92 

82 


36 
89 


BS 

21 
21 


24 

13 


20 
24 


4.20 
3.22 
2.61 
4.73 
3.80 

6.33 
3.44 
0.52 
4.22 
5.67 

3.60 
2.24 
2.43 
5.76 
2.72 

3.70 

1.93 
6.39 
8.92 
3.78 


4.46 
4.46 


o»"3 

<  a 


0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 


0.0 
0.0 


0.0 
0.0 


Temperature 

Precipitation 

u    O 

Year 

a 

•3  a 

S 

0 

t 

o. 

rj^fl 

~°  8 

< 

£ 

3 

< 

■5s 

z° 

1908 

57.3 

92 

19 

2.71 

0.0 

8 

1909 

51.2 

84 

18 

1.18 

0.0 

8 

1910 

57.2 

90 

18 

3.15 

0.0 

7 

1911 

53.9 

80 

18 

5.49 

0.0 

12 

1912 

57.0 

8S 

25 

3.30 

0.0 

5 

1913 

57.8 

83 

25 

7.79 

0.0 

11 

1914 

58.1 

88 

19 

1.99 

0.0 

5 

1915 

56.2 

84 

23 

3.03 

0.0 

9 

1916 

55.1 

92 

23 

1.37 

0.0 

4 

1917 

50.7 

84 

22 

6.99 

0.0 

10 

1918 

57.0 

84 

22 

1.25 

0.0 

8 

1919 

59.0 

92 

25 

3.43 

0.0 

13 

1920 

59.0 

87 

28 

1.80 

0.0 

5 

1921 

54.1 

82 

16 

0.97 

0.0 

5 

1922 

56.6 

92 

18 

1.48 

0.0 

7 

1923 

53.9 

81 

21 

4.25 

0.0 

8 

1924 

54.4 

84 

16 

0.31 

0.0 

1 

1925 

49.1 

84 

12 

4.59 

0.0 

11 

1926 

53.1 

90 

17 

4.08 

0.0 

11 

1927 

56.8 

94 

23 

7.82 

0.0 

10 

1928 

56.1 

90 

16 

1.19 

0.0 

6 

1929 

52.3 

80 

17 

4.61 

0.0 

8 

1930 

52.6 

89 

12 

1.95 

0.0 

6 

Temperature 

Precipitation 

E.E 

Year 

0 

« 

0) 

£.=3 

11 

4 

ty 

s 

9 
.3 

2 
■ 

< 

si 

"3  o 

d  _. 
29 

1931 

58.3 

92 

24 

2.76 

0.0 

8 

1932 

56.2 

89 

21 

5.85 

0.0 

10 

1933 

53.6 

84 

18 

2.04 

T 

6 

1934 

52.6 

82 

21 

2.49 

T 

6 

1935 

54.8 

84 

23 

4.50 

0.0 

8 

1936 

55.6 

82 

9 

3.40 

0.0 

8 

1937 

53.2 

84 

15 

5.27 

T 

10 

1938 

56.2 

93 

24 

2.47 

0.0 

7 

1939 

54.9 

93 

19 

4.24 

0.0 

9 

1940 

51.0 

82 

11 

2.36 

0.7 

8 

1941 

58.9 

97 

17 

1.90 

0.0 

8 

1942 

56.1 

87 

21 

3.43 

0.0 

9 

1943 

53.5 

87 

18 

7.51 

0.0 

11 

1944 

53.7 

88 

18 

2.41 

0.0 

6 

1945 

54.2 

86 

21 

2.51 

0.0 

9 

1946 

59.0 

90 

24 

1.49 

0.0 

7 

1947 

60.4 

89 

18 

2.06 

0.0 

5 

1948 

53.6 

81 

16 

2.29 

0.0 

9 

1949 

59.9 

94 

20 

2.49 

0.0 

8 

Period 

54.7 

97 

9 

3.62 

T 

CLIMATOLOGICAL  DATA 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CHARLOTTEBURG 
CHATSWORTH 
CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERVTCE  BUILDING 

FLEMINGTON 

FREEHOLD 

HAMMONTON 


62.6 
60.6  11 
59.4 
57.8 
60.5 

61.7 
58.7 
57.0 
60.4  M 
60.3 

61.6  M 

59.0 
60.5 
63. 5M 


5.7 
5.2 
4.6 
5.4 

3.5 

4.5 
6.1 
5.5 


3.3 
5.5 
7.3 


Temperature 


88 
90 

85 


10+ 

11 

10 

10+ 

10+ 


30 
25 
20 


32 
3  5 


No.  of  days 


2.08 
3.69 

2.46 
1.70 
2.19 
3.13 
2.34 

1.94 
1.60 
1.80 
2.16 
4,44 


2.37 

2.00 

-1.39 

-1.46 

.32 

-1.02 
-1.94 
-2.05 


-1.64 

-1.58 

.85 


a 


1.05 

.87 

1.01 

1.25 

.72 

1.01 
.73 
.85 
.90 

2.14 


31 


2.34 
2.35 
.90 
1.05 
1.44    31 


Precipitation 


2  b 


Snow,  Sleet,  Hail 


No.  of  days 


See  reference  notes  following  Station  Index. 
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Table  2— Continued 


CLIMATOLOGICAL  DATA 


NEW  JERSEY 
OCTOBER  1949 


Temperature 

Precipitation 

No.  of  days 

Snow,  Sleet,  Hail 

No.  of  day* 

1 

Station 

0 

a 

B 

0 

-B 
a) 

1 

0 

•a 

0 

b 

s 

_0 

"a 
ja 

o 

OJ 

0 

S 

0 

4: 

1 

a 

0 

■a 

a 

i 

0 

a 

£ 
o 

a 

s 

0 

a 

0 

< 

S 

a 

is 

I 

£ 

a 

i 

2 

1 

1 

(2 

& 

1 

« 
& 

0 

3    2 

3;     c» 

Q 

o 
p 

0 

to 

8 

HIGHTSTOWN 

59.8 

4.9 

86 

10 

27 

28 

0 

1 

2.32 

-1.32 

.93 

26 

0 

0 

7 

3 

0 

INDIAN   MILLS    2    W 

59.6 

4.3 

87 

10+ 

22 

28 

0 

2 

3.19 

-    .30 

1.01 

31 

0 

0 

10 

4 

l 

JERSEY   CITY 

59.7 

3.3 

85 

10 

39 

27 

0 

0 

1.64 

-1.84 

.75 

26 

0 

0 

10 

2 

0 

LAKEWOOD 

59.2 

4.7 

88 

10 

23 

28 

0 

2 

2.45 

-1.54 

.91 

31 

0 

0 

10 

4 

0 

LAMBERTVILLE 

59.6 

5.2 

89 

10 

27 

28 

0 

2 

1.93 

-1.52 

.95 

26 

0 

0 

9 

2 

0 

LAYTON    3    NW 

56.4 

5.5 

89 

10 

20 

28 

0 

5 

2.38 

-1.22 

.77 

26 

0 

0 

10 

4 

0 

LITTLE    FALLS    WATER   CO 

60.2 

6.0 

90 

11 

28 

28 

1 

2 

1.68 

-2.48 

»  -79 

26 

0 

0 

10 

2 

0 

LONG    BRANCH 

60.8 

5.5 

88 

10 

32 

28 

0 

1 

1.70 

-1.86 

.46- 

31 

0 

0 

12 

2 

0 

LONG    VALLEY 

56.8 

5.3 

90 

11 

22 

28 

1 

2 

1.99 

-1.45 

.78 

26 

0 

0 

9 

2 

0 

MILLVILLE    AIRPORT 

61.0 

85 

10+ 

30 

28 

0 

2 

3.59 

1.00 

31 

0 

0 

9 

5 

1 

MOORESTOWN 

59.8 

4.9 

86 

11 

28 

28 

0 

2 

2.02 

-1.39 

1.00 

26 

0 

0 

7 

2 

1 

MORRIS   PLAINS 

58.8 

88 

10 

25 

28 

0 

2 

2.08 

1.07 

26 

0 

0 

7 

2 

1 

NEWARK   WB    AIRPORT 

61.7 

6.1 

92 

10 

32 

28 

1 

1 

1.59 

-2.20 

.63 

26 

0 

0 

8 

2 

0 

NEW   BRUNSWICK    EXP    STATION 

60.5 

5.7 

88 

10 

27 

28 

0 

1 

2.60 

-    .96 

1.66 

26 

0 

0 

6 

2 

1 

NEWTON 

56.  OM 

3.3 

89 

11 

2.26 

-1.40 

.96 

26 

0 

0 

8 

2 

0 

PEMBERTON    1    E 

59.9 

3.7 

87 

11 

2fi 

28 

0 

1 

2.54 

-    .92 

.92 

31 

0 

0 

12 

3 

0 

PHILLIPSBURG 

59.9 

6.4 

89 

11 

28 

28 

0 

1 

2.19 

-1.33 

.75 

26+ 

0 

0 

7 

3 

0 

PLAINFIELD 

61.1 

7.0 

92 

10 

29 

28 

1 

1 

1.73 

-2.14 

.85 

26 

0 

0 

10 

2 

0 

PLEASANTVILLE 

61.6 

6.5 

87 

11 

26 

28 

0 

1 

4.25 

.78 

1.93 

3J 

o 

0 

8 

4 

1 

RIDGEFIELD 

60.7 

6.8 

91 

10 

31 

28 

1 

1 

1.47 

-2.04 

0 

0 

7 

RUNNEMEDE 

59.7 

87 

11 

29 

28 

0 

1 

3.04 

.91 

31 

0 

0 

10 

3 

0 

RUNYON 

59.  7M 

6.8 

93 

11 

21 

28 

2 

0 

2.38 

-1.36 

1.22 

26 

0 

0 

5 

3 

1 

RUTHERFORD 

62.0 

94 

10 

32 

28 

1 

1 

1.77 

.81 

26 

0 

0 

8 

2 

0 

SANDY   HOOK 

62.2 

5.5 

85 

10 

42 

28 

0 

0 

1.38 

-2.40 

.60 

26 

0 

0 

10 

1 

0 

SOMERVILLE 

59.8 

5.6 

90 

10 

25 

28 

1 

2 

1.84 

-1.55 

.93 

26 

0 

0 

6 

2 

0 

SUSSEX 

57.1 

4.3 

89 

10 

24 

28 

0 

2 

2.41 

-    .91 

.95 

26 

0 

0 

8 

3 

0 

TRENTON    NO   2 

60.1 

5.2 

87 

10 

30 

28 

0 

1 

2.74 

-    .60 

1.28 

26 

0 

0 

10 

3 

1 

TRENTON   WB   CITY 

61.1 

5.5 

85 

10+ 

35 

28 

0 

0 

2.55 

-    .23 

1.17 

26 

o 

9 

3 

1 

WOODSTOWN    2    NW 

59.2 

85 

12 

32 

28+ 

0 

2 

3.13 

.83 

31 

0                  0 

7 

4 

0 

STATE 

59.9 

5.2 

2.49 

-1.13 

1 

DAILY  PRECIPITATION 


Station 

Day  of  month 

1 

1 

2 

3 

4    |    5 

6 

7 

8       9 

10 

11 

12      13 

!4 

15 

16 

17 

18 

19 

20      21      22 

23 

24      25     26 

27     28 

29 

30      31 

(- 

ATLANTIC    CITY    WB                    Z 

.02 

.08 

T 

.15 

T 

1.S4 

T 

.06 

.04      .01 

.27 

.42 

.34   2.34 

5.57 

BASS   RIVER   STATE   FOREST 

T 

T 

T 

.10 

T 

.03 

.04 

1.08 

T 

T 

T           .20 

■ 

• 

•        2.36 

3.81 

BELLEPLAIN 

.27 

.08 

1.55 

.15      .08 

.77 

.11    2.35 

5.36 

BEL WAR 

.021    T 

T 

T 

.11 

.27 

T 

T 

.04 

T 

.21      .37 

T           .12 

.30 

.36       .68 

2.50 

BELVIDERE 

.09 

T 

.12 

.11 

T 

.05 

.90 

.09 

.20      .68 

2.24 

BERLIN    1    W 

.is] 

.60 

.75 

.SO 

.95 

3.28 

BOONTON 

.09 

T 

.02 

.02 

.18 

T 

1.05 

.10 

.06       .56 

2.08 

BR IDG ETON 

.31 

.18 

59 

.U7 

.36 

.73 

.01    1.44 

3.69 

BROOKLAWN 

T 

.09 

T 

.06 

T        1.03 

.43 

1            .88 

2.49 

BURLINGTON 

T 

.01    1.05 

.50 

.02      .88 

2.46 

CANISTEAR 

.25 

.22 

.10 

.15 

.90 

.03 

.10      .63 

2.38 

CANOE    EROOK 

.05 

.02 

.02 

.09 

.08 

.57 

1.70 

CANTON 

T 

.28 

.05 

.35 

.01 

.59 

.67 

.05    1.40 

3.40 

CHARLOTTERURG                            Z 
CHATSWORTH 

.07 

.13 

.22 

.62 

1.01 

.49 

.05 
.74 

.11       .60 
.03   1.25 

2.19 
3.13 

CLAYTON 

T 

.13 

T 

.36 

.13                               .03 

.09      .56 

.72 

.02      .30 

2.34 

CLINTON 
CULVERS    LAKE 
DEEP WATER 
ELIZABETH 

.02 
.26 

.04 

.03 
.15 
.55 
.02 

.02 

T 

.05 

.14 

.20 

.05 

1 

.02 
.04 

.02 

.07 

T 

.06 

T 

.04        SO 

.96 

.40      .43 

T        1.01 

.40 

.13 
.03 
.26 

.11 

.13      .56 
.07       .51 
.12      .70 
.08      .61 

1.57 
2.2S 
2.99 
1.94 

ELIZABETHPORT                         R 

ESSEX    PELLS    SERV    BLDG      Z 

FLEMINGTON 

FORTE SCUE 

FREEHOLD                                         Z 

.05 
.13 
.09 

.02 

T 
T 

T 

.05 
.34 
.01 

T 
.02 

.10 
.05 

T 

.16 

T 

.02 

.86 
.06 

.04 

T 

T 
.05 

.10 

.20   1.04 
.73 
.04       .85 
.06 
.02      .90 

.08 

.01 
.07 
.15 
.67 
.30 

.13       .52 
.57 
.04       .51 
.14    1.91 
.08       .70 

2.03 
1.60 
1.80 
4.28 
2.16 

GREAT    MEADOWS                            R 

GREENWOOD   LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN    PUMPING    STA    R 

.10 
.13 

.05 
.06 

.03 
.04 

.07 
.10 
.13 
T 

.04 

.17 

.04 
.23 

T 

T 

T 

T 

T 

.97 

T 

.03 

.06 
.06 

T 

.31       .62 
.97 
.36 

.01      .93 
.25      .79 

.08 
.84 
.25 

.01 
.03 

.35 
.10 

.26'     .52 
.03      .64 
2.14 
.03      .69 
.11       .91 

2.24 
2.21 
4.44 
2.32 
2.53 

INDIAN    HILLS    2    W 

IRVINGTON                                       R 

JERSEY    CITY 

LAKEHURST    AIRPORT                 R 

LAKEWOOD 

T 

.03 

.05 

T 

.02 

.07 

.09 
.01 
.01 

T 

T 

T 

.03 
.02 

.02 

.01 

T 

.02 

.01 

.70 

23 
.32 

.02 
T 

.03 

T 

.01 

.04 

.08      .49 
.23      .54 
.15       .75 
.08      .15 
.02      .55 

.07 
.04 
.20 

.68 
.04 
.02 
.12 
.46 

T        1.01 
.12      .41 
.12      .47 
.09      .18 
.10      .91 

3.19 
1.48 
1.64 
1.06 
2.45 

LAMBERTVILLE 

LAYTON    3    NW 

LITTLE   FALLS  WATER  CO      Z 

LONG  BRANCH                              1 

LONG   VALLEY 

.07 
.30 
.09 
.01 

T 

.01 

.08 

.04 
.19 
.04 
.01 
.07 

.02 
.01 

.03 

.01 

.15 

.09 

T 

.15 

.09 

.26 

.06 
.u2 

T 
.12 

T 

T 
.03 

.02 

.01 
.03 

.02 
.22 

.95 
.77 
.79 
.28 
.78 

.07 

.22 
.04 
.08 

.15 
.10 

.06      .56 
.06      .56 
.04       .52 
.21       .46 
.73 

1  93 
2.38 
1.66 
1.70 

1.99 

.10 

. 

.89 

.15 

.20 

_ 

_ 

LUMBERTON                                       R 
MACOPIN    INTAKE 

.07 
.04 

.11 
T 

.02 
.05 

.03 

.20 
.02 

T 

.01 

.09 

.05 

1.17 
.73 

.13 

.07 
.02 

.05      .70 
.10      .45 

2.50 
1.54 

MANVILLE 

.OS 

.03 

.22 

.59 

.10 

.16 

.14      .58 

1.89 

MARLBORO 
MARLTON    1    W 

T 

.01 

T 

T 

.17 

.04 

.02 

1.00 

.48 

T           .94 

2.71 

HAYS   LANDING 

.12 

T 

.16 
.07 
.26 
.36 
.10 

.02 

.03 

.04 

.10 

1.00 

.28 

.05 

.16 

.16 

.78 

.01 

.78 
.02 

.OS   1.48 
.09      .52 

4.06 
1.8. 

MIDLAND    PARK 

qfi 

.08 

.17 

.14 

.49 

.23 

.23    1.29 

5.85 

MILLVILLE                                       Z 

T 

*■*• 

T 

.08 

.15 

.18 

.50 

.24 

.55    1.00 

3.59 

MILLVILLE    AIRPORT 
MILTON 

.08 

.02 

.031      .01 

.23 

.02 

1.20 

.07 

.09      .66 

2.51 

MOORESTOWN 

T 

T 
.01 

.10 

T 

.17 

.02 

.02 

.02 

T 

.03 

T 

l.OO 
1.07 

.05 
.08 

T           .80 
.10      .56 

2.02 

2.08 

MORRIS    PLAINS 

-Oi 

T 

T 

T 
T 

_ 

T 

.21 

.63 

.06 

.02 

.13      .48 

1.59 

NEWARK    WB    AIRPORT                 Z 

.0'. 

T 

T 

T 

T 

1.66 

.20 

.07      .60 

2.60 

NEW    BRUNSWICK    EXP    STA 

.05 

.o: 

.08 

16 

.54 

.02 

.10      .50 

48 

NEW   MILFORD                              2 

.06 

.OS 

See  reference  notes  following  Station  Index. 
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T«bl»  3-i 


DAILY  PRECIPITATION 


•     IJtHfllT 
0CTUII8    IU4U 


Station 

Day  of  month 

1 

2 

4 

6 

8 

9 

10 

11 

' 

13 

14 

IS 

17 

18 

19 

.11 

24 

25      26 

28 

29 

.08 

. 

. 

10 

.11 

T 

.07 

.20 

T 

T 

T 

OAK    Rll\,h    HrSKRVOLK 

• 

• 

11 

.2S 

• 

• 

• 

• 

• 

•         1.14 

2   47 

ORANGE 

Z 

. 

■ 

.01       .92 

NIK 

01 

T 

a 

T 

.22 

.01 

.02 

(II 

.02       .79 

.49 

.14 

T 

.17 

"1 

■ 

T 

T 

T           .75 

.08 

T           .75 

2.19 

PSBURG   HRIDCE 

.09 

.29 

.78 

2.06 

iKU> 

.oa 

M 

.02 

T 

.02 

T 

T 

.01 

,02      ,86 

.14 

.04       .52 

1.73 

MIU 

11 

.04 

.96 

.76 

.06 

.70 

1.93 

4.25 

RAJWAl 

z 

a 

.04 

T 

T 

.25    1.08 

.09 

T 

.10      .98 

2.  19 

■IDGKFICLD 

.06 

.14 

T 

T 

• 

.09 

T 

.08 

.09      .44 

1.47 

.14 

.09 

.03 

.24 

.01 

.96 

.04 

2.13 

Unmuo 

.11 

.12 

T 

.16 

.09 

.22      ,H4 

.10 

.43 

.10 

.91 

3.04 

■ 

.06 

1.22 

.29 

.07 

.74 

2.38 

!-\mo 

!J 

.03 

.13 

T 

.02 

.81 

.02 

.02 

. 

1.77 

SANDY    HOOK 

z 

.04 

01 

T 

T 

.01 

.01 

T 

.19 

.60 

.09 

.09 

.14 

.24 

1.38 

SKABROOK 

.30 

.63 

T 

.20 

.36 

.39 

.28 

.22    1.05 

3.43 

SOMEKV I LLE 

.07 

.06 

T 

T           .93 

.14 

.06 

1.84 

SPLIT    ROCI    POHD 

.07 

.09 

.14 

.74 

.07 

.72 

1.87 

^^HriEID 

.  03 

.10 

.22      .64 

01 

.07 

.08 

.49 

1.64 

.32 

.16 

.22 

.03 

T 

.99 

.05 

.10 

.58 

2.41 

1  JRO 

.38 

.03 

.07 

.09 

.02 

1.00 

.76 

.03 

.90 

3.28 

SWEDKSBORO  5   K* 

T 

.01 

15 

.34 

T           T 

T 

T 

T 

.03 

T 

.01 

T 

.01 

1.03 

T 

.52 

.08 

.89 

3.07 

TOMS    RIVER 

T 

• 

.60 

.03 

.02 

.20 

.75 

.11 

1.09 

2.76 

TRENTON    NO    2 

oa 

.07 

T 

T 

.01 

T 

.01 

.32 

1.28 

.16 

.19 

.21 

.47 

2.74 

TRENTON    WB   CITY 

z                                  ,oa 

T 

.04 

T 

T 

T 

I 

T 

.01 

.27 

1.17 

.23 

.08 

.06 

.67 

2.55 

VINELAND 

■ 

T 

.80 

T 

.06 

.32 

.88 

T 

1.80 

4.11 

■ANAQUS   RAYMOND   DAM 

Z                                                       j     .06 

.06 

.02 

.15 

1.14 

.05 

.05 

.62 

2. 15 

■■ 

R 

• 

1.10 

.04 

.06 

.47 

1.67 

REST FIELD 

z 

.10 

T 

T 

T 

T 

T 

.80 

T 

.75 

1.65 

WOODCLIFF   LAKE 

z 

.10 

.04 

.02 

.10 

.25 

.59 

.02 

.09 

.49 

1.70 

WOODSTOWN    L>    NR 

1 

.36 

T 

.20 

T 

.02 

.97 

.72 

.03 

.63 

3.13 

HOURLY  PRECIPITATION 


ORANGE 
WESTFIELD 


ELIZABETHPORT 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

NEWARK  WB  AIRPORT 

SAEWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

tOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
GREAT  MEADOWS 


ATLANTIC  CITY  WB 

CAPE  MAY 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  DAM 

WOODCLIFF  LAKE 


ESSEX  FELLS  SERVICE  BLDG 
GREAT  MEADOWS 
LITTLE  FALLS  WATER  CO 
WANAQUE  RAYMOND  DAM 
WOODCLIFF  LAKE 


ESSEX  FELLS  SERVICE  BLDG 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 
LONG  BRANCH 


A.  M.  Hour  ending 


.04 

.02   .01 

.01   .01 

.02 

.06 

.03 

.02 

.05 


.02 
.07 
.02 


.02 

.05   .07 


.04 

.01 

08 

.02 

02 

.04 

02 

.01 

03 

.03 

.02 
.01 

02 

.02 

02 

.02 

.02 

.01 

.01 

.01 

02 

.02 

05 

.03 

.02 

.02   .01 

.01 

.02 


.114 
.01 


.02 
.01 


.01 
.01 


P  M,  Hour  ending 


-lst- 


-5th- 


-6th- 


-7th- 


.04   .02 
.12   .09 


.02 

.15   .01 


.04   .06      ,  .03   .03 

»     .24   *   I  *     * 

.02 
.03        .01 


.12 
.01 


-12th- 


-13th- 


-14th- 


.04 
.01 


Table  4-Continued 


HOURLY  PRECIPITATION 


A.  M.  Hour  ending 


P.  M.  Hour  ending 


11     I    12         1  2 


3  4     15         6  7 


LONG  BRANCH 
SANDY  BOOK 


ATLANTIC  C =  TY  WB 
CAPE  MAY 

LAKEHURST  A  I  WORT 
LONG  BRANCH 
LUMBERTON 
MARLBORO 
MILLVILLE 

MILLVILLE  AIRPORT  6 
SANDY  HOOK 


CAPE  MAY 

MILLVILLE  AIRPORT  6 


ATLANTIC  CITY  WB 

CAPE  MAY 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

LAKEHURST  AIRPORT 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

TRENTON  WB  CITY 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT   MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE   FALLS   WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK    WB   AIRPORT 

NEW  MILFORD 

HAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON    WB  CITY 

WANAQUE    RAYMOND    DAM 

WATCHUNG 

WOODCLIFF    LAKE 


ATLANTIC   CITY    WB 

ELIZABETHPORT 

ESSEX   FELLS    SERVICE    BLDG 

FREEHOLD 

GREAT    MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE    FALLS    WATER    CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WOODCLIFF   LAKE 


ATLANTIC   CITY   WB 

CAPE   MAY 

ELIZABETHPORT 

FREEHOLD 

GREAT   MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBER TO 1 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK    WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 


-15th- 


-18th- 

.18      .21      .25      .08      .14      .14      .11       .16      .04      .10      .19      .09      .05      .03 


.01      .08      .06i     .05      .02      .01 

.01|     .01      .07      .03 

.01       .02      .04  .01 


.06      .14      .08 


.13      .06      .08      .08      .081     .10      .01 

<  »      ,    «  .44      *      I    •  » 


.02      .01 
.02      • 


-19th- 


-22d- 


.01 

.05 

.03 

.02 

.02 

.06 
.01 

.01 

.01 

.01 

.02 

-25th- 


.04 
.02 


.03       .02 


.03 
.03  I 


-26th- 


.01 
.01 


.01 
.02 


.01 
.01 
.02 


.02 
.02 

.09 

.0) 


.01 
.01 


.03 
.03 


.01 
.02 
.03 
.03 
.02 

.02 
.02 
.01 
.02 
.01 
.04 
.02 


13 

.04 

.39 

.39 

.03 

.02 

.04 

1  1 

.08 

.09 

.25 

.04 

.01 

27 

.03 

.01 

.26 

.01 

.05 

25 

.18 

.02 

.15 

.01 

.01 

14 

.04 

.05 

.42 

.05 

.04 

.05 

00 

.09 

.1.3 

.19 

.15 

.03 

.01 

Pi! 

.15 

.13 

.14 

.10 

.03 

12 

.10 

.23 

.02 

.02 

* 

* 

¥ 

* 

• 

* 

22 

.04 

.01 

.02 
.10 

.04 
.01 

.04 
.03 

.02 

.02 

* 

» 

» 

* 

* 

OS 

.05 

.20 

.22 

.04 

.02 

.01 

08 

.06 

.17 

.15 

.04 

.03 

.01 

15 

.09 

.51 

.25 

.04 

.03 

20 

.03 

.01 

.31 

.01 

.03 

.01 

11 

.07 

.15 

.23 

.04 

.02 

.02 

31 

.05 

.54 

.39 

.03 

.03 

.02 

24 

.32 

.16 

.08 

.02 

.05 
.01 
.08 
.04 
.04 
.04 

.01 
.05 


.03 
.01 
.08 
.03 
.04 
.05 
.02 


.02 
.07 
.03 

n, 
.(■1 


.06 
.04 
.09 


.0? 
.07 


.06 
.07 


.09 
Of, 

.oc 


-28th- 


.01      .06 

.09 

.11 

.04 

.13 

.03 

.95 

.03 

.07 

.01 

.01 

.04 

.06 

.10 

.09 

.03 

.04 

.11 

.02 

.07 

.01 

.01 

.02 

.01 

.06 

.05 

.08 

.02 

.03 

.07 

•           * 

• 

.49 

•           * 

* 

* 

.01 

.05 
.02 

.04 

.08 

.04 

.05 

.01 

.04 

.01      .06 

.08 

.08 

.02 

.02 

See  reference  notes  following  Station  Index 
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HOURLY  PRECIPITATION 


Station 


ATLANTIC   CITY   WB 
CAPK    MA\ 
ELl.'AnBTHPORT 

frkkuoid 

grku  meadows 

bights  town  puhpinu  sri 

i  TON 
LAKEHURST   AIRPORT 
LITTLE    PALLS    WATER   CO 
LONG    BRANCH 

imimRTON 

*\l  IIORO 

MILLVILLE 

MILLVILLE    AIRPORT   6 

NEWARK    WB   AIRPORT 

NEW    MILFORD 

BADDY   HOOK 

SPR1S0 

TRK.St'.>\    Wu  Cl  TV 

IAXAO.li;    RAYMOND   DAM 

■ATCBUNG 

WOODCLIFF  LA£E 


ATLANTIC  CITY  WB 
CAPE   HAY 
BLIZABETUPORT 

t'ELLS    SERVICE    BLDG 
FREEHOLD 
GREAT    MEADOWS 
BIGHTST0WN   PUMPING  STA 
IRVINCTON 
LAKEHURST   AIRPORT 
LITTLE    FALLS    WATER   CO 
LONG   BRANCH 
LUMBERTON 
MARLBORO 
MILLVILLE 

MILLVILLE  AIRPORT  6 
NEWARK   WB  AIRPORT 
NKW   MILFORD 
EAHWAY 
SANDY   HOOK 
SPRINGFIELD 
TRENTON    WB   CITY 
WANAQUE   RAYMOND  DAM 
WATCHUNG 
WOODCLIFF  LAKE 


ATLANTIC    CITY   WB 

CAPE    MAY 

ELIZA  BE  THPORT 

ESSEX   FELLS    SERVICE    BLDG 

FREEHOLD 

GREAT  MEADOWS 

IIGHTSTOSK   PUMPING  STA 

[RVINGTON 

LAKEHURST   AIRPORT 
LITTLE    FALLS    WATER   CO 
LONG   BRANCH 
LUMBERTON 
MARLBORO 
1ILLV1LLE 

ILLVILLE   AIRPORT  6 
IKWARK   WB  AIRPORT 
<EW   MILFORD 
USANCE 
1AHWAY 
lANDy   UOOK 
;PRINGFIELD 
•RENTON    WB  CITY 
IANAQUE   RAYllOND  DAM 
'ATCHUNG 
"KSTFIELD 
TODCLIFF  LAKE 


OCTOBER    IMS 


A  M   How  •nding 


.10 

.07 

.09 

.12 

.03 

.01 

.16 

.09 

.  11 

.14 

.01 

.05 

.01 

.08 

.OS 

.03 

.01 

.06 

.03 

.01 

.01 

.02 

.01 

.03 

.05 

.03 

.01 

.01 

.01 

.01 

.08 

.04 

.03 

.07 

.08 

.03 

.01 

.01 

.09 

.03 

.04 

04 

.06 

.10 

.03 

I 

.56 

» 

• 

« 

« 

01 

.02 

.01 

07 

.01 

.01 

02 

.01 

.01 

.01 

06 

.02 

.02      .03      .04       .04 


.02 
.02 


.10  .87 
.32  1.45 
.03      .05 


.01 
.05 
.01 
.03 
.04 

.03 
.05 


.02 

.02 


.04 
.05 
.03 
.19 
.08 
.02 
.05 
.03 

.03 
.13 
.48 
.03 
.10 

.07 
.05 
.07 
.10 
.06 
.06 


.07 
.05 

.12 
.11 
.23 
.04 
.01 
.07 
,09 

.18 
.07 
* 
08 
.07 


.02 

.05 
.03 
.04 
.07 
.05 
.06 
.05 
.03 
.05 

.07 

.20 

* 

.03 

.02 

.04 
.01 
.06 
.04 
.08 
.03 


.01 
.04 
.05 
.10 
.15 
.19 
.07 

.07 
.05 

.OS 

.04 

• 

.08 

.05 

.07 
.01 
.05 
.19 
.07 


.02 

.08 


.10 
.17 


.04 
.10 


.13 

.04 


.05 
.02 
.03 
.01 
.03 
.06 


P  M   Hour  todlng 


-29th- 


-30th- 


.03 

.01 

01 

.01 

.01 

.01 

03 

.03 

.02 

01 

.02 

.01 

06 

.01 

.02 

.02 

.02 

.04 

.02 

.01 

.02 

.02 

.01 

.02 

m 

.02 

.01 

.67 
.02 
.05 
.04 
.02 
.03 
.01 
.02 
.02 
.07 

.01 
.08 
.98 


.02 

.01 


.01 
.02      .01,    .01 

-31st- 


.02 
.01 


.02      .03 

.08      .01      .08 


.07 
.01 


.06 
.03 


.01 
.01 

.01 
.01 

.01 

.01 
05 
01 
01 

.02 
.01 
.02 

.05 

.02 

.01 

.02 
.01 

.01 
.02 
.01 

.01 

.01 

.09 
.06 


.03 
.02 

.01 
.10 

.01 
.02 

.01 
.01 

.01 
.01 

.01 


.05 

.21 


.01 
.02 

.  03 


.02 

.02 

.01 
.06 

.01 
.01 
.02 
.02 

.02 
.06 
.01 
.01 


.09 
.17 
.04 
.01 
.10 
.05 
.05 
.03 
.01 
.04 
.09 

.08 
.01 

.04 
.02 
.04 
.07 
.01 
.03 
.02 
.01 
.01 


.42 
.56 
.01 
.16 

.01 
.10 
.04 
.12 
.03 
.13 
.20 
.16 
.23 

.02 
.03 
.09 
.07 
.08 
.01 
.04 
.02 


.34 
.70 
.13 
.03 
.18 
.26 
.11 
.12 
.09 
.16 
.21 

".14 
.23 

.13 
.10 
.10 
.14 
.08 


.06 
.09 


2.34 
3.09 
.52 
.34 
.57 
.52 
.91 
.41 
.18 
.41 
.46 

.58 
1.29 

.48 
.49 


.58 
.24 
.45 
.67 
.47 
.47 


TableS 


DAILY  TEMPERATURES 


StaHo 


ATLANTIC    CITY   WB 

1ELLEPLAIN 

IELVIDERE 

WNTON 

RIDGETON 

URLINGTON 

ANOE    BROOK 

HARLOTTEBURG 


88      83 
61      51 

See  reference  notes  following 


30       5" 
Station  Ind 


69.5 
44.4 


DAILY  TEMPERATURES 


HEW    JERSEY 
OCTOBER    1949 


Table  5-Continued 


CHATSWORTH 

CLAYTON 

ELIZABETH 

FLE11INGTON 

FREEHOLD 

UA1U10NTON 

HIGHTSTOWN 

INDIAN  MILLS  2  III  WEST 

JERSEY  CITY 

LAKE WOOD 

LAMBERTVILLE 

LAYTON  3  MI  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS   PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PEMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 

SANDY   HOOK 

SOMERVILLE 

SUSSEX 

TRENTON 

TRENTON  WB  CITY 

WOODSTOWN  2  MI  NW 


Day  of  month 


MAX 

HIM 


MAX 
MIN 


77 
14 

71 
41 

72 
45 

70 
37 

76 
51 

67 
49 

75 
14 

74 
42 

67 
36 

72 
35 

73 

42 

70 
38 

71 
42 

74 
40 

75 
43 

70 
42 

67 
45 

74 

40 

74 
4  1 

69 

43 

75 
43 

71 

41 

72 
4  2 

70 
42 

7  It 
52 

71 
44 

72 

54 

65 
55 

76 
45 

68 

41 

6 


78   75 
62 

76 

55 


59 

61 

71 
51 

70 
62 

75 
47 

69 
59 

69 
55 

73 

61 

70 

57 

71 
60 

89 

51 

71 
60 

69 
57 

70 
60 

62 
52 

65 
60 

66 
57 

71 
62 

SS 
50 

71 
61 

66 
10 

66 
57 

60 

62 

82 
58 

85 

64 

87 
61 

93 

85 

59 

90 
57 

84 
59 

88 
62 

86 
60 

88 
68 

82 
60 

86 
62 

83 

56 

87 

62 

81 

63 

85 
65 

B3 

57 

88 
63 

34 
58 

89 
59 

13   14   IS   16   17   18   19  20   21  I  22  23  24  25  !  26  |  27  28  I  29  30  j  31 


86 

86 

55 

59 

87 

83 

60 

62 

85   82 
62   62 


87  !  82 
59  ;  61 


80 
65   62 


83   88 

58  ;  61 


86   92 
61   64 


79   81 
56   60 


83   86 
55   59 


86   83 

59   55 


64 

60 

64 

4  5 

18 

53 

65 

58 

63 

44 

49 

51 

62 

64 

67 

47 

52 

62 

74   83 
49   34 


74   64 
39   38 


70 
37 

70 
56 

68 
48 

62 

37 

63 
50 

67 
45 

65 
58 

64 
49 

60 
48 

60 
53 

64 
6! 

65 
61 

67 
60 

70 

55 

68 

51 

6K 
44 

67 
58 

65 
48 

61 
42 

62 
51 

66« 

1C 

67 
59 

68 
52 

61 
10 

59 
47 

65 
46 


64   60 
46   51 


69 
57 


85  82 
64   65 


86   83 
62   63 


72 

63 

34 

54 

72 

72 

4  0 

57 

68 

66 

47 
70 

59 

75 

85   81 
61   62 


68 
47 


70 

37 


67 
46 


85   91 
62  :  64 


87   82 
57   61 


89   86 
56   60 


87  ,  85 
63   65 


86   84 
64   64 


52 

49 

77 
54 

68 
46 

81 
49 

69 
33 

77 
56 

67 
46 

83 

70 

65 
51 


61 

43 

60 

50 

61 
37 

61 
50 

67 

30 

62 
45 

68 

4  0 

67 
49 

62 

52 

63 
53 

6  7 
3  5 

63 
42 

65 
49 

58 
48 

62 

42 

59 

52 

64 
4:i 

60 
50 

63 
47 

63 
53 

62 
13 

63 

63 

51 

65 

70 
47 

78 
42 

74 
51 

85 

40 

76 
42 

83 
36 

71 
4  8 

80 
45 

73 
43 

82 

46 

71 
49 

81 
41 

71 
50 

81 
37 

70 
52 

79 
50 

70 
45 

80 
38 

76 
43 

83 
38 

77 
35 

80 
32 

77  1  66 
51   45 

78  70 
48   40 

78   68 


55  63 

45   51 


62   66 

29   22 


62 

30 


65   60   64 

58   39   29 


61 

30 


69   63   72 
47   49   60 


64 
45 


67   63 
43   41 


55   63   55 
42 

71 

49 


63   57 
49   34 


64   67   63 
32   48   52 


70.2 
49.6 


69.7 
50.9 


72.7 
50.5 


71.5 
46.5 


63  ;  53 
39   43 


57   65   64 
29   22   49 


70.2 
50.8 


74.5 
52.5 


70.0 
49.5 


53  1  58   48.7 


75  1  60   60   54 


'.•6 

.50 

81 

46 

66 
46 

72 
47 

70 
41 

62 
44 


66   76 
48   39 


70   78 
53   43 


76   68   63 


59   61   76   82 


71   80 
47   45 


43 

78   68 


70   67 
39   39 


62   S3 
46   39 


59   65  1  60   67  I  67.1 
40   50   52   51   52.3 


66   65 
47   48 


64   62 
44   45 


66   75   79 

57   50   4  5 

65   75   80 


83   81 

65   66 


1 87  I  83   74 


82  ]  89 
60 


68 
57 


61   59 
44   48 


67   64 
39   49 


66   68 
44   55 


65   65 
55   52 


56 

51 

59 
49 

62 
34 

64 

55 

71 
49 

65 

56 

74 
45 

70 

77 

74 

50 


68   63 
48   45 


67   64 
37  42 


67 
60 


69 
46 


62   62 
45   50 


63   58 
43   49 


56   62 
52   53 


65 
56 


54   41  '  57  1  49 


72 
35 

62 
54 

65 
41 

65 
34 

68 
45 

71 
55 

68 
46 

61 
41 

66 
49 

68 
56 

65 
50 

61 
46 

63 

52 

66 
54 

66 
53 

65 
46 

74 
44 


78 
48 


73 

42   42 


76   70 
47   40 


66 

18 

59 
31 

66 
41 

58 
23 

6:. 

41 

68 
32 

63 
-16 

53 
35 

5  7 
42 

65 
27 

64 

58 

61   64 
27   48 


63   57 
47   31 


65   61 
45   28 


57 
4  5 

67 
49 

57 
42 

65 
49 

59 
35 

54 
39 

56 
43 

63 
50 

62 

41 

63 

45 

70   60 
46   45 


69.9 
48.5 


71.1 
46.1 


69.9 
42.8 


72.4 
48.0 


60   60 
34   27 


66   61 
46   45 


59   70 . 1 
54   43.5 


70.4 
51.6 


70.1 
49.5 


67   70.4 
57   47.2 


71.4  ' 

51.9  . 


71.0  ; 
50.0 


68.5 
43.5 


60   60 
28   47 


54  1  64 
48 


70   65 
43   43 


72   70 
50   44 


39   40 

68 


53   70 
43   48 


65   68 
I  26   47 


57   63 
34   29 


65   65 
49   53 


69   70 . 6 
58   49.2 


63   65 
46   53 


71.6  ' 
48.1 


63   72   73 . 1 
52   58   49 . 1  ' 


65   65   68 
41   58   60 


61   71 
50   60 


62   53 
55   44 


62 
44 

64 
56 

71 

48 

68 
44 

72 
50 

63 

51 

63 
54 

66 
59 

67 
47 

62 
47 

70 
58 

6  0 
24 

63 
46 

61 
30 

68 
46 

60 
35 

65 
49 

56 
32 

62 
32 

61  1  65 
50   56 


65   68 
49   56 


70.9 
52.2 


70.9 
50.5 


70.6 
48.7 


73.3 
46.0 


74.0 
50.0 


68.4 
56.0 


71.1 
48.4 


68.9 
45.2 


70.8 
49.5 


69.2 
53.0 


69.6 
48.7 


EVAPORATION  AND  WIND 


Station 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

3  -  • 
0  0  > 

RUNYON 

EVAP. 
WIND 

.06 
6 

.06 
10 

.08 
8 

.06 
6 

.06 
10 

.08 
6 

.06 
8 

.08 

7 

.08 
8 

.12 
10 

.12 
9 

.12 
10 

.08 
8 

.06 
8 

.06 
10 

.06 
9 

.04 
9 

.06 
9 

.08 
10 

.08 

9 

.08 
10 

.07 
11 

.06 

10 

.06 
9 

.04 
10 

.02 
12 

.07 
9 

.06 
8 

.03 
9 

* 
6 

.01 
10 

2.00' 
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STATION  INDEX 


tC  CITY  Wll 
IIVEH  STATE  FOREST 
BELLKPLAIN 
BELMAR 

BERLIN  1  HI  » 

B0ONT0N 

BRIDCKTON 

HR1DOETON  NO  '.' 
BROOKLAWN 

BURLINGTON 
CANISTEAR  RESERVOIR 

BROOK 
CANTON 
CAPE  MAY 

CEDAR   QROVI 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 
CULVERS  LAKE 
DEKPWATER 
ELIZABETH 
KLIZABETHPOKT 

ESSEX  FELLS  SEWAGE  PLAN! 

FLEHINGTOX  1  MI  NE 

FORTESCl'E 

FREEHOLD 

CLASSBORO 

GREENWOOD   LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  II  I 

IRVINGTON 

JERSET  CITY 
LAKEHURST  AIRPORT 
LAKETOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  MI  NW 
LITrLE  FAILS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  MI  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  MI  W 
NEWARK  IfB  AIRPORT 
HEW  BRUNSWICK 
NEW  MILFORD 

NEWTO'i 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMEERTON  1  MI  E 

PHILUPSBURG 

PHILLIPSBURG  BRIDGE 

PLAINFIELD 

PLAINSBORO 

PLEASANTVILLE 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEEE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  MI  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  MI  NW 


ESSEX  FELLS  SERV  BLDG 

SEABROOK 

5REAT  MEADOWS 


County 


! ANTIC 
Rl  INGTON 

'I  MAY 

0729  WARREN 

07S7  CAMDEN 
0907  MORRIS 
1028  t  DM 

WIERLAND 
<MDEN 

1211  Bl'Kl  IV   IK 

i  3SEX 
1335  ESSEX 
1343  SALEM 
1351  CAPE  MAY 

1472  ESSEX 
1582  PASSAIC 
1590  MORRIS 
1598  BURLINCTON 
1708  GLOUCESTER 

1749  HUNTERDON 

2130  SUSSEX 

2-09  SALEM 

2644  UNION 

2652  UNION 

2773  ESSEX 
3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 
3662  ATLANTIC 
3951  VERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5C03  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728 , BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460 ! PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974 [ WARREN 

6979 ! WARREN 
70791  UNION 
7095  MIDDLESEX 
7131  ATLANTIC 
7372 ! HUNTERDON 

I 
7393 1  UNION 
7545  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825! MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
8194  SOMERSET 
8402  MILTON 
8423  UNION 

8644  SUSSEX 
8680 i GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 
8878  MERCER 

8883  MERCER 
8899;  OCEAN 
9135  CUMBERLAND 
9187  PASSAIC 
9271  UNION 


9455 
9832 
9910 


UNION 

BERGEN 

SALEM 


2768  ESSEX 
7936  I  CUMBERLAND 
3416  WARREN 


DiAinAg* 


COASTAL 
COASTAL 
COASTAL 
COASTAL 

delaware 

Imuli.ica 

IPASSA1C 
.DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 
'PASSAIC 

DELAWARE 
COASTAL 

PASSAIC 
PASSAIC 
PASSAIc 
COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
[MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 

RARITAN 

COASTAL 

DELAWARE 

GREAT  EGG  HARBC 

PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 


PASSAIC 
PASSAIC 

; PASSAIC 
DELAWARE 
DELAWARE 

DELAWARE 

RARITAN 
i  RARITAN 
I  COASTAL 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

RARITAN 

ROCKAWAY 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 


39  22 
39  35 
39  16 

10  10 

in  50 

39  48 

40  54 
39  26 
39  30 

39  53 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 

40  50 

40  30 

39  14 

40  15 
39  42 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 

39  54 

:  39  27  J 

40  59 1 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 
40  19 

39  25 

40  34 

40  36 

40  50 

41  08 

39  51 

40  26 


Tlmt  i  'i 
observation 


74  28 

74  52 

74  02 

/:,  OS 


J    I 


74 

56 

1  1 

14 

75 

i  l 

75 

M 

75 

111 

7  1 

M 

74 

30 

74 

'1 

75 

25 

74 

74 

57 

I'l 

74  26 

74  23 

74  32 

75  06 

74  55 

74  47 

75  30 
74  14 
74  12 

74  18 

74  52 

75  10 

74  17 

75  07 

74  20 

74  48 

74  31 

74  32 

74  45) 

74  15 

74  04 

74  19 

74  13 

74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  05 
74  32 
74  57 


RAHWAY 
HACKENSACK 

DELAWARE 


PASSAIC 
DELAWARE 
RARITAN 


40  49 
40  28 
40  35 
40  58 

40  43 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  36 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


74  30 
74  10 
74  27 
74  02 
74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 
74  25 
74  36 
74  31 
74  57 

74  15 

74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

74  37 

74  28 

74  18 

74  36 

75  19 
75  24 
74  14 
74  46 

74  46 

74  20 

75  01 
74  18 
74  25 

74  21 

74  03 

75  20 


49 

19 

289 

70 

280 

30 

30 


EST 
EST 

EST 

EST 
EST 
EST 
EST 
EST 


12   EST 

1040  '   EST 

180  |  EST 

EST 

17   EST 


400 
760 
185 


300 
760 

33 
30 

250 

134 

5 

194 


660 
95 

100 
75 

100 


135 

128 

54 

75 

480 

157 

34 

660 


50 
120 
90 
50 


870 
140 
100 
60 
182 


120 

110 

8 

645 


80 

305 

42 

18 


RSI 

EST 
EST 
EST 
EST 

EST 
EST 
ESI 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

ESI 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 


EST 
EST 
EST  8A 
EST I  5P 
EST  10P 


BP 
6P 

6P 

3  A 

Mil 


'JIli 
MID 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
ESI 

EST 
EST 


EST 
22  EST 
651  EST 
|  EST 

EST 


450 
75 
10 
33 

105 


110 
320 


135 

103 


40  50 

39  30  | 

40  53 


NEW  STATIONS 

74  171   330 

75  14] 
74  56   540 


EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 

EST 
EST* 


MID 
6P 


BP 

5P 

MID 

5P 

VI  D 

8A 
5P 

5P 
5P 

II  i  h 

7A 

5" 
si- 
MID 
BP 

MID 
MID 

Mill 
6P 
6P 


MID 

9A 

MID 

MID 

6P 

5P 

MID 

MID 

MID 

M 

HA 

4P 
KID 

Si- 
ll 1 1) 
8A 

4P 

M  I D 
8A 


8A 
8P 
6P 
9A 
AR 

MID 

MID 

10A 

9P 

6P 

8P 
BID 

6P 
10A 
MID 

6P 

6P 

NOON 


n « 


Yhii  ol 
rscord 


76      76 
3 


48  48 

35  46 
41 

19  19 


Mill 
6P 


8A 

MID 


MID 
6A 


FUlar  to  tlblu 


U  8  WEATHER  BUREAU 
N  .1  FORESTRY  si  i.i 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

1   CITY  WATER  WORKS 
RENNET  K  MATLACK 
CLOSED 
C  D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 

DIVISION  OF  WATER 

N  J  DEPT  OF  CONSERVATION 

GERTRUDE  S  WILLIS 

N  W  MAGNESITE  CO 

J  A  PLUNKETT 
NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
A  L  STEVENSON 
HARRY  P  CAMPBELL 

L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION  ' 

SEWAGE  TREATMENT  PLANT 

CLOSED  8/49 
DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
iPROF  SANGREE 

[WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
| DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 


SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

M  DEPUE 
PASSAIC  VALLEY  WATER  CO 
STORM  WARNING  DISPLAY  STA 
ARTHUR  BACKMAN 
JAMES  LAWTON 

HAROLD  QUACKENBUSB 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 

ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BETTLE  LAB 

I  JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE  2 

CHARLES  A  DOKHLERT        2 
TOWN  ENGINEER  2 

JOINT  TOLL  BRIDGE  COBM 

S  K  PEARSON 

CLOSED  9-49 

N  J  DEPT  OF  CONSERVATION 

WILLIS  W  VAIL 


LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26  N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

U  S  COAST  GUARD 

W  E  HAVER 

JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 

MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 
E  H  RISTOW 

U  S  WEATHER  BUREAU 
WALTER  J  WARREN 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


2  3  4  5 

3 
2  3   5 

3 
2  3    5 


2  3    5 

3 
2  3    5 

3 
2  3  4  5 


2  3 

3 


3  4 

2  3    5 

3  4 
2  3   5 
2  3   5 

2  3  5 

2  3  5 

2  3  4  5 

2  3  5 

3  4 

3 
3 

3  4 
3 
3 

3 

3  4 
2  3  4  5 

3 

2  3    5 

2  3    5 

2  3  4  5 


3 
2  3 
2  3 

2  3 
2  3  4 
2  3 

3 

3  4 

2  3 


-  Ill 


BOROUGH  ESSEX  FELLS 
SEABROOK  FARMS 
EDWARD  NUISHER 


3  4 

3  4 

2  3    5 


REFERENCE  NOTES 

The  four  digit  ldentif icatlon  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers  within  a  atate. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

dimensional  units  used  in  this  bulletin  are:   Temperatures  in  °F,  precipitation  and  evaporation  in  inches,  and  wind  movement  In  miles.   Evaporation  is  measured  in 
„j  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

■  oSirt^-firs^r^s,4^^"^7.^'^  ?iMr;.Ind"-  No  rec"d  id  TabieB  2  "d  5  is  "-"c*ted  b?  no  entrr-  nn  h°uTi?  *""»»»"°°  »•  ■»■«»«  »■•  ■«-"■<.«  *»  .„.„,  «.„. 

+  And  also  on  a  later  date  or  dates. 

*  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6  Precipitation  measured  at  6-hourly  intervals,  no  recording  gage. 

H  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  dally  record. 

AR  This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain. 

R  Station  equipped  with  recording  gage  only. 

2   Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

Subscription  Price:   15  cents  per  copy,  monthly  and  annua);   $1.50  per  year. 
(Yearly  subscription  includes  the  Annual  Summary).   Checks,  postal  noteB  and 
money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States. 
Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to  the 
Weather  Records  Processing  Center,  Albany  1,  New  York. 


■.R.P.C.,  Albany,  N. Y. ---12-13-49---900 
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U.  S.  DEPARTMENT  OF  COMMERCE 

CHARLES  SAWYER,  Secretary 

WEATHER  BUREAU 

F.  W.  REICHELDERFER,  Chief 


CLMATOLOGICAL  DATA 


NEW  JERSEY 


THE  LIBRARY  OF  THE 

.    "   :  6  1950 

UNIVtKSII'Y  »f    ILLINOIS 

NOVEMBER  1949 
Volume  LIV  No.  11 


ALBANY:  1960 


NEW  JERSEY  -  NOVEMBER  1949 
A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

November  temperature  averaged  practically  normal  for  the  State  but  the  month  was  much  drier  than 
normal . 

The  first  week  was  somewhat  cooler  than  normal  but  was  followed  by  much  milder  weather  during  the 
second  week.   Temperatures  reached  the  lower  seventies  quite  generally  on  the  8th  and  11th,  the 
11th  being  the  warmest  day  of  the  month.   The  latter  half  of  the  month  was  nearly  all  colder  than 
normal.   The  coldest  weather  came  on  the  22nd  to  23rd  and  from  the  26th  to  28th.   On  the  last  name 
date,  there  were  readings  of  2°  at  Layton  and  4°  at  Newton.   The  month  averaged  about  6°  colder 
than  November,  1948,  necessitating  much  heavier  use  of  fuels  for  residential  heating. 

The  dry  weather  of  October  continued  through  November.   Precipitation  for  this  month  averaged 
scarcely  50  percent  of  normal  for  the  State.   A  few  stations  in  the  southeast,  however,  had  a 
little  more  than  their  normal  amounts  due  to  substantial  rains  on  the  1st  and  2nd  in  that  area. 
Rainfall  deficiency  for  the  October-November  period  averaged  2.78  inches  for  the  State.   Moreover, 
all  months  from  June  to  November  this  year,  except  September,  have  been  decidedly  drier  than  norma 
The  dry  conditions  have  also  persisted  through  December,  making  this  the  driest  year  since  1941, 
though  there  have  been  eight  years  that  were  drier  since  State-wide  records  were  begun  in  1885. 

Because  of  the  continued  rainfall  deficiency  this  year,  the  water  shortage  mentioned  in  our  Octobe 
bulletin  became  more  acute  in  No.  Jersey.   Snowfall  was  of  little  consequence.   Most  stations  re- 
ported no  more  than  a  trace  and  the  most  recorded  anywhere  was  2.0  inches  at  a  couple  of  stations 
in  the  extreme  north  part  of  the  State.   The  predominance  of  fair  and  mild  weather  during  the  firs 
half  of  the  month  favored  the  completion  of  fall  harvests. 

TEMPERATURE 

The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  45  stations,  was  43  8 
which  was  0.1°  below  normal.   The  highest  temperature  was  80°  at  Runyon  on  the  11th,  and  the  lowe 


2°,  at  Layton  on  the  28th.   The  highest  monthly  mean  temperature  was  49  7°  at 
the  lowest,  39.1°,  at  Newton. 


Cape  May 


owes  j 
and 


The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is  plus  3.0. 

PRECIPITATION 

The  mean  total  precipitation  of  the  State,  as  computed  from  observations  of  45  stations,  was  1.61 
inches,  which  was  1.65  inches  below  normal.   The  average  total  snowfall  at  40  selected  stations 
was  0.4  inches,  which  was  0.9  inches  below  normal.   The  greatest  monthly  precipitation  was  3.80 
inches,  at  Belleplain,  and  the  least,  0.74  inches  at  Lambertville.   The  greatest  amount  of  precipi- 
tation in  any  24  consecutive  hours  was  2.45  inches  at  Belleplain  on  the  2nd. 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949  to  date,  by  sections  is: 
The  Highlands,  -5.85  inches;  Red  Sandstone  Plain,  -7.15  inches;  Southern  Interior,  -4.04  inches; 
Sea  Coast,  -4.80  inches. 


The  average  for  the  Highlands  was  1.44  inches;  for  the  Red  Sandstone  Plain,  1.10  inches;  for  the 
Southern  Interior,  1.81  inches;  and  for  the  Sea  Coast,  2.17  inches. 
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In  addition  to  the  climatological  data  Iron  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydroclimatic  Network  is  a  nationwide  net  of  rain  gages— mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  it.  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
in™   works  by  tne  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
Dy  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimmt 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unite 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref- 
erence copies  of  the  Bydrologic  Bulletin  Series  are  available  for  inspectloi 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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-    116    - 


Tabic  3 


DAILY  PRECIPITATION 
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.12 
.25       .10 

.30 

T 

.18 

.Of 

.06 

T 

.03 

T 

T 

T 

.02 

.o: 

T 
T 

.07 

.12 
.22 

T 

.69 
.26 

.35 

.43 
.10 
T 

.18 
.05 
.08 

T 

.06 

.02 

T 

T 

.05 

.02 
T 

T 
T 

.10 
.17 
.13 
.20 
.25 

T 

.03 
.03 
T 

.25 
T 

.30 
.23 
.21 
.19 
.22 

.07 
.03 

2.02 
1.18 
1.23 
1.15 
1.19 

NEW    MILFORD 

NEWTON 

OAK   RIDGE    RESERVOIR 

ORANGE 

PATERS ON 

z 

z 

.14       .06 
.18]      .34 

.16 
.19 

T 

T 

• 

' 

.01 

.05 

.22 

.02 

.24 

T 

.02 

.50 
.41 
.25 
.61 

• 

.02 

.10 
.09 

.14 
.04 

.12 

.07 
.08 

.02 

.05 
.01 

.04 

.14 
.05 
.09 
.18 

.18 

T 

.06 

.13 
.03 
.04 

.10 
.03 

.13 

.20 
.13 
.34 
.20 
.04 

.03 
.07 

.88 
1.25 
1.70 

1.77 

PEMBERTON 
PHILLIPSBURG 
PHILLIPSBURG    BRIDGE 
PLAINFIELD 
PLEASANTVILLE 

T            .65 

T           .26 
.02    1.61 

.44 
.3! 

T 

T 
T 

.02 
.01 

T 
T 

.04 

T 
.05 

.30 
.42 
.3S 
.15 
.52 

T 
.08 

T 

T 

.05 
T 
.01 

.06 

T 

.09 
.10 
.21 
.99 

T 
.04 

T 
.01 

.59 
.27 
.27 
.21 
.17 

.17 

1.54 
1.27 
1.16 
1.03 
3.52 

PRINCETON    WATER    WORKS 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

* 

.39       .02 

.20       .05 

.25 

.05 

.06       .41 

T 

.04 

T 

.02 

T 

T 
T 

.22 
.05 
.16 
.03 

T 

.25 
.20 
.46 
.26 

T 
.05 

.02 

T 
T 

T 

T 
.06 

.06 
.04 

.22 
.24 
.25 

.07 
.21 

T 

.12 

.03 

T 

.16 

.22 
.22 
.25 
.32 
.31 

.07 

1.09 
1.01 
1.34 
1.33 
1.27 

RUNYON 
RUTHERFORD 
SANDY    HOOK 
SEABROOK 
SOMER'-ILLE 

t 

.4: 

.8! 

.36! 
.3C 
.OS 
.05 
.22 

T 

.01 

T 

T 

.05 
.13 
.53 
.02 

.16 
.28 
.01 

.14 

.03 
T 

.07 

.01 
T 

.28 
.40 
.34 
.30 

.15 

.15 
.01 

T 

.33 
.35 
.29 
.26 
.17 

1.13 
1.57 
1.27 
1.99 
.77 

SPLIT    ROCK    POND 
SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORC    5    NW 

' 

.2( 

.12 
.04 
.01 
.4E 

.33 

T 
T 

.21 

.1: 

T 

.01 
.05 

T 

.01 
.01 

.05 
.19 
.15 

.53 

.57 
.20 
.23 

.02 

.18 
.13 

T 

.24 

.06 
.20 

.05 

• 

.13 
.21 
.04 
.17 
.14 

T 

.15 

.09 

.19 
.20 
.30 
.36 
.38 

.08 
T 

1.75 
1.04 
1.70 
1.18 
1.10 

TOMS   RIVER 

TRENTON   NO   2 

TRENTON   WB  CITY 

VINELAND 

WANAQUE    RAYMOND    DAM 

i 

.23 

.2; 

.92 
.13 

1 

T 

.07 

1       -0] 
T            .01 

.01 
T 

T 

T 
T 

.24 

.20 

.01 

.54 

T 

.50 
.55 

.02 
.02 

T 

.03 

T 
.04 

.01 

T 

T 

.63 
.21 
.16 
.30 
.11 

T 

T 
■   T 

.01 
.12 

.26 
.33 
.25 
.40 
.22 

.06 

2.35 
1.18 
.94 
1.92 
1.27 

WATCHING 
WOODCLIFF    Ij\KE 
WOODSTOWN   2    NW 

B 

z 

— 

.22       .01 
.10       .08 
.06j       .54 

.45 

.01 
.23 

.15 
.02 

.02 

1 

.14 
.18 

.04 

.15 

.07 
.20 
.29 

.12 

1.17 
1.46 

HOURLY  PRECIPITATION 


NEW  JERSE 
NOVEMBER  194 


ATLANTIC  CITY  WB 

CAPE  MAY 

EHZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

3LASSBORO 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  ATRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON   WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

GLASSBORO 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


GREAT  MEADOWS 

LITTLE  FALLS  WATER  CO 

WANAQUE  RAYMOND  DAM 


ATLANTIC  CITY  WB 
GREAT  MEADOWS 
LITTLE  FALLS  WATER  CO 
NEWARK  WB  AIRPORT 
WANAQUE  RAYMOND  DAM 


TRENTON  WB  CITY 


FREEHOLD 
GREAT  MEADOWS 
LONG  BRANCH 
MARLBORO 
SANDY  HOOK 


FREEHOLD 

LITTLE  FALLS  WATER  CO 

RAHWAY 

SPRINGFIELD 


ATLANTIC  CITY  WB 
CAPE  MAY 
ELIZABETHPORT 

f!ee„o[dLL3   SERVICE  bldg 

GLASSBORO 

GREAT   MEADOWS 

IRVINGTON 

LAKEHURST   AIRPORT 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE    AIRPORT   6 
NEWARK    WB   AIRPORT 
NEW    MILFORD 
RAHWAY 
SANDY    HOOK 
SEABROOK 
SPRINGFIELD 
TRENTON    WB   CITY 
WANAQUE    RAYMOND    DAM 
(/ATCHUNG 
WESTFIELD 
■IOODCLIFF    LAKE 


A.  M.  Hour  ending 


07 
.02 
.02 
.02 

.01 
.02 
.02 
.03 


.02 
.02 
.03 


.01 
.64 
.03 

.03 
.02 


.01 
.01 


.02 
.02 
.01 


10        11        12 


P.  M.  Hour  ending 


st- 


-2d- 


01      .01 

06 

03      .01 


.02 
.02 
.01 


.01       .01      .02 


.02 

01       .05      .03 


8         9        10        11 


-3d- 
-4th- 


-6th- 
-7th- 


-12th- 


-13th- 


.12 
.05 
.02 
.21 


.30      .69      .47 
.61 

.05 


.09 
.04 


.08 
.09 
.10 

.11 


.07 
.25 


.  10 

.  1  1 
.29 

.08 

09 

.01 


.01 
.02 
.02 


.07      .01       .01 
04  .01 

.10      .03 


05 
.07 
.16 


04 

.20 

15 

4  3 

.85 

07 

.20 

05 

.27 

01 

.04 

04 

.22 

.06      .13      .06      .01       .01    '.02       .03 


.02 
.19 
.01 

.05 
.05 


.09 
.05 
.04 


.10 
.20 
.06 
.05 
.05 
.04 
.02 
.01 
.01 
.25 


.02 
.06 
.05 


.03 

.01 

.02 

.01 

.02 

.01 

.01 

.02 
.04 
.02 

.27 

.07 

.14 

.05 

.28 

.  10 

43 

.08 

.10 

ia 

.05 

.15 

.32 

.05 

.14 

.08 

27 

.  14 

.06 

.42 

.01 

.04 

.45 

56 

.06 

.10 

.02 

.23 

.  14 

.09 

.08 

.31 

.15 

.05 

.44 

.13 

.05 

18 

.05 

.03 

* 

* 

.02 

.09 

.05 

.16 

.26 

.20 

.15 

.61 

See  reference  notes  followmg  StaOon  Index 
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HOURLY  PRECIPITATION 


NOVKMI" 


A  M   Hour  ancimg 


P.  M.  Hour  ending 


1  3 


<.•  1  l  \    mi 

ibrvick  bi.dg 

;  inch 

R  l-ON 
URLBORO 
■LLVII  LI    AIRPORT   6 

SAIL.  U 
iANDY   HOOK 


11XANTIC   CITY    WB 


LIZABETHPORT 

SSK.X    FELLS    SERVICE    BLDG 

REAT    MEADOWS 

RVINGTON 

ITTLE  FALLS  HATER  CO 

EWARK  KB  AIRPORT 

EW  MILFORD 

PRINGFIELD 

REN  TON    WB    CITY 

ANAQUE    RAYMOND   DAM 

ATCHUNG 

ESTFIELD 

30DCLIFF   LAKE 


usat  meadows 
Iinaque  Raymond  dam 


INAQUE   RAYMOND   DAM 


JfAQUE    RAYMOND    DAM 


EAT   MEADOWS 
LLVILLE   AIRPORT  6 
W   MILFORD 
HAQUE    RAYMOND    DAM 
ODCLIFF    LAKE 


LANTIC    CITY    WB 
PE    MAY 
IZABETHPORT 
BEHOLD 
ASSBORO 
SAT    MEADOWS 
'VINGTON 

IEHURST   AIRPORT 
TTLE    FALLS   WATER   CO 
«G    BRANCH 
ILBORO 
J.VILLE 

jLVILLE    AIRPORT   6 
fARK   WB   AIRPORT 
f   MILFORD 
IWAY 

IDY  HOOK 
iBROOK 
'.INGFIELD 
:NTON   WB  CITY 
:AQUE    RAYMOND    DAM 
•CHUNG 
TFIELD 
DCLIFF    LAKE 


.02 
.03 


.01  .01 


10        11        12         12 


ANTIC    CITY    WB 

E   MAY 

LVILLE    AIRPORT    6 


EK   FELLS    SERVICE    BLDG 

INGTON 

TLE   FALLS    WATER   CO 

WK  WB  AIRPORT 
MILFORD 
|)Y  HOOK 

I  1QUE    RAYMOND    DAM 
f  FFIELD 
I  >CLIFF    LAKE 


I  .T   MEADOWS 

I  1ERTON 

I  VILLE    AIRPORT 

I  MILFORD 

I  TON  WB  CITY 


I  NTIC  CITY  WB 

I  MAY 

I;  ABETHPORT 


-14th- 


-15th- 
-17th- 


-18th- 


.01 
.02 


01 

.04 

.02 

02 

02 

01 

.03 

.04 

.02 

02 

.uz 

.01 

.02 

.02 

.02 
.02 

02 

.05 

.07 

.01 

.02   .01 


.06 
.08 
.07 


.08 

.04 
.05 
.05 


.02 
.06 

.  11 


.03 
.09 
.09 


.05 

.06 

.09   .04 


03  I  .04 
06  .05 
05   .05 


.06 
.03 
.05 


.01 
.03 


.03 
.02 
.02 

.01 


.03 

.04 
.05 


.02 
.06 
.05 
.06 
.03 
.01 
.01 


.03 
.02 


.29 
.02 


.05 
.01 


.06 
.02 


02 

.05 

07 

02 

.04 

.04 

05 

.05 

-19th- 

-20th- 

-21st- 

-24th- 


-25th- 


-26th- 


-27th- 


01 

.02 

01 

.01 

.01 

.01 

01 

.02 

.02 

01 

.01 

.02 

* 

* 

* 

*oi 

.07 

01 

.02 

.04 

.03 

.01 
02 

* 

* 

* 

* 

.  13 

.01 

.02 


.02        .03 

»     *     * 

.04 


-28th- 


-29th- 


.01 

.04 

01   .01 


See  reference  notes  following  Station  Inde 
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.10 
.03 
.02 
.03 
.23 
.01 

.02 
.01 


.07 
.15 
.02 
.  13 
.  11 
.10 
.02 
.18 
.02 
.03 
.15 


'14 
03 


.04 
.01 
.03 


.71 
.41 
.24 
.40 
.31 
.05 
.21 
.04 
.12 
.43 
.36 
.37 

.20 
.19 
.25 
.34 
.30 


.21 
.  13 


.01 
.03 


113 
03 
.07 
.03 
.07 
.01 
.12 
.03 
.  13 


.20 
.20 
.20 


Table  4-Continued 


HOURLY  PRECIPITATION 


new  j:i 
novembers 


A.  M.  Hour  ending 


ESSEX   FELLS    SERVICE    BLDG 

FREEHOLD 

GLASSBORO 

GREAT   MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMEERTON 

MARLBORO 

MILLVILLE 

MILL^ILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON    WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHTJNG 

WESTFIELD 

WOODCLIFF    LAKE 


HIGHTSTOWN   PUMPING   STA 
ORANGE 


.05 

.09 

.01 

.02 

.04 

.  ;o 

.02 

.04 

.04 

.01 

.06 

• 

* 

.09 

18 

.02 

.04 

* 

.03 

.04 

* 

.08 

.07 

.03 

.06 

.03 

* 

* 

.02 

.07 

05 

.11 

.01 

.08 

.02 

.04 

.03 


.02      .03 
.02      .01 


8         9         10        11        12 


.01 
.01 


.02 
.01 


05 

.  16 


.03 

.01 

.02 


.02 

.04 


.01 

.05 
.02 


.01 
.02 


.01 

.02 


P.  M.  Hour  ending 


-30th- 


8         9         10        11        12 


DAILY  TEMPERATURES 


Statio 


ATLANTIC    CITY    WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGE TON 

CANOE    BROOK 

CAPE   MAY 

CHARLOTTEBURG 

CHATSWORTH 

CLAYTCN 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

BAMMONTON 

HIGHTSTOWN 

INDIAN  MILLS  2  MI  WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 

LAYTON  3  MI  NW 

LITTLE  FALLS  WATER  CO 

LONG   BRANCH 

LONG   VALLEY 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


Day  of  month 


59      60 
39      36 


55     64 
41      39 


40      40      30 


63      62 
44      44 


62      53 
38      30 


66  i    66 

41      41 


59      59 
34  I    27 


64      66 
42      33 


60      60      63 
40     40  I   38  I 


58 
40 


I   MAX 

MIN 


MAX 
MIN 


63      61 
40      40 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


72      68 
48      41 


61      58 
40     40 


38 

67 
35 


50 
43      34 


59      62 
47     42 


51      68 
35     32 


60      60      65 
42      40      32 


45 

41 

57 
41 

60 
43 

61 
42 

59 
42 

60 

29 

60 

41 

62 
40 

63 

33 

57 

35 

62 
38 

65 
28 

56      46 
43  :   31 


55     49 
43      30 


53      45 

39      36 


55      50 
41      33 


MAX 
MIN 


1 

70 

60 

60 

40 

40 

33  : 

52 

60 

63 

43 

44 

37 

56      66 
48     49 


56       70 
38      40 


61      70 
38  !    39 


63      61, 
44      36 


28      31 
58 


52      50 
35     34 


67 

36      36 


52      63 
35      29 


65      69 
38      40 


66      58 
42      38 


65     68 
33      30 


63      68 
41      44 


63      74 
42      44 


63      67 
39      37 


65      71 
40!    37 


60      65 
49     46 


69      60 
55      54 


72      65 
37     43 


70      60 
40      43 


66      72 
40      4  5 


70      60 
41      44 


69      75 
37     49 


74      64 
45      50 


73      70 
43      41 


77     68 
34      45 


70      60 
37      51 


77     62 
41      45 


63      69 
42      46 


14      15   !  16  I  17  I  18 


19      20      21      22     23  ,  24 


64      59      54      52 
54      49 


58      GO 
42      40 


48      61 
39 


64      62 
53      51 


49      60 
43      44 


65     65 
53      50 


59      59 
38      43 


63      66 
50      52 


65     62 
50      52 


59      65 
45     53. 


48      60 
40     40 


46      50 
37      34 


55      51 

32      31 


51      47 
30      29 


60      59      51 
32      29      26 


61      52      49 
42      35     35 


62      62       50 
29      24      20 


62      56      51 
46      43      38 


58       54       48 
27      28      23 


63      60      52 
38      28      30 


61      53      49 
41      33      32 


49      37 
27      27 


50 

29 


42      46 
20      24 


48 
35     24 


44      48 
30      28 


63      56      52      44      45 
36      31      29      36      26 


59      56 
35     33 


55  i    50 

29      28 


64 

34      36 


70  I    64 
42  :   34 


61      68 
42      40 


68      69 
34      28 


75      70 
34      43 


73      63 
43      47 


75     59 
42      48 


72      63 
43      46 


75     63 
35     47 


72      58 
50      4  5 


73      61 
37     48 


59      63 
42      50 


60      63 
46      51 


68      65 
50      42 


61      62 
45     52 


63      64 
51      48 


58      60 
45     49 


60     6 

51      45 


60      57      50 
32      26      22 


61      54      50 
40      34      29 


66      64      52 
40      32      36 


58      53      50 
38      32      26 


60      54      51 
34      27     27 


57      52      47 
34      41      35 


59      53      49 
30      28      28 


49      40 
32      28 


45      44 
29      25 


45 
28 


64      50 
48      34 


65      58 
42      30 


55      48 
33      31 


43      56 
29      29 


64      50 
32      37 


44      60 
31      25 


63      58 
46      37 


48      46 
32      36 


65     52 
41      27 


64      51 
43      35 


60      52 
35      32 


44      56 
30      35 


61      51 
26      35 


61      51 
40      36 


35     51 
27     30 


25     26     27     28     29     30 


45 

19 


55      55 
22      46 


47      50 
27     41 


34 
26 

42 
23 

50 
24 

3C 
13 

48 
27 

53 

30 

38 

15 

43      45 
25      12 


37      50 
25      20 


42      50 
25      18 


48      30 
29      20 


40      48 
24      14 


38      49 
24      17 


45     45 
31      27 


44      47 
26      24 


40      42 
35      23 


■lb 
2b 


59      51 
38      35 


60      50 
41      38 


64      52 
42      32 


57     48 
42      30 


64      50 
41      28 


75     66 
38      46 


75      65 
38      40 


69      74 
41      47 


73      58 
47     48 


70      76 
34      41 


61      64 
44      49 


48      62 

37     45 


50      61 

41      46 


62      63 
52      42 


50      59 
39      44 


61      54      50 
34      29      26 


58      52      46 
25     27     22 


62      61      52 
33      30      26 


59      55      50 
39      36      36 


65     66      56 
28      29      24 


44      47 
32      29 


49      41 
26      22 


63      50 
41      35 


55     46 
30      32 


50      61 
34      36 


63      50 
38      32 


43      56 
29      30 


43      52 
25     20 


40      47 
24      19 


39      51 
25      13 


30      45 
25     26 


37      51 
24      12 


38      48 
21      17 


38      44 

20      12 


46      47 
23      29 


54      51 
30      33 


49      52 
24      28 


57      53 
30     47 


44      50 
25     36 


54      52 
22      33 


54      52 
28      35 


49      53 
28      44 


44      50 
26      32 


44      52 
22      38 


50      52 
29     43 


59      52 
27     41 


51      51 
2  5     44 


54      53 
22      44 


51      51 
32      33 


50      52 
22      43 


48      52 
27     42 


44      51 
32      31 


37      53 
27     26 


50      50 
28      13 


42      30 
26      17 


52      33 
27      14 


45     47 
28      21 


51      36 
27      10 


49      53 
32      25 


48      30 
23      10 


40      49 
25      12 


46      53      54 
27     43      35 


47      52      56 
18      25      28 


37     43      46 
12      27     27 


26      39     48 
13      18      26 


50      51      53 
26      27     31 


30     43      48 

10     22      19 


47      53      58 
27      30      34 


35     45     47 
13      28      26 


46      52      52 
18      37     30 


35      44 

28      20 


48      48 
26      17 


40      51      53 

24      30      32 


42      49     48 
19      38     40 


)      51 

!      25 

34 

18 

3C 
14 

40 

16 

42 
32 

47 
26 

29 
12 

44 

u 

47 
24 

49 
24 

43 
24 

39 

17 

43 

19 

51 
29 

5C 
30 

46 

29 

52 
16 

21 

52 
29 

55 
36 

48 
26 

30 
16 

42 
IS 

50 
27 

46 
30 

44 

26 

47 
12 

44 

15 

51 
27 

53 
30 

34      27 
21      21 


45     46 
27      14 


44      33 
27      16 


43      24 
24         9 


39     49     43 
22      37     35 


43      52      51 
19     25     30 


43      48      50 
19      28      29 


38      40      50 
2      23      22 


59      44 

24      18 


34      52 
20      19 


53      35 
22      14 


62      66 
27     34 


53      54 
30      37 


45      46 
20      26 


46 

36 

34 

40 

48 

27 

16 

15 

26 

:  5 

36 

44 

40 

53 

51 

22 

20 

25 

35 

32 

51 

37 

27 

42 

4  5 

25 

15 

".4 

20 

24 
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DAILY  TEMPERAT 

URE< 

ol  month 

J 

NO  If 

HKfl    JKHSKV 

1  . 

Day 

3 

1 

9 

10 

11      12 

1 

11. 

17       18 

' 

20 

21 

:\2 

23 

24 

2b 

■ 

II 

1 

1ILLV1LLK   AIRPORT 

MAX 
HIM 

54      59 

n       19 

65 
36 

53      18 

iri     80 
28      42 

70 

11 

88 

1  ' 

69 
37 

72 

10 

,11 
18 

65 
54 

64!    63 
44      38 

54 

1  1 

1  1 

1    .         1M 

BI 

II 

50 
31 

18 
L9 

82 

55 

27 

52 
II 

1.       17 
20      17 

44 

24 

52 
35 

54 

10 

55.6 
34.0 

WORKSTOWN 

MAX 

KM 

52      59 
40      39 

04      52      49 
35      38      36 

49 
29 

60 
40 

70 
44 

.1 
,0 

70 
37 

71 
43 

.9 
47 

32 
48 

63 
40 

62 

12 

54 

J2 

19 
29 

13 
32 

46 
29 

.  1 
37 

50 
29 

34 

21 

49 
22 

52 

27 

10 

.14 

44 

19 

43 
IB 

14 

2  2 

50 
32 

52 
32 

54.4 

33.8 

IORRIS   PLAINS 

MA\ 
M1N 

63      58 
38      39 

61      57 
30      43 

18 

16 

46 

.10 

53 

.17 

68 
33 

67 
44 

66 
31 

73 
39 

88 

41 

55 
40 

60 

52 

58 

32 

55 
30 

49      43 
24      32 

42 

27 

88 

31 

51 
35 

Id 
88 

11, 
15 

44 

27 

,11 
1H 

46 
26 

28 

15 

10 

17 

48 
28 

48 

26 

52.9 
32.0 

(IWARK   «B   AIRPORT 

MAX 

MIN 

52      61      62 
42      42      39 

54 

38 

47 
34 

48 

11 

55 

13 

72 
38 

64 
46 

70 
41 

75 
45 

61 
45 

62 
45 

63 
42 

61 

40 

55 
36 

50 
32 

41 
31 

45 

32 

61 
38 

50 
32 

33 
82 

18 
22 

53 
32 

54 

IS 

35 
23 

29 
22 

40 
24 

51 

36 

49 
29 

53.4 
35.1 

<KI  BRUNSWICK  EXP   STA 

MAX 

MIN 

63      59 
40      39 

62 
33 

56 
45 

50 
33 

49 
87 

55 

37 

70 
38 

66 
38 

68 
37 

74 
43 

70 

45 

60 

44 

62 

52 

60 
37 

54 

31 

53 
27 

45 
29 

45 
27 

61 
40 

52 
37 

41 
24 

49 
18 

47 
26 

52 
43 

50 

27 

33 

17 

13 

18 

49 
29 

IM 

26 

54.9 
33.6 

1SWTON 

MAX 

MIN 

64      49 
36      31 

57 
28 

61 

.1.'. 

48 
18 

43 
32 

46 
34 

52 
33 

68 
40 

61 
34 

68 
34 

71 
38 

47 
37 

59 
39 

59 
27 

57 
27 

51 
24 

45 
27 

38 
29 

42 
34 

55 

35 

41 
20 

30 
16 

44 

24 

18 

3! 

50 
24 

31 
12 

21 

4 

40 
10 

45 
25 

49.7 
28.4 

•ATERSON 

MAX      69      48      60 
MIN      40      40      36 

61 
39 

55 
39 

49 
30 

51 
39 

61 
40 

69 
47 

64 
39 

66 
44 

75 
46 

52 
41 

61 
46 

63 

38 

64 
37 

57 
32 

52 
34 

44 
31 

48 
18 

57 
37 

52 

24 

34 
23 

49 
27 

52 
18 

52 
27 

38 
19 

2  7 
20 

40 
24 

48 
31 

53.9 
34.7 

EMBERTON   1   MI    EAST 

MAX      62      59      64 
MIN      42      40      34 

58 
42 

19 
32 

48 
29 

59 
38 

70 
35 

63 
38 

71 
38 

73 
37 

63 

18 

62 
50 

63 
52 

63 
37 

54 

29 

50      45 
29      27 

45 
26 

62 

42 

55 
32 

40 
24 

51 
15 

54 
24 

52 
45 

47 
27 

45 
IS 

42 

21 

51 
31 

50 
29 

55.7 
33.6 

BILLIPSBltRG 

MAX      65      59      61 
MIN      39      38      33 

58 
42 

49 
35 

47 
29 

56 
37 

69 
32 

69 
38 

68 
33 

70 
38 

70 
44 

56 
42 

61 
47 

60 
34 

57 
30 

50 
28 

48 
34 

43 
29 

59 
32 

54 
33 

43 
25 

46 
19 

45 
27 

50 
39 

49 
26 

35 
18 

19 

.8 

44 

28 

48 

32 

54.3 
32.6 

LAINFIELD 

MAX 

MIN 

59      62 
40      41 

63 
33 

56 
40 

VI 
33 

50 
25 

56 
35 

72 
33 

65 
38 

68 
36 

76 
40 

62 

46 

60 
45 

64 
49 

62 
35 

58 
30 

54 
25 

40 
28 

46 
26 

62 
33 

52 
35 

37 
24 

48 
16 

52 
27 

54 
40 

40 
27 

31 

15 

45 
16 

50 
29 

50 
28 

54.9 
32.3 

LEASANTVILLE 

MAX 

MIN 

69 
15 

51 
43 

60 
32 

66 

41 

55 
30 

49 

29 

48 
32 

60 
38 

71 
45 

67 
36 

68 
35 

71 
45 

58 
54 

64 
52 

65 
36 

64 
30 

55 
34 

54 
27 

48 
27 

51 
38 

65 
31 

51 
26 

42 
13 

51 
23 

56 
27 

56 
30 

45 
13 

50 
23 

52 
27 

52 

27 

57.2 
33.0 

IDGEFIELD 

MAX 

MIN 

16 

41 

61 
41 

62 
36 

54 
44 

50 
34 

53 
27 

52 
37 

70 
39 

62 
39 

68 
38 

75 
48 

57 
14 

62 
44 

63 

60 
36 

56 
32 

50 
29 

40 
30 

43 

27 

59 

3  7 

53 
30 

42 

19 

18 
19 

55 
29 

50 

32 

46 
27 

37 
18 

40 

J8 

50 
36 

50 
28 

53.8 
33.1 

UNNEMEDB 

MAX 
MIN 

IP 
40 

61 
38 

65 
35 

56 
36 

53 
33 

51 
28 

63 
39 

72 
37 

66 
39 

71 
36 

75 
38 

58 
18 

65 
49 

66 

44 

62 
40 

55 
31 

52 
29 

45 
30 

48 
26 

64 

42 

52 
31 

36 
22 

50 
20 

54 

26 

53 
3  5 

37 
25 

43 

19 

42 
21 

52 

30 

55 
31 

55.7 
33.3 

ONYON 

MAX 
MIN 

52 
27 

60      64 
40      26 

60 
32 

54 
30 

54 
26 

62 
29 

66 
32 

64 
36 

38 

80 
46 

64 
50 

64 

62 
46 

58 
32 

54 
23 

52 
21 

46 
26 

45 
23 

54 

12 

54 
36 

to 

23 

50 
10 

54 

23 

56 
40 

40 
23 

34 
23 

19 

10 

50 
30 

52 

24 

55.3 
29.9 

UTHERFORD 

MAX 

MIN 

55 
41 

64 
41 

66 
36 

55 
42 

50 
36 

51 
29 

55 
39 

72 
40 

67 
45 

71 
39 

79 
47 

60 

44 

62 
43 

64 
44 

63 
38 

56 
35 

52 
31 

41 

33 

46 
32 

61 
32 

51 
36 

36 
25 

4  9 
23 

50 

J2 

54 

10 

40 
25 

28 
19 

42 
21 

50 
35 

51 
31 

54.7 
35.1 

ANDY  HOOK 

MAX 
MIN 

49 
1  1 

56 
44 

60 
44 

54 

43 

53 
40 

48 

3  5 

55 
40 

66 
48 

61 
49 

65 
47 

70 
50 

63 
16 

59 
48 

61 
51 

59 
48 

55 
44 

53      42 

43      38 

47 
34 

58 
43 

50 
35 

39 
28 

18 
30 

52 
36 

19 
39 

39 
30 

35 
25 

40 

27 

48 
40 

48 
34 

52.7 
40.1 

3MERVILLE 

MAX 
MIN 

59 
40 

60 
40 

63 
30 

54 
42 

50 
30 

51 
26 

56 
38 

70 
31 

64 
38 

68 
33 

74 
37 

59 
15 

61 
44 

63 
48 

61 
34 

55 
28 

51      42 
24 .    26 

45 

22 

61 
31 

51 
33 

36 
23 

18 
14 

46 
24 

52 
43 

44 
24 

31 
13 

4  5 
17 

47 
29 

48 
24 

53.8 
31.0 

JSSEX 

MAX 
MIN 

60      59 
37      32 

64 
30 

57 
41 

14 

34 

45 
32 

53 
38 

71 
36 

61 
42 

68 
30 

73 
41 

63 

38 

52 
37 

61 
49 

58 
27 

52 
31 

48!    41 
25     29 

42 
25 

51 
30 

47 
35 

37 
21 

44 
17 

44 
25 

51 
39 

42 
25 

27 
12 

35 
8 

40 
25 

48 
25 

51.3 
30.5 

5ENTON 

MAX 

BIN 

55;    61 
40      38 

62 
35 

53 

34 

50 
34 

49 
28 

58 
38 

71 
40 

63 
42 

68 
37 

73 
42 

60 

43 

62 
44 

63 
43 

60 
40 

54 
35 

50      44 
31      31 

45 
29 

62 
40 

52 
29 

35 
22 

19 
22 

51 
29 

51 
33 

36 
20 

38 
18 

42 

20 

48 
31 

49 
29 

53.8 
33,2 

1ENTON   WB  CITY 

MAX 
MIN 

47  ;    60 
39      39 

61 
38 

51 
37 

18 
36 

47 
31 

58 

40 

70 
43 

62 
47 

68 
43 

72 
44 

61 
45 

62 
47 

61 
47 

58 
45 

54 
40 

48      43 
35     34 

45 
32 

6li 
43| 

49 

31 

32 

25 

48 
24 

52 
33 

50 
34 

34 
22 

34 
21 

41 
23 

49 

34 

49 
29 

52.5 
36.0 

JODSTOWN    2    MI    NW 

MAX 

MIN 

69      47 
45      40 

58 
38 

64 
43 

53 

34 

47 

30J 

49 
30 

62 

41 

68 
39 

68 
39 

68      70 
40      40 

1          1 

57 
48 

62 
48 

64 
42 

61 
33 

54      51 
34      32 

43 
28 

53 
32 

61 
37 

51 

26 

35 
21 

51 
27 

53 
29 

51 
28 

36 
20 

42 
24 

47 

25 

52 
32 

54.9 
34.2 

1 
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SNOWFALL  AND  SNOW  ON  GROUND 


NEW   JERI 
NOVEMBER    1J 


Station 


ATLANTIC  CITY 

BELVIDERE 

CHARLOTTEBURG 

CLAYTON 

FLEMINGTON 

HIGHTSTOWN 

INDIAN  MILI„5  2  W 

LAKEWOOD 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

PLAINFIELD 

RIDGEFIELD 

SOMERVILLE 

SUSSEX 

TRENTON  WB  CITY 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


Day  of  month 


27     28     29      30 


1.5 
2        1 


See  reference  notes  following  Station  Index 
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STATION  INDEX 


Kit    JCTHKY 
NHVHOIKH     II14K 


County 


Drainsg* 


Tim.  ol 
observation 


Yaart  ol 
r*cord 


Ralai      lo     labl« 


rUANTU'   I'lTl    Wt) 

ASS    RIVKR    STATE    FOREST 

tuimis 


ELVIDERE 

i:ri  is    i   ii   i 

DOTTOH 

RIDGKTON 
RIDGKTON   NO  2 
ROOKLAWN 

URLINGTON 

AMISTEAR    RESERVOIR 

»NOE   BROOK 

ANTON 

U>E   HAY 

KDAR   GROVE 

HARLOTTBBURG 

■THAN 

JATSWORTH 
LAYTON 

LINTON 
ULVERS  LAKE 
EKPWATER 
LIZABETH 
LIZABETHPORT 

SSKX  FELLS  SEWAGE  PLANT 

LEXINGTON  1  MI  NE 

3RTESCUE 

REEHOLD 

LASSBORO 

JEENWOOD  LAKE 

UIHONTON 

IGHTSTOWN 

IGHTSTOWN  PUMPING  STATION 

HDIAN  HILLS  2  II  I 

H.VINGTON 
ERSEY  CITY 
AKEHURST  AIRPORT 
UCSWOOD  1  ENE 
UIBERTVILLE 

AYTON  3  III  If 

ITTLE    FALLS    WATER   CO 

DNG  BRANCH 

3NG  VALLEY 

JMBERTON 

WOP  IN    INTAKE 
ANVILLE 
ARLBORO 
UtLTON    1    MI    W 
AYS    LANDING 

IDLAND    PARK 
ILLVILLE 

ILLVILLE   AIRPORT 
ILTON 
XIRESTOWN 

3RRIS    PLAINS    1    III    I 
EWARK   WB   AIRPORT 
EW   BRUNSWICK 
EW  MILFORD 
EWTON 

AK   RIDGE   RESERVOIR 

RANGE 

ATERSON 

EMBERTON    1    MI    E 

BILLIPSBURG 

SILLIPSBURG    BRIDGE 

LAINFIELD 

LAINSBORO 

LEASANTVILLE 

3AKERTOWN 

AHWAY 

IDGEFIELD 

INGWOOD 

JNNEMEDE 
JNYON 

JTHERFORD 
ANDY   HOOK 
}MERVILLE 
?LIT  ROCK   POND 
?RINGFIELD 

JSSEX 
IEDESBORO 
IEDESBORO    5    MI    NW 
DMS    RIVER 
IENTON    NO    2 

IENTON    WB   CITY 

JCKERTON 

[NELAND 

INAQUE    RAYMOND   DAM 

ITCHUNG 

iSTFIELD 
XJDCLIFF   LAKE 
30DSTOWN    2    MI    NW 


0325    ATLANTIC 

IU.INGTON 

0731  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
.1HERI.AND 
1106  CAMDEN 

1211  BURLINGTON 
1327  SUSSEX 
1333  ESSEX 
1343  SALEM 
1351  CAPE  MAY 

1472  ESSEX 
1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 

1749  HUNTERDON 
2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 

2773  ESSEX 
3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 


4260 
4339 
4596 
4627 
4635 

4735 
4887 
4987 
5003 
5055 

5071 
5197 
5244 
5252 
5346 

5503 
5576 
5581 
5597 
1  5728 

5769 
6026 
6062 
6146 
6177 

6460 
6560 
6775 
6843 
6974 

6979 
7079 
7095 
7131 
7372 

7333 
7545 
7587 
7817 

7825: 

7833 
7869 
8194 
8402 
8423 

8644 
8680 
8685 
8816 
8878 

8883 
8899 
9135 
9187 
i  9271 


ESSEX 

HUDSON 

OCEAN 

OCEAN 

HUNTERDON 

SUSSEX 

PASSAIC 

MONMOUTH 

MORRIS 

BURLINGTON 

PASSAIC 

SOMERSET 

MONMOUTH 

BURLINGTON 

ATLANTIC 

BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

BURLINGTON 

MORRIS 

ESSEX 

MIDDLESEX 

BERGEN 

SUSSEX 

PASSAIC 

ESSEX 

PASSAIC 

BURLINGTON 

WARREN 

WARREN 

UNION 

MIDDLESEX 

ATLANTIC 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

SOMERSET 

MILTON 

UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 


9455J  UNION 
9832  BERGEN 
9910J  SALEM 


SEX  FELLS  SERV  BLDG 

ABROOK 

EAT  MEADOWS 

INCETON  WATER  WORKS 

, 


2768 
7936 
3416 
7328 


ESSEX 

CUMBERLAND 
WARREN 
MERCER 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

Mill. MCA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
PASSAIC 
PASSAIC 

COASTAL 
MAURICE 

RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 

RARITAN 

COASTAL 

DELAWARE 

GREAT  EGG  HARBOR 

PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 
COASTAL 
RARITAN 
HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

RARITAN 

COASTAL 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

RARITAN 

ROCKAWAY 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 

RAHWAY 

HACKENSACK 

DELAWARE 


39  22 

39  35 

l'i  n. 

10  in 

40  50 

39  48 

40  54 
39  26  ! 
39  30 

39  53  ' 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 

40  50  | 
40  30 

39  14 
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REFERENCE  NOTES 


The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
numbers  within  a  state.  • 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   Temperature  in  °Ft  precipitation  and  evaporation  in  inches,  and  wind 
movement  in  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following 
Table  6. 

When  hourly  precipitation  is  missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record . 

+  And  also  on  later  dates. 

*  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6  Precipitation  measured  at  6-hourly  intervals,  no  recording  gage. 

M  One  or  more  aays  of  record  missing,  see  Table  5  for  detailed  daily  record. 

AR  This  entry  in  time  of  observation  column  in  Station  Index  means  after  rain. 

R  Station  equipped  with  recording  gage  only. 

T  Trace,  an  amount  too  small  to  measure. 

Z  Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

Subscription  Price:   15  cents  per  copy,  monthly  and  annual;   $1.50  per  year. 
(Yearly  subscription  includes  the  Annual  Summary.)   Checks,  postal  notes  and 
money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States. 
Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to  the 
Weather  Records  Processing  Center,  Albany  1,  New  York. 

W.  R.  P.  C,  Albany,  N.  Y. 1/12/50 900 
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NEW  JERSEY  -  DECEMBER  1949 
A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

December  was  characterized  by  rather  cold  weather  the  first  half  of  the  month  and  comparatively  mild  tempera- 
tures the  latter  half.   Precipitation  was  generally  deficient  throughout  the  State,  although  a  few  localise. 

T^r"  wL*  nn  h"' S^        T"tS '   Sunshine  »as  greater  than  normal  in  South  Jersey  and  near  normal  elsewher 
There  were  no  destructive  storms.  dooucii 

Except  for  a  mild  period  from  the  11th  to  13th,  the  first  half  of  the  month  was  almost  continuously  colder 
^Ho^k   The  lowest  temperatures  of  the  month  were  registered  on  the  10th,  16th  and  17th,  but  over  two 
1+iZfZ  stations  did  not  record  as  low  as  10°  during  the  month,  in  contrast  to  December  1948  when  many 

£r  iEr  "HE  e?„-1?«^  ?  il   1°   14  bel°W  Z6rC-   Thls  m°nth'  h^ver,  averaged  only  1.6°  warmer  than  Decern- 
ber  1948   From  the  18th  to  23rd  and  the  26th  to  29th,  unseasonably  mild  weather  prevailed.   During  these 
n™?S'  n,^rra^re  rea£hed  the  sixties  on  several  days  and  daily  means  were  10°  to  25°  above  the  seasonal 
n?^a='=+o?   I   lht   ??nP:  several  extensive  cold  air  masses  with  low  temperatures  spread  southward  over  the 

=Ja1te,5Qbut  faiied  to  carry  over  in  st^ngth  to  the  eastern  seaboard.   It  may  be  noted  here  that  all 
nerature  ll   ?°  ^t^t     tVt      /   *   Member,  were  warmer  than  normal  in  this  State  and  the  annual  mean  tern- 
peraiure,  oo.l  ,  is  the  highest  of  record. 

n!C^!atl0n  *aS  fre"ueat  durinK  the  month  with  never  more  than  three  or  four  rainless  days  at  one  time,  bul 
of  il  *!« average  was  only  83  percent  of  normal.   The  various  stations  had  measurable  amounts  on  an  average 
»L™+f  ?»ii     heaviest  rainfall  for  the  State,  as  a  whole,  occurred  about  the  27th  and  the  greatest  month] 
~^™m»   generally  in  the  north  half.   Snowfall  was  light  with  most  South  Jersey  stations  reporting  no 
measurable  amounts.   A  few  stations  in  the  northern  counties  reported  monthly  totals  of  3  to  5  inches. 

!^?/rCiP*tatiuV0?1DeCe?!?er  WaS  Breater  than  for  either  of  the  two  months  immediately  preceding,  it 
»«™  f    ™  B^nthS  °f  1949  a"er  May'  *itn  the  exception  of  September,  had  less  than  nlrmal 

amounts   The  reservoirs  of  North  Jersey,  supplying  water  to  the  metropolitan  area,  remained  very  low  at  the 
close  of  the  year.   The  State  deficiency  in  precipitation  for  the  year  was  5.36  inches 


TEMPERATURE 


The  monthly  mean  temperature  of  the  State,  as  computed  from  observations  of  45  stations,  was  37  1°  which  was 

o";  thf?ot>,norma  1\<Tte  hishest  tefflperature  was  66  at  two  stations  on  the  22+>  and  the  low        .  i 

on  the  10th.   The  highest  monthly  mean  temperature  was  41.6°  at  Cape  May,  and  the  lowest,  31.2°,  at  Layton. 

The  temperature  departure  from  the  normal  for  the  year,  1949,  to  date,  for  the  State  is  plus  3.1". 

PRECIPITATION 

The  mean  total  precipitation  of  the  State,  as  computed  from  observations  of  46  stations,  was  2.91  inches 
which  was  0.62  inches  below  normal.   The  average  total  snowfall  at  39  stations  was  1.5  inches,  which  was' 3  8 
i*%ll   «?  rW  normal.   The  greatest  monthly  precipitation  was  5.31  inches,  at  LonK  Valley,  and  the  least,  0.80 
inches  at  Cape  May.   The  greatest  amount  of  precipitation  in  any  24  consecutive  hours  was  i  72  inches  at 
Long  ValleyDn  the  27th- 

The  precipitation  accumulated  departure  from  the  normal  for  the  year  1949,  to  date,  by  sections,  is-   The 

rg^l        Sl   "5*94  incnes;  Red  Sandstone  Plain,  -7.43  inches;  Southern  Interior,  _5  04  inches;  Sea  Coast, 
-o.oo  incnes. 

The  average  for  the  Highlands  was  3.41  inches;  for  the  Red  Sandstone  Plain,  3.24  inches;  for  the  Southern 
Interior,  2.55  Inches;  and  for  the  Sea  Coast,  1.93  inches. 


ACnraWLEDGKKKTS 

established  In  1939  at  «™ '   °?  ^"""r  reCords  °f . P«clP*  ^""J-   It  .as  meats  of  the  Federal  agencies  referred  to  above,  no  provision  .as  made  for 

established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the  public  dissemination  of  the  data,  distribution  beine  limited  to  cooosratlm, 

o7^?,??P?  J""""?*"1^1^  PreclPlta"°">  stations  in  order  to  provide  records  agencies  and  to  certain  public  repositories   A  list  of  locations  She" "ef 

r^Irin    \ ln*en;it5'  »hi°b  r"  essentlal  to  tne  Planning  of  flood  control  and  erence  copies  of  the  Hydrologic  Bulletin  leries  are  available  for  Inject!™ 

^O^recordingT  and  ftSS  "^recording  ^"^rJ-"?:.."^^^^  the  W  lY^*   ""»  ^^   *°  «*"'  ^  '«^«  ""^"-SK?.."" 
Weather  Bureau  through  .orking  funds  transferred  annually  to  the  Weather  Bureau 

?«enei94SPandf194llnanrnear^vSS375aSooeIl  av"aefH  a*°ut  $250  000  per  year  be-  Many  other  records  published  in  this  bulletin  have  been  made  available 

.k!Li!!t    i      ?  ,'  and  "earlJ  $375,000  since  that  date.   For  the  yeara  1940-42,  through  the  cooperation  of  various  public  offices,  private  aeencles   and 

daL  ™™fr»rfV  <^   i  UrVr?nSfeTrd.  ab°Ut  $100.°°0  P«  year  *°  Provide  individuals  as  listed  in  the  Station  Index!        P"va"  agencies,  and 
data  required  in  its  »ork,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increaaing  needa  of  their  program  in 
the  Western  States. 
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36.3 

33.8 
33.0 

72 
60 
58 
70 
68 

63 
66 
64 
70 
54 

66 
67 
69 
64 
65 

69 
T>8 

61 
52 
70 

63 
68 
60 

i 

-15 

-14 

2 

-  1 

-11 

-  9 
3 

-  8 
-21 

9 

-18 

7 

-  4 

-  8 

9 

-  4 

-  5 

-  7 
2 

3 
2 

-  5 

3.63 
4.45 
2.79 
3.77 
4.73 

3.03 
5.86 
4.82 
4.61 
3.18 

3.92 
2.98 
5.10 
2.37 
3.86 

4.14 
2.58 
2.84 
3.44 
4.54 

1.64 
3.01 
2.67 

7.8 
12.6 
11.3 

5.6 
11.0 

0.8 

2.4 

13.6 

12.6 

11.5 

0.5 
6.8 
1.0 
6.2 
7.3 

2.6 
0.4 
0.6 
8.2 
T 

2.7 
4.1 
5.2 

11 
5 
9 

11 
9 

7 
12 

8 
11 

8 

10 
12 
8 
9 

12 

12 
8 
10 
11 
12 

8 
10 
8 

Year 

Temperature 

Precipitation 

IS 
B 

1 

1 

a 

1 

a 

s 

3 
> 

< 

o»^3 

n  o 

•o  a 

"o  o 

2p 

1931 
1932 
1933 
1934 
1935 

1936 
1937 
1938 
1939 
1940 

1941 
1942 
1943 
1944 
1945 

1946 
1947 
1948 
1949 

Period 

39.6 
36.0 
31.8 
33.2 
28.9 

37.5 
33.? 
34.8 
35.2 
37.0 

37.2 
30.0 
31.1 
30.7 
29.0 

36.5 
32.0 
35.5 
37.1 

33.6 

72 
69 
72 
69 
60 

67 
70 
67 
69 
67 

70 
67 
62 
58 
64 

74 
65 
68 
66 

74 

7 

-  6 
-18 

-  3 
-14 

-  3 
0 
1 

-  1 

-  4 

0 
-17 
-10 
-14 
-11 

2 

-  4 
-16 

-  1 

-21 

2.27 
3.08 
3.19 
2.90 
1.67 

6.29 

1.75 
2.80 
1.54 
3.00 

3.70 
4.55 
1.41 
3.02 
5.03 

2.38 
2.85 
6.43 
2.91 

3.53 

0.4 
10.1 
7.4 
0.1 
9.7 

0.6 
0.6 
1.4 
3.9 
3.1 

0.4 
7.0 
0   1 
5.7 
14.5 

2.0 

18.6 

1.1 

1.5 

5.3 

9 

13 
12 
8 
9 

12 
7 

10 
8 

10 

7 
11 
3 
9 
11 

7 
8 
11 
12 

Table  2 

CLIMATOLOGICAL  DATA 

NEW  JF.R3 
DECEMBER  19 

Temperature 

Precipitation 

1 

No.  of  Days 

1 

Snow.  Sleet.  Hail 

No.  ot  Daya 

Station 

Z 

a 

0 

■ 

e 
► 
o 

•9 

o 

t 

0 

*o 
A 

0 

0 

2 

a 

o 

.a 

>• 
& 

o 

•S 

S 

: 

• 

I 

1 

1 

M 

b 
o> 

Ol 

1 

Q  1 

5 

a 

a 

a 

1 

9 

a 

S 

1 

a 

i 

3 

• 
2 

I 

I 

& 

J 

• 
1 

| 

o 

H      3 

e 
2 

o 

s 

o 
m 

o ; 

§: 

ATLANTIC  CITY  1TB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

40.6 
39.0 
35.  IM 
33.8 
38.0 

4.2 
3.6 
4.1 
3.5 
2.0 

57 
66 
63 
61 
63 

7+ 
22+ 
22 
23+ 
27+ 

22 
8 
12 
10 
17 

16 
17 
10 
10 
17 

0 
0 
0 
0 
0 

16 
21 

24 
22 

2.15 
2.84 
4.15 
3.63 
2.55 

-1.79 

-  .70 
.41 
.35 

-  .91 

.44 

.66 
1.28 
1.46 

.73 

27 
19 

27 
27 
19 

0 

5.0 

0 

0 
0 

14 
14 
14 
12 
9 

3 
3 

4 
3 
4 

0 

o 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

39.5 
33.6 
41.6 
32.7 
38.  5M 

4.5 
3.0 
4.5 
2.3 

64 
62 
59 
60 

27 
28 
27 
13 

16 
7 

17 
2 
8 

17 
10 
17 
10 
17 

0 
0 
0 
0 
0 

21 
25 
13 
25 

3.38 
3.70 
.80 
2.99 
2.57 

-  .41 
.64 

-2.77 

-  .92 

.75 
1.42 

.21 
1.12 

.61 

11 
27 
23 
27 
19 

0 
0 
0 
3.4 
0 

0 
0 
0 
2 
0 

2+ 

12 
10 

7 
12 
10 

6 
5 
0 
3 

l 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERVICE  BUILDING 

FLEMINGTON 

FREEHOLD 

39.1 
39.2 
36.1 
35.6 
38.3 

4.4 
5.5 

2.8 
4.2 

64 
63 
61 
61 
65 

27 

22+ 

28 

22+ 

22 

15 
16 
12 
3 
13 

17 

16+ 

16 

10 

16 

0 
0 
0 
0 
0 

20 
21 
22 
23 

21 

2.68 
2.58 
3.45 
4.07 
2.17 

-  .85 
-1.10 

.59 
-1.35 

.57 

.76 

1.33 

1.53 
.54 

27 
27 

27 
27 
27 

T 
1.5 
2.0 
1.8 

0.5 

0 

1 

2 
2 

T 

7 
7 

7 
7 

11 
15 

9 
11 
12 

4 
3 
4 
5 
3 

0 

HAMMONTON 
HIGHTSTOWN 
INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEWOOD 

37.5 
37.8 
37.2 
36.6 

4.3 
3.5 
2.5 

2.3 

63 
64 
60 
65 

22+ 
27 
22 
27 

14 
7 

18 
6 

10+ 
17 
16 
17 

0 
0 
0 
0 
0 

23 
22 
18 
24 

2.57 
2.61 
2.40 
2.42 
2.05 

-  .79 

-  .68 
-1.38 
-1.02 
-1.63 

.84 
.70 
.45 
.47 
.44 

27 
27 
27 
12 

27 

0 

0.5 

0 

T 

0 
0 
0 

0 

8 
12 
12 
12 
13 

5 

4 
4 

0 
0 
0 
0 
0 

LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

37.0 
31. 2M 
36.8 
39.3 
33.4 

3.8 
3.0 
4.3 
4.9 
3.6 

65 
60 
63 
66 
58 

23 
23 
28 

27 
13+ 

12 
-  1 
12 
16 
6 

16 
10 
10+ 
17 
9+ 

0 

0 
0 
0 
0 

23 
24 
24 
20 
22 

3.79 
2.33 
3.27 
1.70 

5.31 

.25 

-  .89 

-  .40 
-1.93 

2.07 

1.30 
.86 

1.27 
.40 

1.72 

27 
13 

27 
27 
27 

1.0 
6.2 
2.3 

T 
4.0 

1 

4 
2 
0 

7 
2 
7 

12 
13 
12 
12 
12 

5 
3 
3 

1 

1 

0 

1 

0 

1 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

38.2 
38.1 
35.3 
38.3 
37.5 

4.3 

4.9 
4.1 

63 
64 
60 

64 
63 

22+ 
27 
13+ 
22 

22+ 

13 
17 
9 
19 
14 

17 

4 
10 

9+ 
10+ 

0 
0 
0 
0 
0 

23 
22 
23 
20 

22 

2.92 
1.85 
4.38 
2.47 
2.79 

-1.58 

-1.30 
-  .64 

.77 

.36 

1.65 

„  .50 

.83 

27 
13 
27 
27 
27 

0 
0.2 

3.1 
1.5 
1.8 

0 

T 
T 
T 
T 

7 

2+ 
8 
7+ 

12 

u 

12 
12 
11 

4 
4 
6 
4 
3 

0 
0 

1 

0 
0 

NEWTON 
PATEBSON 
PEMBERTON  i  E 
PHILLIPSBUKG 
PLAINFIELD 

32.0 
37.6 
38.6 
35.9 
37.5 

1.8 
4.3 
3.2 
4.3 
4.5 

59 
65 
65 
61 
63 

28 
28 
27 
28 

27+ 

2 
17 
11 

5 
13 

10 
16 
17 
4 
17 

0 
0 

0 
0 
0 

25 
20 
22 
22 
22 

3.11 
3.15 
2.38 
4.29 
3.22 

-  .23 

-  .60 

-  .08 
.79 

-  .39 

.97 
1.55 

.61 
1.35 

.96 

27 
27 
27 
27 
27 

5.0 
1.1 

T 
4.5 
2.4 

2 

0 
2 

T 

3+ 

11 
4+ 

13 
12 
12 
13 
14 

3 
3 
3 
6 

4 

0 

1  • 

0 

1 

0 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

37.7 
37.6 
38.4 

2.7 
5.7 

63 
62 
65 

28 
22 
27 

11 
16 
14 

4 
16+ 
17 

0 
0 
0 

24 
22 

23 

2.54 
2.89 
2.92 

-1.23 
-  .29 

.58 
.96 
.63 

19 
27 
27 

1.4 
0.1 

T 
0 

2+ 

12 
11 

3 

4 

6 

3 

■  4 

0  ' 

0 
0 
0 

1 

37. 4M 

6.0 

65 

27+ 

5 

17 

0 

22 

2.79 

-  .32 

.98 

10 
11 

RUTHERFORD 

38.1 

63 

27 

18 

10+ 

0 

21 

3.48 

1.45 

27 

1.7 

T 

7+ 

SANDY  HOOK 
SOMERVILLE 

39.6 
36.3 

4.4 

3.7 

62 
63 

22 
28 

24 
12 

30 
9+ 

0 
0 

15 
22 

1.99 
3.74 

-2.05 
.24 

.45 
1.28 

27 
27 

1.8 

T 

12 

2 

0 

33.2 

3.2 

59 

22+ 

4 

10 

0 

24 

3.05 

-  .23 

.80 

13 

3.5 

11 
12 
13 

5 

4 
4 

0 
0 

0 

37.5 

3.6 

63 

27 

16 

16 

0 

23 

3.22 

.19 

.81 

27 

0.2 

TRENTON  WB  CITY 

38.4 

4.0 

63 

27 

19 

16 

0 

19 

2.45 

-  .90 

.41 

27 

0.6 

0 

WOODSTOWN  2  NW 

37.1 

63 

28 

15 

17+ 

0 

24 

2.26 

0 

0 

12 

STATE 

37.1 

3.5 



2.91 

-   62 

1.5 

DELAYED   DATA 


JUNE  1949 

BRIDGETON 

73.2 

1.0 

96 

26 

50 

3 

4 

0 

.76 

-2.90 

.25 

16+ 

0 

0 

4 

2 

0 

JULY  1949 

JERSEY  CITY 

76.5 

0.6 

97 

4 

61 

24 

8 

0 

3.62 

-  .66 

1.12 

17 

0 

0 

11 

4 

2 

AUGUST  1949 

LONG  VALLEY 

71.4 

2.0 

97 

11 

40 

21 

8 

0 

4.61 

-  .42 

1.66 

29 

0 

0 

10 

4 

1 

SEPTEMBER  1949 

RUTHERFORD 

65.5 

90 

5 

41 

25+ 

1 

0 

3.44 

.95 

29 

0 

0 

13 

4 

0 

OCTOBER  1949 

PATERSON 

61.0 

6.0 

93 

11 

33 

28 

1 

0 

1.80 

-2.06 

.99 

26 

0 

0 

11 

2 

0 

NOVEMBER  1949 

BURLINGTON 

46.0 

0.2 

74 

11 

20 

23 

0 

13 

1.15 

-2.02 

.43 

2 

0 

0 

4 

3 

0 

See  reference  note*  following  Station  Index. 
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DAILY  PRECIPITATION 


■JRJ    (iinir 


Btattoa 


Day  of  month 


oovfoa 

tlDGBTOft 

100KLAVK 

■14  motor 

ari8tkar  reservoir 

im  brook 
arto* 

»PI    MAT 
DUU   MOTS 

RARLOTTIBURG 

RATHAM 

RATSIORTH 
'LAITOH 

LI  MTOX 
rULTZRS    LAO 

>BPVATEK 

■nun 

U.IIABETHPORT  R 

tSSKX    FELLS    SERVICE    BLDCZ 

tniiNGToa 

•ORTESCUE 

nuEJiuu'  ■ 

1LA55BOR0 
iUAT    MXADOffS 
JUE**0OD    LAKE 

iiMMOCTON 
1IGBTSTOVX 
INDIAN    MILLS    2    W 
IITIKGTOK 
JERSEY    CITY 

LAOBCRST    AIRPORT 

LAO»OOt> 

LAMBERTVILLE 

UTTOfi   3   ** 

LITTLE    FALLS    RATER   CO 


11 

.26 

.03 

lo 
05 
09 
31 

.11 

0', 
13 

.01 

LONG   BRANCH 

Z 

ii 

.08 

LONG    VALLEY 

.17 

LOMBERTOK 

R 

10 

MAC  OP  I*    IRTAO 

.02 

.15 

MARVILLE 

.02 

T 

MARLBORO 

* 

.04 

.05 

MARLTOR    1    ■ 

.08 

■ATS    LAW) I  KG 

HID  LAW)   PARI 

.31 

.03 

MILLVILLE 

Z 

.08 

MILLVILLE    AIRPORT 

.02 

.09 

MILTON 

.06 

.34 

MOORE  STOW 

.01 

MORRIS    PLAIMS 

16 

RTVARI    IB    AIRPORT 

z 

.12 

T 

.04 

Riff    BRUNSWICK    EXP    STA 

.10 

RBV    MILPOBD 

z 

.36 

.02 

nvTOR 

.05 

.20 

OAX   RIDGE    RESERVOIR 

.23 

T 

ORANGE 

.02 

PATERSOS 

.01 

.26 

PEMBEHTON    1    E 

.08 

PHILLIPSBURG 

.13 

PHILLIPSBURG   BRIDGE 

.11 

PLAINTIELD 

.08 

.03 

PLEA5ASTVILLE 

PRIKCETOS    RATER    ffOBTS 

.10 

■3 

QCAKERTOffR 

z 

.10 

IAHVAT 

z 

.10 
.33 

RXDGEFIELL 

.08 

EIRCffOOD 

.04 

.18 

RU»EMHjL 

.08 

T 

ROKTOS 

.OS 

RUTHERFORD 

.37 

.03 

3ARDT  HOOK 

z 

.06 

T 

.06 

SEABROOC 

? 

T 

.03 

SOKERTILLE 

.01 

SPLIT  ROCK   POW) 

. 

.18 

.04 

SPRIKGFIELD 

.13 

SUSSEX 

.3( 

.30 

* 

STLJESBORO 

.0! 

SffEDESBORO   5    Rff 

T 

.06 

T 

TOMS   RITES 

.1' 

TORT  OS    HO  2 

.11 

.02 

TORTOJr   ffB  CITT 

z 

.or 

.02 

ffARAQUE    RATHOKD    DAM 

! 

.01 

.26 

■ATCHUWG 

? 

TESTFIELD 

2 

.06 

ffOODCLIFF    LAO 

2 

o: 

.21 

.02 

WOODSTOV*   2    S» 

.06 

.04 


9       10       II       12       13      14      IS      IS 


.07       .26      T 


22      23     24  :l       *~ 


.30 
.09 
.09 


.60 
.50       .1 


.19 

.13  .41       .03 

.46  .28 

.47  .26 

.30  .03 

.08  .35 

.25  .76 

.19  .86 

.16  .71 

.21  .18 

.98      .22 

.05       .12       .36  .36 

.03      .19  .68      .02 

T  T  .55  .38 

.09      .27  .17       .01 


.03  .37 
.15  .05 
.12       .12 


M 


.34 

.14 

.64 

.25 

10 

26 

03 

57 

.40 

"" 

.13 

.20 

.11 

.11 

.17 

.23 

.14 

.06 

.16 

.78 

.22 

.15 

.36 

18 

.38 

.87 

T 

.09 

.47 

.31 

.22 

.18 

.57 

.04 

.61 

.21 

.10 

.08 

.88 

.23 

:62o 

i 


.04 

::; 

.28 


.42 
.03 
.20 

.16 


.12       .33 

.26 

.01       .35 

30  i 

.27  !09 
.25  .20 
.20      .04 

.07 


10         41  II 

•4  .02 

;«  .31 

.12  il 


.31 
.6* 


.42       .24 

.02       .76 

.35       .44 

1.33 

1    53 


.13 


.47 
.03  .54 
.43  .23 
.95  .49 
T      '     .78       .2* 


.13 
.16 
.10 


T 

.70 

.45 

.51 

.62 

.37 

.46 

12 

.37 

.01 

.44 

7 

1.30 

o-i 

.06 

1.27 

M 

.40 
1.72 

.01 

.42 


.37 
.19 


l!67 


so 

■>■-. 

2<> 

44 

1 

42 

M 

4  0 

M 

77 

0 2 

1 

12 
06 

' 

1 

IS 

42 

.50 

1.02 

IS 

.15   1.26 

lb 

1.55 

.21 

T           .61 

.01 

T        1.35 

.34 

1.44 

22 

.01       .96 

.66 

.35 

.11 
.82 

.08 

.05 
.03 
.41 

1.28 
.47  .79 
T  .10 


.04  .33 
.23  .81 
.31       .41 

1.11 
.58      .85 

1.03 
.46    1.13 


2.15 
111 
l.M 

2.51 


2.87 

2.22 
2.58 
2.31 
3.45 
4.07 

2.25 
2.17 
2.37 
3.67 
2.74 

2.57 
2.61 
2.40 
2.58 
2.40 

1.19 
2.05 
3.79 
2.33 

3.27 

1.70 
5.31 
2.17 
3.01 
2.60 

1.91 
2.82 
2.22 
3.75 
2.12 

2.92 
3.85 
1.85 
4.38 
2.47 

2.79 
3.08 
3.11 
3.09 
3.31 

3.15 
2.38 
4.29 
3.80 
3.22 

2.54 
3.12 
4.37 

2.40 
2.89 

2.60 
2.92 
2.79 

3.48 
1.99 

3.01 
3.74 
3.78 
2.78 
3.05 


3.24 
3.25 
2.71 
3.41 
2.26 


1OT  - 


Table  3— Continued 


Station 


DAILY  PRECIPITATION 


DECEMBER    19 


Day  of  month 


8       9      10      11      12      13 


IS      16      17      18      19      20      21      22 


23     24      25 


27     28      29     30      31 


DELAYED  DATA 


JUNE  1949 

1 

BRIDGETON 

.23 

.25 

T 

.25 

T 

T 

.03 

76 

MILLVILLE 
PHILLIPSBURG  BRIDGE 

.10 

.03 

.02 

.11 

T 
.07 

.05 
.02 

.02 

T 

T 

SEABROOK 

.09 

.12 

.05 

OS 
.33 

JULY  1949 

JERSEY  CITY 

.03 

1.02 

.01 

.24 

.13 

.55 

.03 

1.12 

.01 

.18 

.30 

3  f,i 

AUGUST  1949 

BASS  RIVER  STATE  FOREST 

.25 

.03 

.91 

.92 

1.13 

.12 

.10 

GLASSBORO 

.02 

.82 

.14 

4.17 

LOHG  VALLEY 
HILTON 
PHILLIPSBURG  BRIDGE 

QUAKE RTOWN 
SPLIT  ROCK  POND 

1.05 

.58 
.30 
.35 
.20 
1.93 

.17 
.15 
2.17 
.17 
.41 

.33 

.03 
.38 
.05 
.15 
.01 

.94 
.08 
.70 
.24 
.36 

.17 

.02 

1.53 

.51 

1.22 

.24 

1.12 

.02 
.14 

.06 

.02 
.03 
.03 
.45 

.94 
.09 
.27 

.11 

.12 

1.66 

1.04 

.98 

.65 

.88 

.02 
.26 

.36 

.08 

.36 
OS 

4.61 
3  59 
6.22 

1    <.. 
',    til 

SEPTEMBER  1949 

BASS  RIVER  STATE  FOREST 

GLASSBORO 

QUAKERTOWN 

RUTHERFORD 

III 
.20 

2.09 
.10 

T 
.53 

T 
.45 

.31 
.11 
.03 
.18 

T 

T 

.19 

1.16 

96 

.60 

.34 

.18 

- 

.07 

.12 
.09 

.52 

.14 
.13 
.09 

.03 

.07 
.04 

.68 
.44 

.05 

.30 
.28 
.01 

.42 

T 

.22 
.03 

T 

• 

.96 

1.05 

.95 

.75 
.09 

07 

4  59 

5  23 
3  44 

OCTOBER  1949 

CEDAR  GROVE 

.12 
.11 
.03 

GLASSBORO 

PATERSON 

PRINCETON  WATER  WORKS 

QUAKERTOWN 

.07 
.03 
.05 

.02 

.24 
.10 
.03 
.06 

.02 

.08 

.02 
.01 

.02 

.40 

.01 

T 

.01 

T 

.01 

.34 

.26 
.18 

.47 

.99 

1.35 

.50 

.42 

.22 

.10 

.05 
.33 
.07 
.11 
.02 

.02 
.16 
.02 
.09 
.19 

.55 
1.07 
.37 
54 
.50 

95 
3  43 

1  SO 

2  66 
1  73 

NOVEMBER  1949 

BURLINGTON 

.43 

.28 



.18 

.28 



1.15 

S>»  rettumno*  notM  following  Station  Lad  ax 
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HOURLY  PRECIPITATION 


HK«    JMHEY 

i,t'  r.mir.tt    i«4(i 


ITLANT1C   CITY    WB 

ILI1ABKTH1MRT 

!SSK\    FELLS    SERVICE    B1JDG 

1LASSHORO 
3UAT    MEADOWS 
IRVING TON 
LAHBURST   AIRPORT 
LITTLE    FALLS    WATER    CO 
LOMG    BRANCH 

UiNHENivs 

MARLBORO 

ilLLVILLE   AIRPORT  6 

•CEWAKK   WS   AIRPORT 

HI*    MILFORD 

iUAEKSTOWK 

•LABWAY 

SANDY    ROOK 

SPRINGFIELD 

TRENTON   WB  CITY 

fAMAQUE    RAYMOND   DAM 

IATCHUNC. 

WESTF1KLD 

fOODCLIFF   LAKE 


atlantic  city  »b 
:ape  may 

blizabethport 
freehold 

3LASSB0R0 

IRVINGTON 

LAIEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

■ItXVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

SEW  MILFORD 

3UAKERTOWN 

SANDY  BOOK 

3EABR00K 

SPRINGFIELD 

rRENTON  WB  CITY 

WAHAQUE  RAYMOND  DAM 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
LITTLE  FALLS  WATER  CO 
IlLLVILLE  AIRPORT  6 
WAHAQUE  RAYMOND  DAM 
MBIAY 


ATLANTIC  CITY  WB 

BLIZABETHPORT 
1  ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

3LASSBORO 

3REAT  MEADOWS 

IRVINGTON 

LAKEHUR5T    AIRPORT 

LITTLE  FALLS   WATER  CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 
.MILLVILLE   AIRPORT   6 

KEWARK   WB   AIRPORT 

NEW   MILFORD 

QUAKER TOWN 

RAHWAY 

SEABROOK 

SANDY  HOOK 

SPRINGFIELD 

TRENTON   WB  CITY 

(ANAQDE   RAYMOND   DAM 

IATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


A.  M   Houi  •nding 


NEWARK  WB  AIRPORT 


ATLANTIC   CITY  WB 

3LASSBORO 

3REAT  MEADOWS 
I  LITTLE  FALLS  WATER  CO 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

3DAKERTOWN 

SANDY  HOOK 
:  SEABROOK 

TRENTON  WB  CITY 
j  fANAQUE  RAYMOND  DAM 

IATCHUNG 


.01 
.07 


.06 
.04 


02 

.03 


.02   .01   .01 


.01   .03 


.04 
.10 


10    11    12 


-2d- 


.02 
.02 
.03 


.08 
.06 
.02 
.02 


.03 
.07 


.02 
.02 


.04 
.03 


.04 
.OS 
.05 
.02 
.03 


.03 
.09 
.08 
.01 
.02 
.06 
.12 
.02 
.06 
.04 
.06 
.02 
.06 


.02 
.08 


-3d- 

I 
-4th- 


.05 
.04 
.05 
.03 
.03 
.04 


.03 

.01 

.05 

.03 

.05 

* 

* 

.04 

* 

* 

.04 

.05 

.07 

.10 

.05 

.08 

.08 

.02 

.07 

.05 

.03 

.03 

.03 

.0»   .02   .05 


.01 

.05   .01 

.01 

.02 
.01 
.01 
.01 


.03 
.01 
*     .13 

.03   .01   .01 


-5th- 


-7th- 


in 

,03 


.01 
02 


-8th- 
-10th- 


.03 

.05 

.02 
.04 

.01 

.02 

.03 

.02 

.02 

.01 

.03 

.01 

.01 

.01 

.04 

.01 

.04 

.04 

.02 

.02 

.01 

.02 

.02 

.02 

.02 

* 

• 

* 

.02 

.02 

.03 

.01 

.01 

.04 

.01 
.03 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.09 

.13 

.  10 

.22 

.01 

.01 

.01 

.01 

.05 

.05 

.01 

.09 

.02 

.02 

.01 

.01 

.03 

.08 

06 

.06 

.02 

.01 

.01 

See  reference  notes  following  Station  Index. 
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Table  4-Continued 


HOURLY  PRECIPITATION 


ATLANTIC   CITY   WB 

ELIZA BETEPORT 

FREEHOLD 

GLASSBORO 

GREAT   MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCB 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 
NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SEABROOK 

SANDY  BOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GIASSBORO 

GREAT  MEADOWS 

IRYINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK    WB    AIRPORT 

NEW    MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  BOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETBPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST    AIRPORT 

LITTLE   FALLS   WATER  CO 

LONG    BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE   AIRPORT  6 

NEWARK   WB   AIRPORT 

NEW   MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  BOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC    CITY    WB 

CAPE    MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  BOOK 

SEABROOK 

SPRINGFIELD 

TRENTON    WB   CITY 


A.  M.  Horn  ending 


.05 
.03 


.02 
.01 
.01 


.01 

* 

.02 

.15 

.02 

* 

.02 

.01 

.01 


.01 
.0] 


.02 
.01 
.02 
.03 


.01 
.02 
.01 


.01 
.01 
.05 
.04 
.05 


.05 
.01 


.12 
.01 


.01 
.01 


.01 
.02 
.01 


.03 
.04 
.01 
.03 
.05 
.04 
.01 
.01 
.02 
.05 


■  06 
.05 
.01 
.06 

* 

03 
.01 
.06 


.01 
.01 


.01      .01      .02 


.03 
.04 
.08 
.04 


.01 
.03 
.02 
.01 
.06 
.02 
.01 


.05 
.02 


,04 
.03 

.03 

* 

.04 

.06 

.01 


.05 
.02 
.03 
.03 
.04 
.04 


.03 
.01 
.01 


.04 
.02 
.02 
.02 


.02 
.02 


.01 
.03 


.01 
.10 
.03 
.01 
.01 
.01 


.01      .01 

.01 

.01 
.01 

.04      .02 

.01 


.03 
.05 
.04 

.02 
.02 
.02 
.01 
.02 
.01 
.03 


.01 
.01 


.01 
.02 
.04 


.02      .03       .04 


.01 

.03 
.02 


.01 
.02 


.04 
.05 


.06 
.02 


.01 

.09 


.09 
.01  .02 
.01 


.01 
.04 


.20 
.02 


.08 
.02 
.01 


.03      .05  .14  .05 

.01      .08  . 05  I  . 03 

.02      .04  .06  .03 

.03  .02  .06 


.01 
.01 


.03 
.06 


.07 
.01 

.  15 


.03 

.06 

.02 

.02 

.03 

.01 

.02 

.05 

.04 

.02 

.04 

.01 

.04 

.03 

.03 

.04 

.02 

.03 

.03 

.03 

.03 

.02 

.56 
.09 


P.  M.  Hour  ending 


-I 


th~ 


-12th- 


.07 
.02 


.01 
.01 


.01 
*  * 

.01      .13 


.  13 
.01 
.01 


.03 
.01 


-13th- 


.01 
.07 
.07 
.04 
.02 
.06 

.04 
.03 
.11 
.05 


.02 
.01 
.04 
.09 


.05 
.05 
.03 
.02 


.02 
.03 
.02 
.03 
.03 


.02 

.06 

.03 

.02 

• 

.02 

.01 

.05 
.01 


.01 

.02 


.05 
.01 

.02 
.01 
.02 
.01 
.04 


.01 
.01 
.03 
.03 


.01 
.01 
.01 


.02 
.02 


.01 
.01 
.01 


.01 
.01 

.01      .01 

.01 

.01 

.01       .02 

.01      .02 
.07      * 
.01 


.02 
.58 


.0] 

.01 
.01 


.01 


.03 


-14th- 
-18th- 


.01 
.01 

.02 
.01 
.02 


.01 


.03 

.01 

.02 

.05 

.03 

.01 
.01 

01 

.01 

.02 
.02 

.01 

.01 

01 

.02 

.01 

.02 
.01 

01 

.04 

.03  .04 

.01  .04 

.03  .01 

.08  .04 


.02 

.04       .02 


.06      .03 
.02      .01 


.02 
.01 


.06 
.02 


.01      .01 
.01      .01 


.03 
.02 


.04 

.01      .03      .02 


.04 
.03 


.01 

.01 

.01 
.01 
.01 


.03 
.04 
.01 
.01 
.02 
.04 
.03 
.05 
.01 
.01 
.03 


.03 
.05 
.02 


.01 
.02 
.04 
.04 
.04 


.01 
.01 


.01 
.02 
.08 
.03 


.06 
.01 
.01 


.02 
.04 


.05 

.  15 


.01 
.04 
.01 


.01 
.02 


.02 
.06 
.03 
.03 
.08 
.08 
.02 
.08 


.01 

.06 

* 

.08 

.03 

.04 


.01 
.01 


.06 
.01 


.05 
.03 


.05 
.01 


.04 
.08 
.04 
.05 
.06 
.04 
.05 
.03 
.06 


.04 
.04 


.02 
.02 

.09 
.06 
.03 


.04 
.02 
.01 
.02 
.04 
.02 
.01 


.06 
.03 
.02 
.02 
.04 


•   following   Stntlon    Index. 
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TabU  «-CbauBU«d 

HC 

XJR 

LY 

PRECIPITATION 

PHI 

Jlllll 

ll«f»Mll«P(     IRA* 

Station 

A  M   Houi  coding 

1    M    Haul  •odlag 

•a 

1 

2 

3 

4 

B 

8 

7 

e 

y 

10 

11 

a 

1 

2 

3 

« 

8 

« 

7 

8 

'1 

10 

II 

li 

1 

tUAguE  raymomi  iuii 

• 

.01 

"l 

.03      .04 

III      III 

.13 

WISTTIMU) 

■OODCLirr  lake 

ni 

.01       .01       .03      .01         .07 

-19tl 

1C  CITY   IB 

.03      .02      .01       .03      .03      .0 

1       K 1       .08      .03 

CAPS    HAY 

.01 

.02      .0- 

1       .01       .02 

.36 

IUXABKTHPORT 

.04       .02      .02      .02 

.01       .01 

.  10 

mux  fells  service  bldc 

.01                   .01      .04 

.13 

.03      .03      .02      .06      .03      .0 

.01                   .01       .01 

.06 

*iRO 

.03      .03      .02      .02      .0 

.01 

.31 

(BOAT    MEADOWS 

.03      .01 

.  12 

IRVlNl'.TON 

.02      .02      .01 

.01                   .01 

.06 

LAXKHURST    AIRPORT 
LITTLE   FALLS   WATTR  CO 

.01     .o: 

-       1                             .o 

.05             .  o: 

.01       .01      .01 

.08 
.14 

LORG    BRANCH 

.03      .02      .02      .01       .04      !o: 

.  03      .  OS 

.02      .01 

.01 

t-UMWrRTON 
■ULBORO 

.01       .02       .03       .02      .01       .02 
•OS      .03      .02      .04       .01       .01 

.03      .02      .01 
j     .OS      .06      .03 

.02      .01 

.01 

.01 

.23 
.30 

■  IU.VILLE 

.08      .04       .06      .05      .05      .07 

.07      .08 

.03 

*           •           • 

.33 

■  IU.VILLE    AIRPORT   6 

•           .33      •           •           •           • 

'    •           .37      • 

.06 

.52 

NEWARK   IB    AIRPORT 

.04      .01       .01       .01 

.01 

.01       .01 

WEW    MILFORD 
jUAXKRTOIK 

•          ••••• 

.04       .03                   .01 

*           •  14 

.01 

.08 
.16 

IABWAY 

.05      .03      .OS 

.04      .01      .01 

.09 

iAMDY    HOOK 

■uaooi 

SPRINGFIELD 

.03      .04      .01 
.02      .03       .03 
.03      .02      .01 

.01       .03 

.05      .04      .07 

.01                    ni 

.03      .03      .03 
.06      .01       .02 

.03      .01 

j     .01 

.15 
.25 
.34 

rtiKTOH  wb  cm 

IAMAQUE    RAYMOND    DAI 

.05      .02      .01      .01 
.01 

.01      .03      .02 

.08 

.18 

UTCBUWG 

IISTTIEU) 

•02       .02       .01 

03       .01       .01 

.01 

.01 

.01 

ioodcliff  lake 

-22 

!d- 

.02 

.TLANTIC  CITT  WB 

.01      .01 

RIAT   MEADOWS 

.02 

.01 

.01 

-23 

d- 

TLAKTIC   CITY  WB 

API   KAY 

.03 

.01 

.03 

.04 

.05      .05 

.01 

.22 
.25 

LIZABETHPORT 

.11 

.03 

.02 

.03 

.03      .03 

SSEX    FELLS    SERVICE    BLDG 

.05 

.04 

.01 

.02 

.12 
.25 
.10 
.30 
.28 
.14 
.01 
.28 
.11 
.20 
.12 
.24 

REEBOLD 

.02      .03 

.03 

.05 

.06 

.03 

.03 

LASSBORO 

.02 

.02 

.01 

.02 

.03 

RSAT   MEADOWS 
RTINGTON 

.01      .01 

.01      .01      .01 

.01       .07      .06 
.03      .05      .03 

.04 
.07 

.02 
.01 

.05|    .05 
.03       .01 

AKEHtTRST   AIRPORT 

.03 

.02 

.02 

.01 

.02 

.04 

TTTLE  FALLS  WATER  CO 

.01 

3RG  BRARCH 

.05      .05       .04 

.06 

.02 

.02 

.03 

.01 

JWBKRTON 

.01 

.03 

.02 

.02      .03 

UtLBORO 

.02      .02      .06 

.02 

.03 

.05 

ILLTILLi 

.02 

.03 

.01 

.01 

.04      .01 

OXVTLLE  ArRPORT   6 

.10 

.05 

.04 

.03 

.02 

SWARK    WB   AIRPORT 

* 

*          *           • 

• 

.20 

* 

• 

*           • 

*           .  16 

iW   MILFORD 

.02 

.04 

.02 

.03 

.01 

.04 

.16 
.27 
.29 
.10 
.22 
.15 
.21 
.19 
.30 
.20 
.16 
.29 

IAXERTOWN 

.07      .01 

.06 

.04 

.04 

•           * 

*           .05 

(iHWAY 

.04 

.02      .07      .04 

.02 

.02 

.06 

.02 

EttBOOI 

.03 

.02 

.02 

.01 

.01 

.01 

iMDY   BOOK 

.04      .03 

.03 

.02 

.04 

.04 

.02 

'RINCFIKLD 

.02 

.02 

.03 

.01 

.02 

.04      .01 

iENTON   WB  CITY 

.01      .06      .01 

.03 

.02 

.01 

.03 

.04 

■JIAtJUE   RAYMOND  DAM 

.01 
.01      .02 

.01      .03      .03 

.04 

.02 

.02 

.04 

TCBTTNG 

.03      .03      .05 

.05 

.05 

.03 

.03 

.01      .01 

STTIELD 

.04      .03      .01 

.04 

.03 

.02 

ODCLIFF    LAKE 

.03      .01 

.01 

.03 

.01 

.03 

.03      .01 

.01      .06      .02 

.06 

.06 

.01 

.03 

.04 

IZABBTHPORT 

-26 

th- 

SEX  FELLS    SERVICE   BLDG 
■BOLD 

ASSBORO 

•           * 

»           •           « 

»          •          » 
.02 

*     *     * 

.02 

• 

» 

* 

»           * 

•          • 

» 

.04      .14      .17 

•           *        1.33 

.08      .09 

.35 

1.33 
.21 

EAT   MEADOWS 

03 

.17      .15      .08 

.43 

VINGTON 

.04 

.03      .14 

23 

.18      .15      .18 

.95 

EEBERST  AIRPORT 

.02 

.02 

01 

.07      .25      .16 

.51 

TTLE    FALLS   WATER    CO 

.01      .09 

.12 
.60 
.09 
.31 
.19 
.04 

»G   BRASCB 
MBRRTON 
1LBORO 
jLLTILLE 

J.TILLE  AIRPORT   6 
•ARE   WB   AIRPORT 

* 

*          «          » 

.01 
*           .01      • 

.01 
.01 

.01 

*          *          * 

.01 

* 

02 

01 

.01      .01 

.15      .27      .13 

.01      .07 

.15      .16 

.05      .12 

.04 

*           *           * 

(  MILFORD 
IKERTOWN 

.03 

.01 
.01 

01 

01 

.05      .18      .14 
.05      .24      .16 

.42 
.47 

(WAY 

IDT  BOOK 

iBROOK 

.01 

.02      .04 

02 

.30      .22      .34 
.04      .14      .12 

.94 
.30 

IINGFIELD 
3JTON   WB  CITY 

.05      . 
.01 

05 
02 

.08      .11 
.04      .03      .05 
.08      .20      .16 

.20 
.22 
.47 

IAQ.UE   RAYMOND   DAM 

.03      .18      .10 

.31 

y;bung 

TFIELD 
■DCLIFF  i.Ain; 

.01 

.01      .01 

.01 

.03 

.01 

.02      .04 

.02      . 

07 
02 

02 

.22      .14      .16 
.08      .23      .16 
.03      .28      .11 
.08      .19      .16 

.66 
.58 
.42 
.45 

lAMTIC  CITY   WB 

.01 

.10      .08      .11 

.13      .05      .05 
.06      .05      .04 
.14      .02      .01 
.17      .21      .08 
.05      .07      .06 
.20      .32      .12  1 
.09      .04      .05  ] 

-271 

th 

E  MAY 

ZABETHPORT 
tEX  FELLS   SERVICE   BLDG. 

KHOLD 
■ SSBORO 

AT  MEADOWS 
i  IKGTON 

RHCRST    AIRPORT 
I  TLE   FALLS   WATER   CO 
,  3   BRANCH 
1 3ERTON 

.02      .12 
.01      .02 
.05      .01 

.05      .05      .02 

.04                  .03 

.01                  .01 

.02      .01 

.05      .03      .01 

.02 

.08      .05 

.05      .04      .04 

.01      .02      .02 

.01      .02      .01 
.01 

.01 
.02      .01 

.01 

.01 

.01 

.01       .01      .01 

.03      .03      .01 
.01 

.01 
.01 

.01 
.01 

.01 

.01 

.02 

.01 
.16      .02 

39 
)2 

.06      .07 

.01      .01      .02 
.12      .01 

.06                  .01 

.09      .01 

.08 

.44 

.05 
.44 

.13 
.49 
.23 
.49 
.62 
.37 
.77 

1  J30RO 

.06      .05      .02       .84      .01 

.02      .01 

.03      .02      .02 

.40 

j  -VILLE 

j-VlLLE  AIRPORT  6 

llRI  WB  AIRPORT 

.11      .04      .05 

.04      .03      .03 

.04      .02 

.21 

.12      .03      .02 
•           .01      * 
.13      .12      .08 

.05 

•           »           » 
.05      .02      .01 

•           .37 

.02 

.  01 

• 

.05 

.14                  .04 

>          •           • 

.41 
.40 

1 

1 

.05 

01 

.50 

S«e  reference    notes    following   Station   Index. 
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Table  4-Continued 

HOURLY  PRECIPITATION 

DECEMBER 

1949 

A.  M.  Hour  ending 

P.  M.  Hour  ending 

, 

3 

Station 

1 

2 

3 

4 

S    |    6 

7          8 

9 

10 

ii 

12 

1 

2 

3 

4          5 
1 

6 

7         8 

9 

10 

11 

12 

f- 

NEW   MILFORD 
_juAKKRTO»N 

.12 
.34 
.10 

.20 
.  14 
.08 

.28 
.09 

.06 
.08 
.01 

.01 
.02 

.02       .02 
.02      .02 
.01      .04      .01 

.05 
.02 

.01 

.01      .03 

.06 

.08      .25 

.01 

.03 

02 

.01 

.81 

1.00 

.42 

.45 

.07 

.03 

.04 

.14 

.06      .02 

.03      .03      .01 

.49 

.06 

.02 

.93 

SEABROOK 

.01 
.22 

.01 
.24 

.08 
.09 

.11 
.03 

.08      .03 
.02      .01 

.04 

.02      .03 

.01 

.01 

.11 
.01 

.03 

.02 

.02 

.79 

.41 

TRENTON    »B  CITY 

.04 

.16 

.04 

.06 

.02 

.01 

.01       .30 

.04 

.01 

.88 

WANAQUE    RAYMOND   DAU 

.09 
.27 

.26 
.32 

.09 
.12 

.03 

.01      .02 

.01      .04       .01 

.01      .01 

.04 

01 

.01 

.85 
.67 

TESTFIELD 

.19 

.17 

.08 

.09 
.04 

.02 

.02 

.01      .02      .01 

.02      .01 

.01      .01 

.02 

.18 

.01 

1.10 

WOODCLIFF   LAKE 

-28th 

ATLANTIC   CITY  »B 

.OS 

.01 

LONG    BRANCH 

.01 

MILLVILLE    AIRPORT    6 

* 

.39 

SEABROOE 

.02 

.02 

SPRINGFIELD 

.01 

.01 

DELAYED  DATA 


SEPTEMBER  1949 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GLASSBORO 


OCTOBER  1949 


.01       .23       .08f    .01 


.01       .02 
.06 


.02       .10       .06 

.01       .01       .01       .08       .08      .08 


-lst- 

-5th- 

-6th- 

-7th- 
-8th- 

-12th- 


-13th- 

.03       .05 
.06       .09 

-14th- 


.04       .04       .03       .05       .11       .17 
.10       .20      .06       .09      .09      .06 


.10      .01       .01 


.04       .30       .19 
.08      .08       .04 


.14       .08       .06 


-15th- 
-16th- 
-18th- 

-19th- 
-22d- 


.02       .01 
.06       .03 


-23d- 


-28th- 


-29th- 

I     .04       .15      .24 
.02      .14       .08       .10 


.33 


.«; 


or 

.ii 


1.8! 
11) 


.29      .16      .18 


.08       .18       .13 
.08       .08       .06 


-30th- 


-7th- 

I     .11       .01       .06 

-18th- 


.26      .09      .01 
.12      .06       .04 


.01 

.08       .06      .04 


.04  .02 


•  *  .40 


8oo   roforonc*   i 


following  Station   lndo* 
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HOURLY  PRECIPITATION 


an  jrwiiY 

Nil  tMUtt     11)411 


A  M   Houi  ending 

P  M   Hou.  wdlng 

1 

:.t.,i,  ■ 

1 

2 

3 

4 

S 

8 

7 

a 

9 

10 

11 

12 

1 

2 

3 

4 

B 

6 

7 

8 

S 

10 

11 

-25th- 

OLASSBORO 

.01       .Olj                    01                     (II       .02       .OH                   .04       .04 

-26th- 

.02       .02 

.34 

OLAaaaoxo 

,>,. 

.M 

.06       .06       .06 

.06       .06      .05 

.47 

-28th- 

QLASSaoRO 

.02       .10 

.08       .06       .14            42 

-29th- 

0LASSDOR0 

.06       .06 

.061      .04       .05      .03                   .01       .01 

.01 

.33 

-30th- 

0LASSB0RO 

.01 

.01 

.03       .03       .01 

.03       .02       .02 

.16 

-31st- 

GLASSBORO 

.03       .04 

1.07 

KOVKMBER    1948 

-13th- 

QOAEUITOIfl 

-18th- 

.08       .16 

.24 

QOAQRTOWN 

.04 

1        ■« 
-25th- 

.05 

QOADRTOVN 

.07       .04 

.01 

-29th- 

.12 

goAiiiTon 

.03       .04 

.02 

.02      .04      .05 

.01 

.01 

.22 

ites  following  Station  Index 
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DAILY  TEMPERATURES 


NEW   JERSB' 
DECEMBER  19* 


Day  of  month 


Station 


ATLANTIC  CITY  WB 
BELLE  PLAIN" 
BELV1DERE 
BOONTON 
BRIDGETON 
BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 
CLAYTON 
ELIZABETH 

ESSEX  FELLS  SERVICE 
FLEMINGTON 
FREEHOLD 
HIGHTSTOWN 
INDIAN  MILLS  2  W 
JERSEY  CITY 
LAKEITOOD 
LAMBERTVILLE 
LAYTON  3  W 
LITTLE  FALLS  WATER 
LONG  BRANCH 
LONG  VALLEY 
MILLVILLE  AIRPORT 
MOORESTOWN 
MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  i 
NEWTON 
PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 
RIDGEFIELD 
RUNNEMEDE 
RUNYON 
RUTHERFORD 


MAX 
MIN 


MAX 
MIN 


48   49 
36   36 


46   48 
25  !  22 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


48 
25  1 


51 
29 

44 
28 

48 
20 

45 
19 

47 

34 

50 
37 

44 

20 

38 
23 

47 
22 

49 
32 

45 
28 

MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


U   12 


22  ,  21 

38  |  40 

23  21 


44   39 
26.  23 


42   47 
19   27 


41   41 
23   36 


60   58 
40   33 


39   47   45 
30   30   20 


44 
36 


18   18 


43!  38 
30   28 


39 

32 


60 


59 


41  j  34 


62 
35 

39 
28 

55 
33 

39 

26 

62 
35 

41 
26 

59 
48 

55 
24 

61 
30 

53 
26 

61 
34 

40 
26 

64 

Hi 

28 

61 

36 

44 

24 

4  I 

2'S 


4S 

2.1 


41  • 

22 


47 
28 

40 
22 

46 
29 

43 
21 

50 
28 

38 
19 

49 
26 

50 
20 

45 
24 

41 
20 

51 
30 

36 
23 

45 
20 

44 
16 

42 
28 

35 

21 

.  reference  note*  following  Station  Ind*x. 
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DAILY  TEMPERATURES 


«••    JIUIt 

l».i  mill*     I 'M'i 


Day  ol  month 

I 


33     34 


27     M 


■ 


tohton  no  2 
winton  wb  citt 

•00DSTO1N  3  1 


MAX   46 

UN  :i7 


MAX   47 
tK   34 


39 

•J  J 


34   u 


40   34 
33   33 


49   JO 
37   37 


50   41 
30   33 


M   «4 

36   33 


44   39 

39   19 


111   .17 
30   39 


45  1  44 
35   37 


3H   44   55   58 
35   36   44   38 


38   41   53   60 
13   33   37   39 


34   41 
33   33 


40   42   59   60 
17   32   39   33 


39   43   58   60 
22   34   41   34 


36   38   45   59 
31   22   34   43 


33   38 


40   35 
M   i" 


36   14 


39   35 
37   30 


35   33 
30   23 


J3   37 


12   13 


I 
17   44   41 


53   63   57   39   46   57 
39   47   35   33   30   46 


48   56 
33   44 


33   39   46 


48   49 
1 1   M 


55   50 
17   33   44   37 


M  '■  i 
31   43 


32   32 

17  I  15 


80  39  40  59 

34  25  20  33 

39  37  37  34 

34  30  14  2H 

60  39  41  60 

30  24  20  35 


59   50 
50   40 


61   63 
54   36 


58   57 
48   36 


47   37   37   45.0 

29   24        14  1 


4/   14   42   46.1 
27   20   13   26.5 


43   33   38   42.5 
30   16   12   23.8 


■0   18 

34   29 


35   47   25 


39   60 
26   37 


38   43 
23   24 


48   35 
28   20 


47   34 
28   23 


46   48 
28   22 


46.8 
28.2 


45.8 
31.0 


46.3 
27.8 


DELAYED  DATA 


J0III  1949 

81 1  DC  ETON 

MAX 

MIN 

73 
53 

77 
52 

77 
50 

81 
55 

h:i 
t,i; 

87 
63 

82 
62 

78 
;>2 

75 

52 

75 
51 

75 
63 

86 
62 

83 
69 

82 
69 

82 
64 

80 

65 

80 
69 

78 
70 

80 
69 

85 

69 

92 
70 

90 

73 

86 
64 

88 

64 

90 
74 

96 

75 

87 

74 

85 

67 

81 

64 

79 
84 

82.5 
63.9 

JULY  1949 

JERSEY  CITY 

MAX 
MIN 

78 
63 

82 
65 

94 

70 

97 

74 

93 
73 

81 
65 

81 
63 

73 

S3 

74 
52 

72 
67 

80 
67 

75 

69 

81 
68 

87 
67 

76 
69 

75 
70 

72 
69 

85 

71 

88 
72 

88 
74 

88 
76 

91 
73 

86 
72 

84 

61 

90 
70 

82 
70 

88 
70 

95 
70 

96 
74 

92 
73 

81 
70 

84.0 
69.0 

AUGUST  1949 

LONG  VALLEY 

MAX 
MIN 

83 
56 

85 
57 

86 
61 

84 

69 

SI 
68 

85 
58 

87 
59 

90 
60 

91 
59 

95 
67 

97 
65 

96 
65 

94 
67 

78 
65 

80 
58 

82 
59 

80 
61 

80 
56 

66 
58 

77 
44 

73 
40 

81 
45 

84 
48 

81 
60 

87 
49 

80 
48 

85 
50 

91 
63 

90 
70 

82 
60 

83 
64 

84.3 
58.4 

SEPTEMBER  1949 

■STBERFORD 

MAX 

MIN 

83 
64 

77 
47 

81 
49 

85 

54 

90 
64 

79 
64 

73 
49 

74 

59 

68 
50 

79 
46 

78 
48 

75 

51 

71 
60 

83 
69 

83 

65 

76 

60 

83 
51 

88 
54 

85 
65 

71 
54 

75 
48 

75 
55 

71 
55 

68 
42 

70 
41 

74 
41 

71 
46 

89 
59 

66 
57 

70 

53 

77.0 
54.0 

OCTOBER  1949 

PATERSON 

MAX 
MIN 

69 
48 

75 
44 

68 
47 

70 

52 

74 

56 

79 
50 

70 
56 

70 
61 

80 
61 

87 
64 

93 
61 

87 
63 

85 
54 

70 
44 

73 
56 

66 
49 

66 
44 

65 
50 

64 
54 

66 
52 

74 
45 

84 

51 

76 
47 

72 
46 

64 
42 

60 
43 

64 
38 

60 
33 

63 
38 

67 
51 

61 

56 

71.7 
50.2 

NOVEMBER  1949 

BURLINGTON 

MAX 
MIN 

53 
42 

60 
41 

64 
36 

59 
46 

46 
39 

50 
31 

60 
34 

72 
42 

67 

71 
38 

74 
41 

68 
48 

63 
47 

64 
52 

61 
41 

59 
32 

53 
32 

52 
32 

46 
28 

63 
42 

55 

37 

45 

26 

50 
20 

52 
30 

52 
43 

48 

28 

35 
22 

43 
22 

50 
31 

51 
31 

56.2 
35.8 

See  reference  note*  following  Station  Index. 
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NEW 

JERS) 

Table  7 

SNOWFALL   AND    SNOW   ON    GROUND                                                            December  19- 

Day  of  month 

30     3 

Station 

. 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

BELVIDERE 



SNOWFALL 
SN   ON    GND 

1.0 

T 

0 

1.0 

T 

2.0 

CHARLOTTEBURG 

SNOWFALL 
SN   ON  GND 

1.5 
2 

2 

2 

0.5 

1 

T 

1.2 

1 

T 

T 

T 

0.2 
T 

CLAYTON 

SNOWFALL 
SN   ON  GND 

T 

FLEMINGTON 

SNOWFALL 
SN  ON  GND 

1.8 
2 

FREEHOLD 

SNOWFALL 
SN  ON  GND 

0.5 

T 

HIGHTSTOW1I 

SNOWFALL 
SN   ON   GND 

0.5 

T 

LAKEWOOD 

SNOWFALL 
SN   ON   GND 

T 

LONG  BRANCH 

SNOWFALL 
SN  ON  GND 

T 

T 

LONG    VALLEY 

SNOWFALL 
SN  ON  GND 

1.0 

1.0 

2.0 

MOORESTOWN 

SNOWFALL 
SN  ON  GND 

0.2 

T 

T 

T 

MORRIS   PLAINS 

SNOWFALL 
SN  ON  GND 

1.0 

T 

0.1 

T 

1.5 
T 

0.5 
T 

T 

T 

NEWARK  AIRPORT 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

1.4 

0.1 

T 

T 

NEW  BRUNSWICK 

SNOWFALL 
SN  ON  GND 

1.8 

T 

T 

T 

' 

NEWTON 

SNOWFALL 
SN   ON  GND 

0.5 
2 

1.5 
2 

1 

0.5 
2 

1 

1.0 

1 

T 

T 

T 

T 

1.5 
2 

T 

PATERSON 

SNOWFALL 
SN   ON  GND 

0.1 

0.1 

0.9 

T 

\ 

PEHBERTON   1    E 

SNOWFALL 
SN    ON   GND 

T 

■ 

PLAINFIEU) 

SNOWFALL 
SN   ON   GND 

T 

T 
T 

T 

0.3 

2.1 

T 

T 
T 

T 

T 

T 

T 

■ 

RIDGEFIELD 

SNOWFALL 
SN   ON   GND 

T 

T 

T 

T 

1.4 

T 

T 
T 

T 

T 

RUNMEMEDE 

SNOWFALL 
SN  ON  GND 

0.1 

T 

SOMERVILLE 

SNOWFALL 
SN   ON  GNI 

l.a 

T 

T 

T 

1 

SUSSEX 

SNOWFALL 
SN    ON  GNI 

2.E 
2 

T 

T 

T 

l.C 
T 

T 
T 

T 

T 

T 

T 
T 

: 

TRENTON    WB   CITY 

SNOWFALL 
SN  ON  GNI 

o.« 

T 

l— 

T 



\ 

1 

See  reference  notes  following  Station  Index 
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STATION  INDEX 


■»»  ■    -IBWIIT 
DICEMUI    19411 


Pt*tn*g« 


uurrn    i  itt  we 

0325   ATLANTIC 

48    R1VKB    STATE    rOUST 

TURLINGTON 

■ 

0690   CAPE    MAY 

0711     KONMOUTU 

LVIDRK1 

0729  WARREN 

ILlx   1   ■ 

0787    CAMDIN 

0907    MORRIS 

p 

1028  CUMBERLAND 

MKLAWN 

1106  CAMDEN 

IL1 KOTOS 

1211    BURLINGTON 

1327    SI 

1335    ESSEX 

SALEM 

1351 

:ape  MAY 

DAI   CROVX 

1472 

ESSEX 

AILOTTKBURG 

1582 

PASSAIC 

ATHAI 

1590 

MORR.  S 

pww 

1598 

BURLINGTON 

1708 

GLOUCESTER 

into* 

1749 

HUNTERDON 

LVERS    LAKE 

2130 

SUSSEX 

IPWATER 

2209 

SALEM 

ISABETU 

2644 

UNION 

1ZABKTHPORT 

2652 

UNION 

SIX   FELLS    SERVICE    BLDG 

2768 

ESSEX 

IMINGTON    1    NK 

3029 

HUNTERDON 

insert: 

3102 

CUMBERLAND 

KKHOLD 

3181 

MONMOUTH 

1B8BQ80 

3291 

GLOUCESTER 

SAT  MEADOWS 

3416    WARREN 

■mOOD    LACE 

3516   PASSAIC 

MMONTON 

3662   ATLANTIC 

GHTSTOHN 

3951   MERCER 

GBTSTOWN    PUMPING    STATION 

3956   MERCER 

BIAN   KILLS    2   1 

4229 

BURLINGTON 

VIIGTON 

4260 

ESSEX 

JLSIY  CITY 

4339 

HUDSON 

UHURST   AIRPORT 

4596 

OCEAI! 

DWOOD   1    ENE 

4627 

OCEAN 

JBIRTVILLE 

4635 

HUNTERDON 

TTON   3   NW 

4735 

SUSSEX 

TTLE  FALLS   WATER  CO 

4887 

PASSAIC 

<*G   BRANCB 

4987 

MONMOUTH 

LEY 

5003 

MORRIS 

■PtTOX 

5055 

BURLINGTON 

COP1S    INTAKE 

5071 

PASSAIC 

5197 

SOMERSET 

auoic 

5244 

MONMOUTH 

JLLTOS   1  w 

5252 

BURLINGTON 

TB  LANDING 

5346 

ATLANTIC 

DLAND   PARE 

5503 

BERGEN 

LLYILLE 

5576 

CUMBERLAND 

LLVILLE   AIRPORT 

5581 

CUMBERLAND 

LTON 

5597 

MORRIS 

XMSTOWN 

5728 

BURLINGTON 

IREIS   PLAINS   1   1 

5769 

MORRIS 

mARI   WB   AIRPORT 

6026 

ESSEX 

!W   BRUNSWICK 

6062 

MIDDLESEX 

nr  MILFORD 

6146 

BERGEN 

1WTON 

6177 

SUSSEX 

II  RIDGE  RESERVOIR 

6460 

PASSAIC 

LUGE 

6560 

ESSEX 

ITIRSON 

6775 

PASSAIC 

iMBERTON   1   E 

6843 

BURLINGTON 

IILLIPSBDRG 

6974 

WARREN 

IILLIPSBURG  BRIDGE 

6979 

WARREN 

-AINFIELD 

7079 

UNION 

-KASANTVILLE 

7131 

ATLANTIC 

IIIICETON   WATER   WORKS 

7328 

MERCER 

JAKKRTOWN 

7372 

HUNTERDON 

1HWAY 

7393 

UNION 

IDGEFIELD 

7545 

BERGEN 

UNGWOOD 

7587 

PASSAIC 

;SNEK£?.I 

7817 
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U  S  WEATHER  BUREAU 
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CHARLES  CLARK 
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REFERENCE  HOTES 

•    j    -_  -  ot.tA  h.Gic    There  will  be  no  duplication  of  numbers  within  a  state. 
T».  Jot  dl.lt  ld.ntlllc.tlo.  number.  In  tie  index  nu»b.r  column  of  the  Station  Index  are  assigned  oo  a  st.te  basis.   There  .111 

Delayed  d.t.  and  correction.  .111  be  c.rrled  only  In  the  June  nod  Docber  i.sues  of  this  bulletl.. 

•o.thly  a»d  ...so'n.1  .no.f.U  for  the  preceding  12  .onth.  .111  be  c.rrled  1.  the  June  lasu.  of  this  bulletin. 

St.tloa.  appearl..  In  ,b.  Index,  but  for  .hlcb  d.t.  .re  no,  U.ted  In  ,b.  t.bl.s,  .re  either  .Using  or  received  too  late  to  be  Included  In  this  Issue. 

th  „!..  indicted   dl-e..lon.l  .....  u..d  1.  thi«  bulletin  .re:   Te.per.tur.s  m  -,.  precipitation  and  ev.por.tlon  In  Inches,  and  .i.d  .ove.en.  In  .lies.   Evaporation  1.  ensured  1.  t> 
:^SrrS:lT..r  Bureau"™.^  o^'foot'"...^,  unless  otherwise  .ho,,  by  footnote  following  Table  6. 
Aaounts  In  Table  4  are  fro.  recording  gages.   Traces  .re  not  Bho... 
Aaounts  1.  Table  3  are  fro.  .on-r.cordlng  gages,  unless  other.lse  Indicated. 
D.t.  1.  T.ble.  3.  5  and  6  are  for  the  24  hours  ending  at  tl.e  of  observ.tlon.   See  the  Station  Index  for  observation  tl.e. 

.   go  record  In  Table.  3.  4.  6  and  7  and  the  Station  Index.   „o  record  ,n  Tables  2  and  5  Is  Indicated  by  no  entry,   -hen  hourly  precipitation  Is  .Isslng  or  accu.ul.ted  for  se.er.l  day., 

only  the  first  and  last  days  are  shown  in  Table  4. 
♦  And  also  on  a  later  date  or  dates. 

.   A«ount  included  in  following  measurement ,  time  distribution  unknown. 
//  Gage  is  equipped  with  a  windshield. 
6   Precipitation  measured  at  6-hourly  Intervals,  no  recording  gage 
l   one  or   .ore  days  of  record  missing;  see  Table  5  for  detailed  daily  record. 
At   This  entry  In  time  of  observation  column  in  Station  Index  moans  after  rain. 
R   Station  equipped  with  recording  gage  only. 

T  Trace,  an  amount  too  small  to  measure.  —a.,   . 

I     Hourly  amount,  fro.  a  r.cordlng  gage  at  the  .a.,  site  »ay  be  found  In  T.ble  4. 

Subscription  Price:   15  cents  per  copy,  .onthly  and  annual;   $1.50  per  year 
Nearly  subscription  Includes  the  Annual  Sugary).   Checks,  postal  notes  .nd 
.one,  orders  should  be  made  payable  to  the  Treasurer  of  the  "n"«^""B:. 
Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to  the 
feather  Records  Processing  Center,  Albany  1,  New  York. 
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CHATTANOOGA:   1950 


NEW  JERSEY  -  1949 


A.  E.  White,  Section  Directo 


GENERAL  SUMMARY 


The  most  unusual  characteristic  of  the  weather  of  1949  was  the  persis- 
tence of  warmer  than  normal  temperature.   This  warm  tendency  which  be- 
gan with  November,  1948,  continued  during  all  months  of  1949  through 
August  and  the  only  months  of  the  year  which  were  not  warmer  than  nor- 
mal were  September  and  November.   The  State  average  temperature  for 
the  year  was  55.1   which  is  the  highest  of  record  for  New  Jersey,  the 
previous  record  being  54.4'  in  1931.   We  may  note  here  that  the  coldest 
year  of  record  was  1904  with  a  State  average  of  49.2°.   The  months  of 
1949  with  greatest  temperature  excess  above  normal  were  January  and 
February  with  departures  of  +7.2'  and  +7.3°  respectively.   July  averaged 
much  the  hottest  of  the  summer  months  though  June,  July  and  August  all 
had  temperatures  above  100°  which  is  unusual  for  a  summer  in  this  State. 
The  highest  annual  average  was  57.5   at  Burlington  and  the  lowest  was 
51  1   at  Long  Vallev.   The  highest  temperature  recorded  was  106°  at 
Plainfield  on  August  11th.  and  the  lowest  was  -12°  at  Layton  on  February 
3d   making  an  annual  range  within  the  State  of  118°.   This  range,  however, 
has  been  exceeded  numerous  times  in  past  years,  the  extreme  annual  range 
being  from  100°  to  -34°  in  the  comparatively  cold  year,  1904. 

Another  important  feature  of  the  weather  of  1949  was  the  rather  marked 
deficiency  in  precipitation  that  developed  during  the  latter  months  of 
the  year.   Following  a  June  which  was  almost  rainless  and  the  driest 
month  of  record  in  this  State,  the  remaining  months  were  all  considerably 
deficient  in  precipitation  except  September  which  had  slightly  more  than 
its  normal  amount.  The  State  average  annual  precipitation  was  39.69 
inches  or  nearly  six  inches  less  than  normal.   The  deficiency  was  fairly 
uniform  over  the  State  though  certain  localities  showed  extreme  condi- 
tions.  The  greatest  annual  amount  was  50.95  inches  at  Delleplain  and 
the  least  33.57  inches  at  Oeepwater.  Salem  County.   The  average  annual 
sno-»fall  was  18.0  inches  which  is  about  ten  inches  less  than  normally 
falls. 

Except  for  the  drought  of  June  and  early  July,  the  weather  of  the  year 
was  largely  favorable  for  agriculture.   The  dry  weather  of  that  period 
greatly  reduced  the  crops  of  early  commercial  potatoes  and  sweet  corn 
both  large  acreage  crops  in  Mew  Jersey.   rastures  also  dried  up  and  dairy 
production  was  diminished.   Frost  damage  in  both  spring  and  fall  was  al- 
most negligible,  even  to  cranberries,  which  is  one  of  the  most  suscepti- 
ble of  crops.   The  deficiency  in  precipitation  which  accumulated  the 
latter  part  of  the  year,  adversely  affected  water  supplies  in  North  Jer- 
sey.  The  large  reservoirs  which  supply  water  to  the  metropolitan  area 
were  at  a  very  low  stage  at  the  end  of  the  year. 

No  tornado  or  hurricane  visited  the  State  but  there  were  a  few  severe 
local  storms,  particularly,  on  May  22d,  a  wind  storm  south  of  Plainfield 
did  heavy  damage  to  trees  and  utility  lines,  and  damaged  planes  at  Iladley 
Airport  to  the  extent  of  several  thousand  dollars.   Also  damaging  wind- 
storms occurred  near  Layton  on  July  21st,  and  at  Rutherford  on  July  30th; 
and  lightning  and  heavy  hail  did  considerable  damage  at  Rutherford  on 
July  28th.   At  least  three  lives  were  lost  in  storms.   In  the  storm  at 
Layton.  on  July  21st,  a  plane  crashed  killing  the  pilot  and  his  wife;  and 
on  July  27th,  in  a  cloud-burst  at  Hasbrouck  Heights,  Mrs.  Edna  Michel  was 
swept  from  her  feet  by  a  flash  flood  rushing  down  the  street  and  drowned 
before  it  was  possible  to  rescue  her.   In  addition  to  the  property  damage 
by  the  above  local  storms  which  probably  did  not  exceed  $25,000,  there 
was  the  usual  great  number  of  minor  damages  from  winds  of  barely  gale 
force,  which,  as  statistics  of  insurance  companies  show,  result  in  claims 
totaling  several  hundred  thousand  dollars  every  year  in  this  State. 

THE  WEATHER  BY  MONTHS 

JANUAPY  This  was  the  warmest  January  in  New  Jersey  since  1937.  It  was 
unusually  mild  from  the  5th  to  10th,  and  15th  to  26th.  The  month  ended 
cold  with  monthly  minima  generally  on  the  30th.  Only  three  stations  reg- 
istered as  low  as  8",  however.  The  highest  temperature  was  68  at  Long 
Branch  on  the  19th.  The  average  temperature  of  38°  was  14°  higher  than 
the  average  for  January,  1948.  It  was  much  the  wettest  month  of  the  year. 
rains  were  frequent  but  snowfall  below  normal. 

FEBRUARY:   It  was  the  warmest  February  since  1891.   Average  temperature 

was  exactly  the  same  as  for  January,  but  the  range  was  much  greater,  from 

-12°  at  Layton  on  the  3d  to  77°  at  Lakewood  on  the  15th 

was  slightly  above  normal  with  rain  predominating 

ably  under  normal  and  ranged  from  a  trace  at  Cape  May  to  13  inches  at 

Lakewood. 


Precipitation 
Snowfall  was  consider 


MARCH:   The  month  was  cold  through  the  20th  when  some  stations  In  north 
Jersey  had  subzero  readings.   The  last  decade  was  mild  with  temperatures 
up  to  81°  registered  at  three  stations  on  the  27th.   Snowfall  was  about 
the  same  in  amount  and  similar  in  distribution  as  in  February.   There 
were  strong  winds  on  numerous  days.   Precipitation  as  a  whole  was  only 
69  percent  of  normal. 

APRIL;   Though  only  2   warmer  than  normal ,  April  completed  a  six  months 
period  which  appears  to  be  the  warmest  November  -  April  on  record  in  this 
State.   It  was  quite  warm  the  middle  of  the  month  but  there  was  hard  freez- 
ing the  first  and  last  weeks  of  the  month  in  north  Jersey.   Rains  were  fre- 
quent and  the  State  averaged  a  little  wetter  than  normal.   Strongest  winds 
of  the  year  at  Weather  Bureau  stations  were  registered  on  the  6th,  54  mph 
at  Atlantic  City  and  52  at  Long  Branch. 

MAY:   May  had  its  hottest  weather-unusually  hot  for  the  season-during  the 
first  week.   It  was  32  percent  wetter  than  normal  with  many  thunderstorms 
and  hail  on  several  days  though  the  latter  did  little  damage.   Temperature 
ranged  from  98°  at  rhillipsburg  on  the  6th  to  29°  at  Layton  on  the  13th. 

JUNE:   June  was  the  driest  month  in  New  Jersey  weather  history.   A  few  sta- 
tions had  no  rain  at  all  and  the  average  for  the  State  was  only  0.23  of  an 
inch.   There  was  hot  weather  the  last  week  of  the  month  with  100°  recorded 
at  a  few  stations  on  the  26th.   The  dry  weather  which  continued  into  July 
caused  much  damage  to  certain  crops. 

JULY:   Drought  conditions  were  effectively  broken  by  the  second  week  in 
most  localities  though  rainfall  deficiency  persisted  until  the  end  of  the 
year.   With  an  average  of  78.0°,  it  was  the  hottest  month  of  record  in  New 
Jersey,   The  first  week  was  very  hot  with  many  stations  reporting  100°  or 
higher  on  July  4th.   Newark  and  Paterson  each  had  105°.   Though  average 
rainfall  was  below  normal ,  heavy  rains  occurred  at  Freehold  and  Lambertvill 
on  the  13th,  Trenton  on  the  17th  and  Ridgefield  on  the  30th. 

AUGUST:  August  was  considerably  hotter  and  drier  than  normal.  The  week  of 
6th  to  12th  was  the  hottest  week  of  the  summer  with  readings  of  100"  or 
higher  at  15  stations.  While  at  most  places  it  was  not  as  hot  as  on  July 
4th,  Plainfield  reported  106°  on  the  11th,  State  maximum  for  the  year.  Thi 
was  within  2'  of  the  State  record  for  August.  There  was  a  cool  period  fron 
the  18th  to  23d,  but  it  was  unusually  hot  again  the  27th  and  28th.  Rainfal 
averaged  82  percent  of  normal  and  monthly  totals  ranged  from  1.42  Inches  at 
Moorestown  to  11.26  inches  at  Toms  River.  Heavy  rains  were  3.40  inches  at 
Toms  River  on  the  13th  (within  2  hours);  4.52  at  Belmar  on  the  31st;  and 
3.23  at  Indian  Mills  on  the  31st. 

SEPTEMBER.  The  month  was  cooler  and  slightly  wetter  than  normal.  It  was  ., 
the  first  month  since  October,  1948  to  average  cooler  than  normal  and  the  , 
coolest  September  since  1940.  The  coolest  weather  was  around  the^25-26th,  ■■ 
but  no  damaging  frosts  occurred.  There  were  several  days  with  80°  tempera-)] 
tures.  Tropical  storms  did  not  account  for  much  of  the  rainfall  of  the 
month!  A  hurricane  of  marked  intensity  passed  several  hundred  miles  east 
the  Jersey  coast  on  the  9th. 

OCTOBER-  The  month  was  considerably  drier  than  normal  and  was  the  second 
warmest  October  of  record  in  the  State.  It  was  lnusually  warm  4th  to  15thi 
and  20th  to  23d.  Some  stations  had  90°  readings  on  the  10th  and  11th.  It 
was  cool  the  27th  to  29th  and  the  first  generally  killing  frost  was  on  the 
morning  of  the  28th.  Most  of  the  month's  rain  fell  during  the  last  week. 
The  month  was  favorable  for  harvesting  crops  and  moisture  was  adequate  for 
fall  seeding. 

NOVEMBER:   The  month  was  normal  for  temperature  but  had  only  about  half  th* 
normal  precipitation.   Water  shortage  for  industrial  and  residential  use 
became  acute  in  North  Jersey.   Snowfall  was  of  little  Importance.   Tempera' 
ture  range  was  from  80°  at  Runyon  on  the  11th  to  2°  at  Layton  on  the  28th. 

DECEMBER:   The  first  half  of  the  month  was  mostly  colder  than  normal  but 
the  latter  half  was  mild.   The  coldest  was  -1°  at  Layton  on  the  10th,  but  , 
most  stations  did  not  record  as  low  as  10°  during  the  month.   Several  cold 
waves  which  overspread  the  central  part  of  the  country  did  not  reach  the 
eastern  seaboard  in  strength.   Precipitation  was  frequent  but  totaled  only 
83  percent  of  normal  and  the  water  shortage  in  north  Jersey  increased. 

Snowfall  was  light. 
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1.11  I  4.70 


October 


1.05 
1.03 


3.19 
3.35 

3.59 


1.05      2.91 


3.04 
3.64 
5.21 
6.77 
5.14 

2.07) 
6.85 
5.26 
1.45 
2.80 


1.32 
-2.51 
■1.65 


6.25 
6.22 
2.23 
1.66 


3.20 
2.76 
4.75 


5.45 
3.70 
3.08 


2.31 
3.61 
3.00 


1.79 
5.04 
3.78 


2.35 
3.45 
4.76 


4.28 
3.41 
5.35 
3.99 

3.51 
3.38 
3.21 
1.67 
3.16 


3.73 
7.33 
1.54 
4.26 
4.21 

4.08 


3.05 
5.36 
2.50 


3.69 
2.49 
2.46 

2.38 
1.70 
3.40 
2.93 
0.95 

2.19 


2.26 
2.05 
2.56 


5.55 
-2.65 
-2.96 


3.49 
4.78 
3.27 


5.23 
3.64 
3.53 
4.14 
3.99 

5.04 
3.44 
3.53 
3.69 
5.25 

5.53 

3.96 
3.05 
5.23 
4.06 


.10 
1.47 


December 


Annual 


2.37 
2.00 
•1.39 


1.37 
1.77 


3.80 
1.64 
1.33 


2.21 
4.44 
2.32 
2.53 

3.19 
1.48 
1.64 


1.84 

1.54 

1.52 
1.22 
■2.48 


2.71 

3.00 
1.84 
3.85 
3.59 
2.51 

2.02 
2.08 
1.59 
2.60 
1.48 

2.26 


2.06 
1.73 
4.25 
2.66 


1.47 
2.13 
3.04 


1.77 
1.38 
3.43 


1.87 
1.64 
2.41 
3.28 
3.07 

2.76 
2.74 
2.55 

4.11 

2.15 
1.67 
1.65 
3.13 


•1.39 

-2.20 
-  .96 
-1.73 

-1.40 


1.05 
2.05 

2.10 
■    .59 

2.02 

-2.57 
•2.77 

-2.12 

■1.00 

•1.78 
-1.81 

-2.31 
-2.31 


1.69 
2.27 
1.26 


2.60 
1.39 
1.50 


2.15 

2.84 
1.96 
4.15 

3.63 
2.55 
2.30 
5.38 

2.05 
3.70 
2.48 

3.28 

2.99 

2.57 
2.68 
4.16 

2.87 
2.22 
2.58 
2.31 
3.45 


1.03 
3.52 
1.09 


50.95 
40.19 
45.50 


x   2c: 
-    1.43 


39.93 
40.61 
36.97 

37.05 
38.68 
35.73 

40.74 

41.55 

S.56 
38.87 
35.20 

27.52 
33.57 
39.93 
35.36 


9.14    ] 


6.5: 

6.56 


41.48    -   ■ 

35.70 

42.70    -    5.3i 


2.74 
2.57 
2.61 


2.40 
2.58 
2.40 


-    .40 
-1.93 

2.07 


40. S8 
33.28 
33.70 

27.50 

44.21 
35.28 
38.18 
39.00 
42.31 


10. S' 

9.0, 

1.3 

7.3 

9.6 

-7.9 

5.? 


2.28 
2.15 
2.39 


2.47 
2.79 
3.08 

3.11 

3.09 
3.31 


3.22 
2.54 
3.12 


39.42 
40.32 
43.29 


41.71 
34.06 
39.08 
36.28 


43.43 
39.79 
37.09 
37.22 


13.'' 
6.! 
5.7 


3.S 

1.1 


2.71 
1.46 
1.17 


3.78 
2.78 
3.05 
2.84 
2.78 

2.14 


29.68 
43.05 
35.40 
39.33 
38.57 

42.92 
36.39 
39.22 
41.97 
38.94 

46.44 
40.02 
36.52 


5  .  I 
-12.1 


So*  ret«t«nco  note*  following  Station  Index 


TEMPERATURE  EXTREMES  AND  FREEZE  DATA 


lap 


Date      Lowed      iw. 


101 

mi 


;-  s 


7-    4 
7-    4 


100 

too 

101 


7-    5+ 
7-    4 
7-    4 

7-30+ 
7-    4 


isl< 

too 

S     11 

;is 

101 

7-    4 

99 

7-   4 

ito\  9  mi 

100 

7-    4 

• 

100 

8-10 

100 

7-    4 

100 

7-   5 

(PORT 

100 

7-   5 

98 

7-    4+ 

'.INS 

100 

7-   4 

•  ARK   »T>    U'IPORT 

105 

7-   4 

MOK 

99 

7-   4+ 

3-    1 

1 

4 

2-   3 

2-13 

1 

S 

3-12 

2-13 

B 

3-    3 

1 

3-30 

in 

3-   3 

8 

3-13 

4 

3-30 

5 

3-   3* 

18 

5 

3-20 

4 

3-    3 

1 

12-10 

100 
105 


7-   5 

7-    5 


Mrros  i  v 

ILLIFSTORC 
VINFIELD 

EASANTVILLE 


;<IDY  HOOK 

JERV1U  1 


NO    2 
KB    CITY 


1    S 
5DST0WN    2    N» 


97 
104 


100 
98 


0!' 
99 


8-10 

7-  5 
7-  4 
7-  4 
7-   4 


7-   4 
8-12 


6 
18 

3 

13 

9 
3 
IS 

7 


99 

7-  5 

8 

100 

7-   5+ 

2 

106 

8-11 

6 

99 

7-   6+ 

11 

101 

7-    4 

10 

100 

7-    4 

10 

103 

7-28 

2 

19 

1 
1 
12 


2-  3 
3-20 
2-    3 

2-  3+ 

3-  3+ 
2-    3 
2-    3+ 
3-20 

3-20 
2-    3+ 
2-12 
2-    3 


12-   4 
2-   3+ 
2-12 
2-   3 
2-   3+ 

1-30+ 
3-20 
2-    3+ 
2-   3 
2-   3 


below 


4-    5    (23") 


3-21  (22    ) 

3    19  (16    I 

3-21  (20°) 

4-5  (24) 

3-20  (16°) 

:i-2i  (20   ) 

II  ■ 

I  (22) 


10  ,  16'  ) 

3-20  (13    ) 

3-21  (11     ) 

3-20  (15    ) 

3-21  (19    ) 

4-    5  (24    I 
3-21 

3-21  (24°) 

3-21  (22°) 

3-21  (2(1    ) 

3-21  (24    ) 

3-21  (24) 

3-20  (16°) 

4-11  (24    ) 

3-20  (14°) 

3-20  (20°) 

3-21  (18') 

4-    5  (24    ) 

3-21  (24    ) 

3-20  (18°) 

3-20  (16°) 

3-21  (21°) 


below 


4-    5    (25    ) 

3-21  (25) 
4-29    (27") 

4-29  (27) 
3-21    (25    ) 

3-20    (27  ) 

4-    5    (27  ) 

(28  ) 

3-21    (21  I 

4-29    (28  I 

4-    5  (27    ) 

4-29  (22    ) 

3-21  (20    ) 

4-29  (28    ) 

4-29  (28°) 

3-21  (25°) 

3-21  (25    ) 

3-21  (11    ) 

3-21  (26    ) 

3-21  (19 

4-29  (27  ) 
3-21  (22  ) 
4-  5  (26°) 
4-  5  (28°) 
4-   5    (28°) 

3-21  (24    ) 

3-21  (24    ) 

4-    5  (28) 

4-12  (28) 

3-21  (26    ) 

3-20  (20°) 

3-21  (18    ) 

4-29  (28    ) 

3-21  (24°) 

3-20  (18°) 

3-21  (27  ) 
3-21    (21°) 


below 


| 

4-29    (29° 

l 
4-24    (32° 

4-30  (30" 
4-17    (32" 

4-29    (32 

4-29  (28' 
3-21  (28° 
4-29    (28 

4-29  (31 

5-29  (31° 

4-    5  (30' 

4-29  (28 

5-12  (32' 

4-12  (32° 

4-12  (32 

4-29  (29° 

3-21  (26° 

4-   5  (29° 

5-30  (31° 

3-22  (31° 

4-29  (31° 

4-29  (32° 

4-29  (31° 

4-12  (32° 

4-    5  (31° 

4-12  (31° 

5-30  (30° 

3-21  (26' 

3-21  (30° 

4-29  (30° 

4-29  (28° 

3-21  (24° 

3-21  (30° 

4-12  (31° 
4-   6    (31° 


10 

|  11     1 
ii      6   1 


lo-l , 

9-28  (31    ) 

I 

10-2. 

I  1       i.  (27    ) 
10-2>- 

10-27  (29    ) 

11-   ('.  i 

10-27  CIO    1 

10-27  (31    ) 

9-26  (32") 

10-27  (32    ) 

10-28  (32    ) 

10-27  (27' ) 

10-27  (32    ) 

10-27  (11 

10-27  (28°) 

10-28  (32°) 

10-28  (27°) 

10-17  (32°) 

11-    6  I 

10-28  (26°) 

10-28  (28°) 

10-28  (29°) 

10-28  (26°) 

10-28  (31°) 

10-28  (29°) 

10-27  (28°) 

10-28  (32°) 

11-22  (28°) 

10-27  (31    ) 

10-27  (31°) 

10-28  (30°) 

11-  6  (31°) 


10-28    (32°) 


balow 


(22    ) 

11-  6  (27°) 
11-   (. 

,    >o 
(27) 

11-    6  (27    ) 

10-28  (27    ) 

10-28  (22    ) 

11-19  (23) 

10-28  (23    ) 

10-28  (27  ) 
10-25.(28°) 
10-28  (28) 
11-22  (20) 
10-27    (27°) 

11-   6  (28°) 

10-28  I 

10-27  (28°) 

11-22  (22     ) 

10-28  (27°) 

11-   3  (28°) 

11-22  (24    ) 

10-28  (2C/  ) 

10-28  (28°) 

11-  6  (25°) 

10-28  (26°) 

11-   6  (27°) 

11-   6  (28°) 

10-27  (28°) 

11-22  (25°) 

11-22  (28°) 

10-28  (25°) 

10-28  (24°) 

11-   6  (28°) 

11-22  (25°) 


11-19  (28°) 


t»el..w 


btlO  w 


I  -  I 

11-22 
11 -22 


la     ii 

lo-2> 

(22  ) 

11-23 

11-23  (18 

11-22  (24  ) 

11-23  (20  ) 
11-22 

10-28  (22  ) 

11-19  (23  ) 

10-28  (23  ) 

11-22  (21  ) 

10-27  (23  ) 

11-22  (24  ) 

11-22  (20  I 

10-28  (22) 


11-23  (13°) 

11-22  (19) 

11-22  (22°) 

10-29  (21 ■) 

11-23  (23  ) 

12-30  (24  ) 

11-17  (24') 

10-  8  (24  ) 

11-22  (22  ) 

11-23  (24  ) 


11-23  (21°) 


222 

247 
240 

24H 


206 

248 
247 

221 
247 

249 
246 
206 
244 
221 

246 
181 
246 
247 
221 


11-22 

(19°) 

247 

11-22 

(21    ) 

247 

11-17 

(24    ) 

241 

11-22 

(22    ) 

247 

11-22 

(24    ) 

246 

11-17 

(24    ) 

226 

11-22 

(24°) 

246 

11-22 

(24°) 

246 

11-23 

(19) 

247 

11-22 

(24°) 

246 

247 
246 
247 
231 
248 

285 
241 
205 
246 
248 


247 
206 
206 
221 
247 


152 

230 
230 

182 
240 

211 
206 
182 
243 
182 

206 
179 
221 
207 
181 

231 

221 
220 
246 
221 

188 
246 
206 
206 
215 

221 
230 
215 
198 
246 

247 
221 
182 
240 
247 


247 
191 

1B1 

1H1 

206 

140 

123 

1K1 

206 

187 

180 
194 

182 
181 
230 
181 

181 
120 
205 
182 
168 

198 
198 
181 
221 
206 

140 
229 
182 
182 
182 

209 
206 
199 
150 
221 

246 
181 
181 
221 
230 


TOTAL  EVAPORATION  AND  WIND  MOVEMENT 


DEW    JERSEY 
1949 


■ 

Station 

Ian. 

Feb. 

Mai 

Apr. 

May 

June 

July 

Aug. 

Sept. 

Oct 

Not. 

Dec. 

Annual 

Departure 

ti   normal 

aSANTVILLE 
IY0N 

EVAP 

DEP 

WIND 

EVAP 

DEP 

WIND 

1.67B 

1.46 
.36 

2.25 

.72B 

1.68B 
-2.52 

.65 

6.68 
.96 
891 

2.75 
-2.34 

6.04 

-  .03 
591 

4.41 

-  .80 
315 

6.48 
.04 
376 

6.29 
.65 
172 

4.49 
-1.15 

4.88 

-    .19 

1063 

1.99 

-2.13 
173 

2.00 

-    .62 

274 

See  reference  notes  following  Station  Index 
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STATION  INDEX 


Sutio 


County 


,i«m.'  i  m  oai 
i  ». 

WARREN 


IMS    l«i"» 
ATO WORTH 


IS    SERVICE   BUILDING 


ILLS 
s  *■ 

FALLS    WATER  CO 


CAB  ■  - 

I  BBJUU   >-■■ 

rii«B»m  *ni> 

CABDIN 

BURL  I  NO  TOM 
SISSEX 

MLn 

PI    NAY 

ES8RX 

r  ASS  AH 
MORR  I  .< 
BURL  I  KG  TON 

GLOUCESTER 

HUNTERDON 
8US3RX 
SAL  KM 

OR  101 


KSSBX 
HUNTERDON 
CDNBUU  UD3 

■OJDJ  ii  Iff, 

GLOUCESTER 
WARREN 

PASSAIC 
ATLANTIC 
MERCER 


0900    MKRCXR 
4229    BUR1  INl.TVtN 
4  260    ESSE* 
OSS    HVOSOM 

4  596    OCEAN 


3M    VALLEY 
IBJBIRTON 
(COPIK    INTAKE 


OCEAN 

hunterdon 
susskx 

PASSAIC 
MONMOUTH 


5003    MORRIS 
50SS|BURLINGTON 
5071    PASSAIC 


SB  35 

\»  Irt 

SB  4B 

SB  t* 

SB  S3 

1Q  00 

«i  or 

40  4  5 

3B  .'» 

SB  S« 

40  S2 

41  OS 
|Q  it 

:i»  4« 

Jf  || 


40  SO 
40  49 
40  SO 
SB  14 
40    IS 


7  4  ■»« 

7  4  34 

75  14 

7S  14 

74  M 

■ 

74  31 

73  3» 

74  S7 


7S   OB 

74    S3 

74     47 

73  30 

74  14 

74  ia 

74  17 
74  17 
74    S3 

73  10 

74  17 


.1*    43  75    O? 

40    5?  74    Si. 

4  1    08  M    M 

40    16  74    31 


40    17 

39  48 

40  43 
40  44 
40    02 


74  32 
74    45 

74  15 
74  04 
74    19 

74  13 
74  57 
74    50 

74  14 
74    00 

74  46 
74  4S 
74    24 


lo 

tablfJ 


t    8    3 
1    J    3 

i  a  s 


i  a  3 

1  2  3 

i  a  3 

i  a  s 


i  a  3 

2 

i  a  3 

2 

1    2    3 

2 

I    2    3 


1  2  3 
1  2  3 
1    2    3 


Sutio 


"■ 
• 

MARI  TON      I      * 

MAVB    I  IK 

MIDI. AMI.    PANE 

*  ■ 
■     ■ 

mii  roi 

-  - 

.  uKS     I     « 

REMARK     ||      \  t  MI'OUT 

ME"    HXB*!"HH    >»»'    STATIOB 

Nil    Mil  M)KI> 

io»n>s 

,>4I     Hii~ 

ORANGE 

p  Arm '.on 

PEMIIFRTON    I    I 

| 

PHILLIPSBURC    [iRlDOl 

Pl.AlNFlKI.il 

PLBASAN i , 

PRINCETON   MATER   MORES 

yl'AHH.M-S 
RAM  AY 

R1DGEF1KLD 

RING MOOD 
TrUNNEMEDE 
RUN YON 
ROmiTOU 

8ANDT    HOOE 
SBABROOE 
SOMEfiV ILLS 
SPLIT    ROCK   POND 
SPRINGFIELD 

SUSSEX 
SWEDESBORQ 
OwbTJBOOORO   S    NW 
TONS    RIVER 
rBXHTOI    NO   2 

TRFNTON    MB   CITV 

TUCKERTON 

VINELAND 

WANAQUF    RAYMOND   DAB 

WATCHUNG 

R8TFIBU) 

WOODCI.IFF   LAKE 
MOODSTOMH    2    NW 


V4I 

■Ml 

'.  14.. 

-.-,.1  i 

1001 

■,/..'. 

OOM 
0001 

..i  «.. 
..  l  ;  / 
1. 1.,.. 

01  r- 
004  '■ 


*   <iinty 


OUBJ    [801DR 

ma  - 

MORR IN 
BOHR  in 

BBBEE 

MIDDLESEX 
1IKRCEN 
SUSSEX 
PASSAIC 

ISSIX 

PASSAIC 
BURLINGTON 
WARREN 
WARREN 


7131    ATl.AM  II 

t;i3h  ner<h< 
7372  hunterdon 

7393  UNION 


BERGEN 

PAS.SAK 
CAMDEN 
MIDDLESEX 
BIMtl  n 

MONUOUTR 

CUMBERLAND 

SOBERSET 

MILTON 

UNION 

auasn 

GLOUCESTER 
GLOUCESTER 

Of  FAN 
MERCER 

MERCER 

OCEAB 

CUMBERLAND 

PASSAIC 

UNION 

UNION 
BERGEN 
SALEM 


in  ii 

SB  54 

SB  27 

40  SB 


,,     ,,,     -. 

1 1 40 

3    41    03 

40  47 

40  55 

10  BO 

40  41 

40  43 

40  SD 

39  2  3 

in  i; 

40  34 

in  10 

40  30 

41  OR 

39  31 

40  30 

40    49 

40    2S 

39  30 

40  33 
40    58 

40  43 

41  13 
39  45 
39   47 

39  57 

40  14 

40  13 
39    36 

39  29 

41  02 

40  40 


74     14 
74    S3 

74    44 
74   OB 


74    32 
74    57 

N     10 

74    10 

74    27 
7  4  oa 


40    39 


74     10 

74  41 

73  13 

75  12 

74  25 
74    31 

74  40 
74  57 
74    15 

74    00 

74  16 

75  04 
74  20 
74   07 

74  01 

75  14 
74  37 
74  28 
74  18 

74  36 

73  19 

75  24 

74  14 
74    4fi 

74    46 

74  20 

75  01 
74  18 
74    25 


Ymi.  -.1 


OpwBBOKl 

.,■  .  I ■«•*•) 


Rti-Bj 

UbltMJ 


1    2    3 
1    2    3 

I    2    3 


1    2    3 

12    3   4 
1    2    3 


1  2  3 
1  2  3 
1    2    3 


1 -COASTAL.       2-DBLAWARB;       3-GREAT   BGG   HARBOR.       4-H.ACETNSACE 


-MAI-RICE;   7-BULLICA, 


t  l.asewood  2  ENE 
t  Runnemede 


CHANGE  OF  NAMES 
Formerly  Lakewood  1  SHE 
Formerly  Runnemede  1  W  p 


o    November  1948 
August  1948 


REFERENCE  NOTES 


se  otherwise  Indicated , 
ipltatlon  and  evaporatL 

n  the  standard  Weather 
following  Table  4 . 


(2  SSW)  Indies 


sed  in  this  bulle 
nd  loveaeat  Id  all 
foot  diameter  unl 


Index   are  assigned 
t e.   Figures  and  lett > 
les  and  direction  froi 


e  in  "F; 
by  foot 


a  state  basis.  There 
following  the  station 
be  Post  Office. 


nd  December 


The  subscription  pr 
script  ion  inc ludes 
addressed  to:  Weath' 


Also  later  dates  or  months. 
Adjusted  to  full  month. 
Water  equivalent  of  snowfall  wholly 
or  partially  estimated,  using  a 
ratio  of  1  inch  water  equivalent  to 
every  10  Inches  of  n*w  snowfall, 
1  to  10  days'  record  slsslng;  see 
■onthly  Cllmatologlcal  Data  for  de- 
tailed daily  record. 
Station  equipped  with  a  recording 
gage  only. 

Trace,  an  amount  too  small  to  measure. 
Includes  total  for  previous  south. 

e  for  this  bulletin  Is  13  cents  per  copy  or  $1.50  a  year, 
e  annual  summary  .  )   Correspondence   regarding  subscript  mm 
Records  Processing  Center,   430  Post  Office  Building,   CI 


Yearly  sub- 
ehould  be 
ttanooga  2. 


t.R.p.C.  Chattanooga,  Teun.  6/12/50 
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CHATTANOOGA:  1960 


NEW  JERSEY  -  JANUARY  1950 
A.  E.  White,  Section  Director  -  Trenton 
Weather  Summary 
This  was  the  warmest  January  in  New  Jersey  since  1932,  and  one  of  the  ^f^/^fi^/;^^' 

ab!v!i?tle  sunshine  except  for  the  southeast  coastal  area  where  sunshine  was  near  normal  as 
indictee  Dy  the   Atlantic  City  records.   Strong  winds  were  registered  on  several  days,  with 
gales  in  the  coastal  areas  on  the  7,  11,  and  14th. 

-  +■  .~^  /%-p  An   7°   th«>  nvpraee  excess  at  the  various  stations  was  9.8°. 
With  a  State  average  temperature  of  40.7  ,  the  arf*af?  **ce|*k  averaged  20°  above  normal  at 

Tre^an^a^^^^ 

to  be  the  warmest  first  half  S^^^*™"**   J  ^  /    20t   e    h  "onSly  average 
remarkably  warm  but  colder  weather  about  the  8  9,  12   SmSSSature  records  for  January  were  set 
slightly  under  what  it  was  in  1932  and  1890   New  nig     P      ^    ^  ^  ^   ^  lowegt 

rL^aed^s'^^rtwo^^a^onrorthf^r  The  highlst  monthly  mean  was  45.9°  at  Belleplain 

and  the  lowest  34.2°  at  Newton. 

A^*i~i~n+    *+  »n  stations  except  a  few  in  Sussex  and  Warren  counties.   Light 
Precipitation  was  deficient  at  all  sj£tions  except  a  month   There  was  a  wet  per_ 

amounts,  practically  all  r"n-  ^purred  treo^enT^y    that  period,  a  large  percentage  of  the 
iod  with  daily  rams  from  the  27th  to  31st  ana  curing  "^L+^  otaIp  was  %   46  inches  which  was 

r».  Ref  SanSle^'plain  2.52  inches,  or  1.12  belo.  normal;  for  the  Southern  Inter  or  2  02 

ma^iany  liSilST^^' J^S^Sl.'~-SSSl'-iS.,SS:,^S-  i.  the  extreme  north 

recorded  as  much  as  2.0  inches. 

The  unseasonably  .arm  weather  caused  swelling  of  buds  on  maple  trees  and  sh rubs  during  the 

holding  back  vegetation. 

™— rfin'norS  S^^^ 
at  low  stages. 
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by    the  Corps   of    Engineers.      These   transfers   averaged   about    $250   000   per    7J« 

tween    1940   and   1944,    and   nearly   *37*-000.s^*   ^ton   OOo'oer    year   to   provide 
the   Department   of   Agriculture   transferred   ^outJlOO.000   per    yea      to   p      ^^ 

terred'ab^'s^OOO  S^S   « meet^e    increa^   needs   of   their   program    in 
the  Western   States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins  »"ch 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unite 
States  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
publac°dissLlLtion  of   thedata,    distribution   being    lim   ted     < >   cooperat   a 


list   of    locations   where   rei 
ydrologi^Bulleti^Ser    es   j„   j^ajbl^or 


encies  and  to  certain  public  repositories. 


may  be  obtained  upon  application  to  Chief,  U.S. 

25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 

trough  the  cooperation  of  various  public  offices,  private  agencies,  an 

individuals  as  listed  in  the  Station  Index. 
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SUPPLEMENTAL    DATA 


■n  jiuiiT 

JAKIIAKT     l»IMI 


Wind  dbMttoa 

Wind        BMd 

in    p    h 

H#»Utiv»     humidity    tvfiigti 
ptlQM.1 

Numbai  ol   i.y.  with  precipitation 

l(i 

! 

Hi 

ill 

lis 

Station 

| 

131 

1 

< 

Ji 

I    1 

i] 

■ 
O 

■ 
t-  N 

a 

a 

] 

s 

1 
3 

3 

8 

* 

li 

3 

KIULNTIC   CITY   IB 
UOKi".   BMNCB 
WIARK    »H    AP 
TRENTON    Wll    lin 

NK 

22 

19 

18.1 

13.2 

10.6 

9.2 

43 
51 
42 

35 

■ 

NW 

wsw 

N* 

M 
14 
M 

7 

71 

78 
75 

61 

63 

69 
68 

4 

11 
9 

8 

6 

7 

4 

7 
7 

2 

1 
0 

0 

0 
0 

0 

0 
0 

11 

25 
23 

52 
27 

17 

8.2 
6.0 
8.3 
8.5 

834 

878 
758 
697 
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Temperature 
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1888 
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1895 
1896 
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1906 
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30.8 
27.3 
28.4 
25.4 
36.2 

41.3 
34.2 
29.9 
21.6 
34.2 

28.1 
28.6 
29.0 
32.6 
30.1 
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30.4 
28.4 
30.4 
23.2 
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36.5 
31.8 
31.8 
33.2 

67 
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59 
60 

59 
67 
54 
61 

64 
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60 
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58 

60 
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-12 

4.08 
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3.86 
4.77 
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2.29 
6.57 
5.13 
3.04 
2.34 

4.66 
1.66 
2.80 
4.20 
4.01 

3.85 
2.52 
3.28 
3.90 
3.09 

4.18 
2.85 
3.50 
3.74 
3.18 

9.7 

11.5 
9.7 
6.0 
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8.6 
6.4 
15.6 

21.3 
3.1 

10.3 
9.9 
7.5 
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9 

10 

10 

10 
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11 

11 
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11 
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10 
10 
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11 
14 
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0 
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1912 

22.3 

58 

-32 

2.82 

13.4 

13 

1913 

39.5 

68 

10 

3.58 

0.8 

14 

1914 

31.9 

73 

-12 

3.85 

2.4 

9 

1915 

33.5 

61 

3 

6.55 

3.4 

12 

1916 

35.1 

74 

-    2 

1.50 

1.9 

11 

1917 

31.4 

58 

0 

3.26 

5.4 

13 

1918 

20.3 

56 

-16 

4.14 

18.9 

11 

1919 

34.1 

62 

-   7 

3.51 

1.3 

8 

1920 

23.6 

53 

-10 

2.60 

6.6 

11 

1921 

33.0 

63 

-    5 

2.63 

2.7 

9 

1922 

27.6 

57 

-11 

2.62 

11.1 

8 

1923 

30.1 

66 

-14 

5.22 

16.6 

12 

1924 

32.2 

65 

-    6 

4.48 

1.4 

8 

1925 

27.4 

59 

-20 

4.43 

22.8 

10 

1926 

30.8 

63 

-    9 

2.61 

2.4 

9 

1927 

29.2 

70 

-12 

2.22 

7.9 

11 

1928 

32.5 

65 

-15 

2.26 

3.3 

8 

1929 

30.7 

67 

-    4 

3.49 

1.6 

10 

1930 

31.7 

72 

-14 

2.92 

5.9 

10 

1931 

31.6 

64 

-    5 

2.16 

1.6 

5 

1932 
1933 

42.4 

38.5 

76 
67 

18 
2 

4.50 
2.39 

1.5 

1.2 

13 
8 

1934 

33.6 

64 

-   1 

2.59 

0-2 

8 

Year 

Temperature 

Precipitation 
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1 
i 

e 

I 

1 

•31 

°0 

o  ~ 
Zp 

1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 

Period 

28.2 
27.2 
40.3 
31.0 
30.9 

22.4 
29.4 
28.9 
30.3 
32.5 

24.4 

32.7 
36.7 
24.1 
38.0 

40.7 

30.9 

65 
59 

72 
68 
65 

62 
58 
66 
63 
69 

60 
68 
76 
52 
68 

76 

-26 
-15 
9 
-19 
-10 

-13 

-  7 
-23 

-  2 
-10 

-10 

-  5 

-  1 
-22 

8 

5 

4.00 
6.34 
6.30 
3.64 
3.98 

1.95 
3.47 
2.98 
2.97 
3.50 

3.04 
1.76 
3.71 
4.78 
5.99 

2.46 

3.61 

15.8 
9.1 
2.2 
4.0 

10.2 

5.6 
8.8 
5.5 
7.3 
4.3 

13.0 
2.3 
4.8 

16.9 
5.6 

0.5 

7.2 

11 
13 
16 
12 
11 

7 
10 

7 

10 

7 

9 

8 

12 

13 

12 

See  reference  notes  following  Station  Index 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 
JANUARY  1950 


ATLANTIC  CITY  WB 

BELLE PLAIN 
BELVIDERE 
BOONTON 
BRIDGETON 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BL 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 

INDIAN  HILLS  2  HI  I 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 
LAYTON  3  HI  NW 
LITTLE  FALLS  WATER 
LONG  BRANCH 
LONG  VALLEY 

HILLVILLE  AIRPORT 
IIOORESTOWN 
MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

PEMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLA INFIELD 

PLEASANTVILLE 
RIDGEF1ELD 

RUNNEMEDE 

RUNYON 

RUTHERFOHD 

SANDY  HOOK 

SOMERYILLE 
SUSSEX 
TRENTON  NO  2 
TRENTON  WB  CITY 

WOODSTOCK  2  MI  NW 

SECTION 


Temperature 


44.3 
45. 4M 
37.8 
36.3 
43.9 

43.6 
36.7 
44.5 
37.0 
43. 3M 

44.4 
41.8 
37.2 
39.6 
42.4 

46.3 
41.6 
43.2 
39.1 
41.7 

40.7 
36.0 
38.4 
43.2 
36.4 

44.1 

42.6 
38.7 
40.3 
41.0 

34.2 
38.7 
43.3 
39.2 
40.1 

42.3 
39.3 
42.8 
40.8 
40.2 

41.4 

39.9 
36.0 
40.9 
42.3 

41.5 


11.8 

11.9 

9.9 

8.5 

10.2 

10.7 
8.5 
9.7 
9.7 


12.5 
10.9 

9.2 
10.5 

13.0 

11.3 

11.0 

6.8 

9.6 

10.4 
10.7 

9.2 
11.5 

9.2 


10.5 
10.5 

7.7 
8.7 
9.8 
10.6 
9.9 


10.1 

10.6 

9.0 

9.0 

11.8 


61 
72 
69 
70 
73 

73 

73 
66 


74 
73 
72 
74 
73 

76 
72 
75 
70 
76 

74 
71 
73 
76 


74 
73 
72 
74 


68 
72 
75 
71 
73 

73 

73 
75 
72 
73 


66 
74 
68 
73 


10 
26 
26 
27 
27 


26+ 
26 


26 
26 


26 
26 


26 
26 


26 
27 

26 
26 
26 
26 


27 
27 
26 
26 
26 


26 
26 
26 
26 

26 
26 
26 
26 
26 


20 
12 
14 
10 

19 


10 
11 
15 

15 
15 
11 
14 


5 
12 
18 

9 

15 
17 
9 
15 
13 


13 
12 
14 
12 

16 
14 
16 
15 
15 


9 
16 
18 


20 

9 

8+ 
20 


20 
20 

20 


20 
8 

9 


20 
9 
8 


No.  of  Days 


Precipitatio 


2.48 
2.20 
3.37 
2.71 
2.24 

1.93 

2.62 
2.34 
2.88 


1.96 
2.86 
2.45 
2.68 
2.20 

2.11 
2.03 
2.15 
-2.68 
2.22 

2.42 
3.47 
2.61 
1.80 
3.19 

2.44 
1.40 
2.82 
2.42 
2.37 

2.68 
2.53 
1.63 
3.60 
2.48 

2.49 
2.23 
1.92 
2.51 
2.39 

2.13 
2.60 
3.80 
2.37 
1.83 


1.01 

1.33 

.30 

.62 

1.28 

1.50 

1.17 

1.06 

.77 


1.46 
.57 

.90 
1.76 

1.71 
1.38 
1.72 
.86 
1.63 

1.13 

.53 

1.10 

2.32 

.01 


1.38 
1.26 

.64 
1.20 
1.81 

.07 
1.36 

.87 
1.30 


1.83 

.99 

.52 

1.46 

1.48 


.61 
.64 
.85 
.62 
.68 

.63 
.57 
.75 
.68 


.60 
.55 
.52 
.66 
.65 

1.12 
.65 
.77 
.50 
.65 

.60 
.64 
.48 
.59 

.76 

.60 
.53 
.64 
.50 
.55 

.59 
.53 
.60 


.81 
.53 
.68 
.55 
.52 

.49 
.62 
.70 
.63 


Snow,  Sleet,  Hail 


31 
31 

11+ 


3    £ 


2.0 
.2 


1.0 
.2 
.9 
.3 
.4 

.4 

2.5 

1.3 

.2 

.5 

.6 
.5 
.9 
.5 


2.0 
.4 
.7 
.5 
.2 

0 

.3 

.5 

0 

.6 


T 
2.0 


.8 
0.5 


No.  of  Days 


21  + 
31 


19 
20+ 


16 

4 

0 

14 

4 

0   , 

11 

2 

° 

14 

4 

0 

18 

3 

0 

13 

1 

o 

15 

6 

0 

15 

4 

0 

13 

3 

„ 

0 

12 

4 

0 

13 

1 

0 

11 

5 

0 

13 

5 

0 

15 

4 

0 

13 

3 

0 

14 

6 

° 

14 

3 

0 

duplication   of   mmbers   within   a   Stat 


of    this   bulletin. 


REFERENCE    NOTES 
The    four    digit    identification    nu.bers    in   the    lade,    nu.ber   column   of    the   Station    .ndex   are   assigned   on   a   state   basis.      There   .ill    he 
yigures   and   ietters   folding  the   station  na.e ,   such  as   12  SSW ,    indicate  distance   in  .lies  and  direction   fro.  the  post   office. 

— -  - — -111  be  -ied  °niy  in  the  Tiirrr™  riir^ii::,  or  ^  t~ «. .  be ,« ta  „  _. 

Stations  appearing  in  the  Index,  hut  for  .hich  data  are  not  listed  in      tables,  evaporatlon  ln  lnches ,  and  wind  movement  in  .lies. 

xzss-vrjsxn-xxsi  ssxsxxsstjb.  ssssts  ustssvtsstu- -. - 

,1...  and  hall  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  .onths  will  be  carried  in  the  June  1 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  fro.  non-recording  gages,  unless  otherwise  indicated.  See  the  statlon  Index  for  observation  ti.e. 

,    11  „»,»  in  Table  7  are  for  the  24  hours  ending  at  tl.e  of  observation.   See  the  Station  inaex 
D.t.  in  Table.  3,  5,  6  and  snowfall  data  _  ^  ^  ^^  ^^  _  ^   ^   _  ,.,.,. 

Snow  on  ground  In  Tabie  7  is  at  observation  tl.e  for  al!  except  W, .her   u       n   C  _  ^    _  ^  ^^  ^  ^ 

-   or  -cumulateo^everal'days/onjy  tne  KlT-ilSi  day/are' shown  in  Table  4. 

t   A:ou„tBlnc?udedat.nrfol!owlngd:easure.ent,  tl.e  distribution  unxno.n. 

L'   Pre:iPit:?io„P:.a:uredaa;16"-hourely-  intervals,  no  recording  gage. 

B   Adjured  to  .«-»--*;.„  wholly  or  partly  estl.ated,  using  a  ratio  of  1  inch  water  equlvalent  to  every  10  inches  of  new  snowfall. 

E   Water  equivalent  of  »"°"'°"  ™l„g?  °ee  Table  5  for  detailed  dally  record. 

AR  ?„!s0en??,eina?!.0e'oro°bser^t^„Ecolu.„  in  Station  Index  .eans  after  rain. 

R   Station  equipped  with  recording  gage  only. 

T  Trace,  an  a.ount  too  small  to  measure. 

V   Includes  total  for  previous  <"°"ii'-  ,.       be  found  ln  Table  4. 

Z   Hourly  aoounts  from  recording  gage  at  the  sane  sue  .ay 


DAILY  PRECIPITATION 


Bwttioa 


i-ITT  »ll 

UMBO* 

Ul.tJ 

OUAK 

ULViraiuc 

LIN     1    MI    WEST 


uuivmvn 

'amstkar  reservoir 

zmw  brook 
sibtom 

AM.    MAY 
RDAK    GROVE 
.TUUIUn-TKUURO 

CHATHAM 
HATSWORT1I 
•LATTON 
MUTTON 
'DIVERS    LAKE 


(UUBKTfl 

CLlUBmiPORT 

EX    FELLS   SKRV   BLDG 
rLKMlNGTON 

rUXHOLD 

jLASSI'.OKO 
JRKAT    KKAIHWS 


JXXSF.Y   CITY 

LAMBLRTVIUA 
LAYTOiS    3    II    M 
LITTLE    FALLS    WATER   CO 
LONG    BRANCH 

LONG   VALLEY 

ejbee  ran 

MACOPIN    INTAKE 

■AHTILLE 

MARLBORO 

MARLTON    1    HI    WEST 
UTS    LANDING 
MIDLAND    PARE 

mLLYIl.LE 
MILLVILLE   AIRPORT 

MILTON 

MOORESTOWN 
HORJtIS    PLAINS 
NEWARK    WB    AIRPORT 
NEW    BRUNSWICK    EXP   STA 

Nil   HILFORD 

NEWTON 

QAE   RIDGE    RESERVOIR 

ORANGE 

WATERS ON 

PEMBERTON    i    HI    EAST 

PHILLIPSBLRG 
PHILLIPSBDRG  BRIDGE 
PLAIXFIELD 
PLEASANTVILLE 

QUAKERTOWN 
RABwAY 

RIDGEFIELD 
SING WOOD 
RONNXHXDS 

RONTON 

RUTHERFORD 
SAXDT  BOOK 
SEABROOK 
SOHERVILLE 

?PLIT  ROCK  POND 
SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  HI  NW 

TOKS  RIVER 
TRENTON  NO  2 
TRENTON  WB  CITY 
WAN A QUE  RAYMOND  DAH 
WATCHUKG 

WESTTIELD 
WOODCLIFF  LAKE 
W00DSTOWN  2  HI  NU 


D*y  uf  month 


.08 

.41 

.11 

.22 

50 

.50 

.03 

.01 

.12 
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.01 
.01 
.01 

.06 

.04 


02 
.02 


.01 

.01      .01 


.05      .03      .021     .03      .02 
.16      .06       .02      .01      .01 


.02      .01       .02 


.02       .01       .01 


.01      .03 
.17      »   " 

.01 


.01      .01      .01      .01      .02 
.01      .01 


.01 

.01       .01      .02 


.01 
.03 

.02 
.02 
.01 


.02 
.03 


02 

01 


.04 
.02 
.03 
.01 
.05 
.02 


.03 
.01 
.01 


.01 


M 

01 

02 

01 
.04 

01 


.02 
.01 
.05 
.01 
.02 
.02 
.02 
.03 
.01 
.01 
.03 


01 


.02 


.02 
.01 
.01      .01 


.01  .01 


02 

01 

02 

• 
01 

01 

0  I 

01 

.01 
.01 
.03 

.06 
.01 
.01 
.01 


.02 
.02 


.02 


.01  .01  .04 

.02  .02  .01 

.03  .01  .01 

.01  .02  .02 


.01      .01 
.01      .01 


.01      .01 
.01 


.02  .02  .01 
.03 
.01 
.02 
.02 


.01       .02      .04 
.01 


.01 
.01      .06 


.01       .01       .04 


.01 
.08 


.04 
.04 

M 
.02 
.08 

M 
.03 
.03 
.05 
.06 
.04 
.06 


.12 
.09 
.03 
.08 
.08 
.06 
.09 
.07 
.06 
.01 


09 
.24 
.30 
.33 
.07 
.07 
.30 
.31 
.31 
.12 
.07 
.03 
.05 

.29 
.26 
.19 
.25 
.06 
.07 
.29 
.11 
.22 
.31 
.24 


.36 
.49 
.04 
.07 
.06 
.20 
.10 
.03 
.16 
.03 
.01 
.07 
.28 


.08 
.07 
.06 
.04 
.23 
.09 
.09 
.02 
.07 
.05 
.04 


.61 
.32 
.52 
.37 
.65 
.69 


.45 
.59 
.66 
.54 
.43 

.49 
.08 

.30 
.39 
.49 
.46 
.31 
.49 
.49 


notes  following  Station  Index 


DAILY  TEMPERATURES 


NEW  JERSEY 
JANUARY  1950 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BEI.VIDERE 

BOONTON 

BR  IDG ETON 

BURLINGTON 

CANOE  BROOK 

CAPE  HAY 

CHARLOTTEBURG 

CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 

INDIAN  MILLS  2  MI  WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 

LAYTON  3  «I  P 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORE  STOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

PEMBERTON    1   MI    EAST 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 


Day  of  month 


MAX   46 

MIN   35 


51   52 
46   49 


MAX   46 


MIN 


US 
MI 'J 


MAX   41 

MIN   18 


60   58   67 
33   45   53 


46   54 
35   36 


41   44   58 
31   35   40 


MAX 

MIN 


54   57   60 
38   38   52 


45   35   23   13 


62 

52   40 

65   56 
47   42 

67  I  65 
51   50 


MAX   41 
MIN   26 


MAX   44 
MIN   17 


MAX   47 

MIN   27 


52   59   68   65   70 
36   39   57   55   48 


42   48   59   66 
31   34   42   45 


53   55   56   64   64 
33   35   48   49   41 


43   32 
31   15 


50   38 
34   10 


68   44 
41   25 


68   36 
36   19 


60   41 
33   14 


oTlO   11   12   13   14   15   16  J  17   18 


46   53 
30   45 


41 

25 


51   55 
34   35 


44 
!  31 


42 

19 


35   40   45   35   34 
14   32   32   22   29 


39   54 
12   36 


32   52   64 
20   32   44 


44   56   63 
16  138   40 


41   38 
20   21 


49  149   57 
25   25   42 


41   47 
25   31 


MA  X 


MAX 

MIN 


MAX 


MAX   41 
MIN   25 


MAX   48 
MIN   22 


MAX   42 

MIN   20 


MAX   43 
MIN   28 


MAX   48 
MIN   26 


MAX 
MIN 


MAX 
MIN 


45   53 
32   32 


56   65   69 
38   43   59 


57   59 
35   42 


59   67 
41   56 


46   48 
38   38 


53   60 
37   43 


54   62 

39 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


51 
33 


58 
33 


MAX   43 

MIN   28 


MAX   43 
MIN   20 


MAX   46 

MIN 


MAX 
MIN 


MAX   41 
MIN   20 


MAX   42 
MIN   28 


MAX   42 
MIN   24 


MAX   38 
MIN  115 


MAX   43 
MIN   23 


MAX   45 
MIN   24 


57 

37   46 


55   62 
36   43 


44   55 
33   36 


61   39 
27   21 


58   28 
30    9 


66   38 
38   20 


65   38 
35   22 


67  164 

56  154 

68  65 
56  56 

64  60 

55  144 

70  65 

53  55 

67 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX   46 
MIN   29 


MAX   42 
MIN   25 


57   54   59 
39   48  1 50 


61   65   60 
40   55   55 


60   69   66 
40   57   53 


62   67   67 
38   52   48 


59   67 
34   54 


41   57 
32   40 


43   43   60 
37   43 


56   60   68 
34   39   55 


46   55   65 
34  136   48 


50   58   67 
35   41   56 


50  |35 
32  !16 


38   51 
23   35 


63 
47 


44   33 
17   23 


45 
26 


32   45 
19   27 


43   45   40   46 
26  !  35   25   25 


59   45   49   39 
24   26   28   22 


63   60   50   41 
30   30   23   29 


51   50   42   51 
30   40   28   27 


GO   45   48   40 
20   30   21   18 


52   53   44   55 
33   42   33   30 


21  I  22  23  24  25  26  27  28  29  1  30  31 


55   35 
29 


50   32 
24   19 


48   64   63   37   58   61 
19   43   35   24   34   45 


39   46   53   41   47   61 
14  1 34   35   24   32   44 


4  2 
24 


48   56 
22   41 


49   51 
29   38 


39   50 
23   19 


42   57 
20   23 


40   54 
22   29 


35   32 
10 


51   53 
46 


41  46  1  44 
32  36  I  35 

36  44   52 

19  1 32   35 

42  ,51   54 
30  37   42 

50  58   70 

32  40   43 

39  J  49   53 

22  31   32 

53  60   58 


34  J  34   44   42   41   52   52 
12   18   30   24   28   34   24 


40   41   54   35   46   61 
11   33  134   19   29   43 


49   50   41 
29   38   26 


47 
24 


42   57 
16   40 


62   64 

16   57 


42   55 

16   36 


65 

31  '13 


35   52 
22   33 


61 
36 


61   36 
35   21 


63   38 

37   19 


51   34 
27   24 


62   36 
32   20 


59   34 
33   22 


47   35 
30   22 


54   43 
37   22 


61   42 
30   24 


35  126 


48   41   49 
33   27   25 


50   38   50 
25   28 


43   54 
21   29 


33   41 


40   49 
26   38 


51  1 31 
24   17 


52   28 
21   11 


132 
23   12 


43 


68 


54   58   58 
43   48   30 


72  i  70 
43   46  1 37 


45   69   64 
40   42   33 


44  1  48   70 


66   68  1 73 
40   40  40 


56   73   73 

41   38   37 


45   46  173 


48  I  52 
27   43 


58 

19  !  40 


35   46 
19   34 


54   48 
37   39 


40   52   56 

20   32   39   41 


51  155   51 
32"  40   39 


46   61 
32   43 


50   61 
33   44 


45   58 
32   36 


48   50 
24   37 


49   53 
22   35 


45   46 
30   34 


53   62 
34   44 


45   61 
31   42 


50 

20 


38   50 
24   23 


41   56 
15   22 


38   46 
29   30 


38   53 
19   20 


64   32 
31  1 18 


65   30 

31  [18 


57   33 
32 


66   37 

23   19 


27   37 
9   14 


50   64 
20   43 


45   63 
17   39 


38   39 
9  133 


41   51 
17   37 


42   49 
13   34 


21   40 
8   18 


25   42 
15   21 


46   60 
38 


55   46   38 


68   40 
35  1  16 


49   48 
36   20 


61   44 
30   23 


59   36 
29   24 


44   35 
35   20 


53   35 
28   26 


60  137 
35   21 


51  139 

34   18 


53   45 
37   23 


62   40 

36   22 


49   43 
37   23 


52 
36 


53   62 
39   40 


34   49 
25   33 


40 


38   50 
20   32 


65 


45   59 

41 


47  61 
32   39 


32   49 
20   32 


39   56 
24  1 37 


50   60 
33   45 


47   52 
30   37 


40  1 52 
28   35 


46   48 
25 


47  151 
30   35 


40   54 
19   18 


50   41 
27   25 


40   51 
27   29 


46   36 
25   22 


39  1 56 
21   33 


39  151 
26 


17   38 


46   56 
15   35 


53 

30 

36 
21 

65 

4  5 

52 
20 

50 
26 

33 
23 

63 

31 

35 
24 

58 
34 

38 
22 

3  9 
22 

28 
16 

39 
23 

40 
22 

45 
25 

38 


38   44   50 

18   27   37 


48   53   52 
29   37   34 


55   55   53 
31   41   43 


59   71 
40   39 


35 
19 


46 
33 


55   52 
39   40 


57   69 
40   39 


52   45 
42   41 


57   59 
41   35 


54   50 
38   37 


41   48   40 
28   35  132 


45   52 
34   35 


71   67 
38   30 


76   64 
37 


56   58 
25   43 


35   52 
10   26 


46   73 
41 


74 
39   39 


46   73 
39  1 40 


56   52 
42   41 


51   50 
38   35 


39 


33 


40   50 
21   38 


76   66 
40  128 


47  171 
39   34 


72   69 
33 


51.1 
37.4 


57.9 
32.8 


45.1 
30.5 


45.3 
27.3 


53.5 
34.2 


53.1 
34.1 


46.5 
26.9 


53.8 
35.1 


46.5 
27.5 


54.5 
32.0 


54.5 
34.3 


50.2 
33.3 


46.0 
28.4 


49.0 
30.2 


53 
18   36 


51.9 
32.8 


56.8 
35.8 


51.1 
32.0 


54.5 
31.9 


46.2 
31.9 


52.9 
30.5 


49.8 
31.6 


44.9 
27.0 


47.9 


52.6 
33.8 


45.3 
27.5 


54.5 
33.6 


52.0 
33.1 


47.9 
29.4 


48.1 
32.5 


50.9 
31.0 


42.8 
25.6 


47.3 
30.0 


54.1 
32.5 


48.0 
30.4 


48.9 
31.2 


52.2 
32.3 


47.0 
31.5 


53.1 
32.5 


51.0 
30.6 


See  reference  notei  following  Station  Index. 
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T»l'l«  5-Cootlnuad 

L 

Al 

LI 

1 

civ 

11 

tn 

Al 

Uh 

lUt 

lANIMIO 

D«r  «'t  i 

i  j  a 

l 

4 
j 

S 

a 

7 

a 

y 

10 

11 

13 

14 

IS 

18 

w 

1H 

20 

22 

38 

26 

73 
40 

AS 
32 

28 

37 
21 

:./ 
II 

14 

Ml 

i 

RVTHIRFOXP 

MAX 

MIN 

44 

n 

37 

.17 

5H 

aa 

47 

4'l 
4.1 

30 
33 

it 

18 

M 

43 

31 

34 
35 

4.. 
11 

81 

43 

30 
38 

81 
38 

10 

29 

Ml 
'.•'I 

1,. 
24 

.11 

l~ 

19 

29 

•1 
14 

46 
39 

1:. 

SANDY    lliX'H 

MAX 

MIN 

11 

47 
39 

41 

4H 

M 

88 

4,. 

30 
38 

IN 

4.1 
27 

4>l 
43 

M 
11 

40 
33 

Ml 
40 

59 

45      30 
33      36 

39 
29 

4M 
14 

34 
25 

:iii 
21 

11 

24 

SO 

IM 

•■  1 
H 

48 
41 

81 
■7 

66 
39 

83 
36 

4  1 
2S 

41 

4/ 

1    1 

47    M 
34.9 

SOMKKVIU  V. 

MAX 
MIN 

41 

n 

SO 
33 

57 
11 

■a 

34 

64 

4'' 

44 

31 

11 

18 

39 
11 

43 
34 

11 
11 

33 
31 

u 

42 

42      48 
24      35 

40 
27 

4N 
24 

4i> 
23 

11 

tl 

39 
22 

49 

11 

•,  1 

IB 

48 
36 

41. 
It 

74 
41 

63 
31 

40 
19 

10 
11 

49 
39 

4--    ■• 
11     2 

MAX 
MIN 

41 

M 

39 
33 

10 

.14 

04 
48 

81 

45 

47 

37 

«1 
30 

11 

in 

35 
9 

37 
33 

18 
■1 

11 

30 

:i7 
18 

56 
33 

48      46 
22      33 

38 
23 

80 

2:1 

39 

18 

11 

35 
16 

41 
27 

4' 

18 

44 

34 

4:. 

:i» 

68 
42 

83 
32 

34 
16 

4-. 
11 

47 
31 

•■'1 

44     1 
27.9 

TRENTON   NO   2 

MAX 

MIN 

43 

53 
34 

Ml 
37 

67 
14 

63 

to 

88 

84 

30 

30 
U 

43 
18 

61 

38 

.in 
17 

34 
33 

17 
11 

61 
39 

43      30 
26      35 

38 
26 

81 

11 

36 
22 

.12 
16 

39 
22 

50 
3  1 

81 

■1,1 

33 
42 

4.. 

73 
37 

59 

25 

40 
19 

.VI 

18 

31 
32 

29 

31. S 

ON   WB  CITY 

MAX 
MIN 

4.1 

u 

51 
37 

11 

44 

67 
57 

,14 
1] 

68 

■17 

«4 
31 

18 

45 

20 

62 
43 

„,i 
11 

34 
36 

17 
11 

61 

41 

45      50 
31      36 

39 
30 

:.2 
11 

33 
25 

,,, 
■.,1 

38 
24 

50 
35 

v. 
43 

S3 
44 

45 
11 

72 
41 

59 

25 

41 
22 

,1 

41 

S3 
31 

37 

11 

30.4 
34.2 

WOODSTOWN   III    w 

MAX 
MIN 

40 

M 

44 

29 

u 

H 

59 
51 

86 

63 
48 

62 
45 

45 
J  2 

35 
18 

1 

46 
28 

81 

4  1 

46 
24 

18 
18 

55 
39 

58      48 
27      29 

i 

48 
23 

18 

50 
23 

11 
16 

38 
19 

49 
31 

•IH 
17 

54 
37 

18 

(1 

61 
42 

74 
40 

41 
22 

,11 

27 

56 
38 

47 
30 

50.9 
32.1 

SNOWFALL  AND  SNOW  ON  GROUND 


NEW  JERSEY 
JANUARY  1950 


Station 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

il 

ATLANTIC  CITY  WB 

SNOWFALL 
SN  ON  GND 

T 

.5 
T 

T 

T 

BELYIDERE 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

CHARLOTTES  URG 

SNOWFALL 
SN  ON  GND 

T 

.5 

T 

CBATSWORTB 

SNOWFALL 
SN  ON  GND 

.1 

.1 

CLAYTON 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

FREEHOLD 

SNOWFALL 
SN  ON  GND 

T 
T 

.3 

HIGHTSTOWN 

SNOWFALL 
SN  ON  GND 

T 

T 
T 

.2 

T 

T 

INDIAN    MILLS    2    MI    W 

SNOWFALL 
SN  ON  GND 

.6 
T 

T 

.3 

T 

T 

LAKEWOOD 

SNOWFALL 
SN  ON  GND 

T 

T 
T 

T 
T 

.4 

T 

T 

T 

T 

LONG  VALLEY 

SNOWFALL 
SN  ON  GND 

.5 

MILLVILLE   AIRPORT 

SNOWFALL 
SN  ON  GND 

.6 

.1 

T 

MOORE  STOWN 

SNOWFALL 
SN  ON  GND 

T 

.4 
T 

.1 

T 

T 
T 

MORRIS   PLAINS 

SNOWFALL 
SN  ON  GND 

T 

.1 

.5 

T 

.3 

T 

NEWARK  WB  AIRPORT 

SNOWFALL 
SN  ON  GND 

T 

T 
T 

T 

.2 

.3 

T 

T 

T 

NEW  BRUNSWICK  EXP  STA 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

T 

T 

T 

T 

NEWTON 

SNOWFALL 
SN  ON  GND 

T 

T 

T 
T 

T 
T 

1.0 
.1 

T 

1.0 
.1 

PATERSON 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

.1 

T 

T 

.3 

PEMBERTOD   1  MI   EAST 

SNOWFALL 
SN  ON  GND 

T 

T 

.4 

T 

T 

.3 

T 

T 

T 

PLA  INFIELD 

SNOWFALL 
SN  ON  GND 

T 

T 
T 

T 
T 

.2 

T 

T 

T 

T 

T 

RIDGEFIELD 

SNOWFALL 
SN   ON  GND 

T 
T 

T 

T 

T 

T 

.3 

T 

RUNNEMEDE 

SNOWFALL 
81  OX  GND 

T 

.5 

T 

T 

T 

T 

SOMKRVILLE 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

SUSSEX 

SNOWFALL 
SN  OR  GND 

T 

T 

T 
T 

T 
T 

- 

2.0 
.2 

TRENTON  WB  CITY 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

T 

T 

T 

t   FLKMINGTON 

SNOWFALL 
SN  ON  GND 

T 

See  reference  notes  following  Station  Index. 
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STATION  INDEX 


NEW    JERSEY 
JANUARY   1950 


County 


ATLANTIC    CITY   WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  W 
BOONTON 
BR  I  DC-ETON 
BROOKLAWN 
BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY   CITY 
LAKEHURST   AIRPORT 
LAKEWOOD   1   ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORE STOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW   BRUNSWICK   EXPERIMENT    STA 

NEW  BILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 
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0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 
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105 

56 

23 

110 

320 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


U  S  WEATHER  BUREAU 
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7A 
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5P 
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4P 
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5P  20 
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8P 
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6P 
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6P 
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6? 

NOON 
5P 

MID 
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6P 

5P 

8A 


MID 

9A 
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32   32 
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SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 

DIVISION  OF  WATER 
N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 
PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
A  L  STEVENSON 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  HOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORH  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAMES  LAWTON 

HAROLD  QUACKENBUSH 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
[  WHEELER 

DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMH 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 


LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  HOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARHS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFT  CO 
SUN  OIL  CO 
ROBERT  P  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

WALTER  J  WARREN 

ROBERT  JONES 

WATER  SUPPLY  COHHISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 
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NEW  JERSEY  -  FEBRUARY  1950 

A.  E.  White,  Section  Director  -  Trenton 

Weather  Summary 

With  a  temperature  average  of  31.6°  and  precipitation  average  of  3.93  inches,  New  Jersey 
was  slightly  warmer  and  somewhat  wetter  than  normal  for  February.   Snowfall  was  light  in 
south  and  Central  Jersey  but  considerable  snow  fell  in  the  north  part  of  the  State.  There 
were  a  good  many  days  with  rather  strong  winds,  the  fastest  recorded  being  53  miles  per 
hour  from  the  northwest  at  Long  Branch  on  the  20th.   Only  minor  damage  by  wind  was  re- 
ported, however.   There  was  considerably  more  sunshine  than  in  January. 

Until  the  20th  of  the  month,  temperature  followed  the  same  pattern  as  in  January  -  much 
warmer  than  normal.  The  period  from  about  the  9th  to  the  13th  was  unusually  mild.  The 
highest  temperature  registered  anywhere  during  the  month,  however,  was  58°  at  Cape  May  on 
the  12th,  and  this  is  the  first  February  since  1941  that  the  temperature  did  not  reach  60 
in  the  State.  On  the  20th,  an  extensive  cold  wave  swept  across  the  Lake  Region  and  over- 
spread the  eastern  seabord  states,  bringing  the  coldest  weather  in  New  Jersey  since  Janu- 
ary, 1948.  While  most  stations  did  not  record  zero,  readings  as  low  as  -10°  were  regis- 
tered in  Sussex  County.  Temperature  for  the  remainder  of  the  month  was  mostly  subnormal. 
The  highest  mean  temperature  for  the  month  was  28.9°  at  Cape  May  and  the  lowest  26.1°  at 
Newton,  illustrative  of  the  marked  range  in  temperature  which  occurs  in  winter  months  be- 
tween the  extreme  southern  and  northern  portions  of  this  165  mile  long  State. 

While  only  15  percent  above  normal,  the  average  precipitation  was  much  the  greatest  for 
any  month  since  September,  1949.  Monthly  totals  ranged  from  1.88  inches  at  Cape  May  to 
5.95  inches  at  Rutherford.  It  was  heaviest  in  the  northern  portion  of  the  State.  The 
average  for  the  northern  Highlands  was  4.54  inches  or  1.34  above  normal;  for  the  Red  Sand- 
stone Plain  4.24  inches  or  0.82  above  normal;  for  the  Southern  Interior  3.37  inches  or 
0.04  below  normal;  and  for  the  Sea  Coast  3.69  or  0.16  above  normal.  Precipitation  was 
frequent  throughout  the  month  with  the  greatest  amounts  occurring  about  the  middle  of  the 
month.  In  south  and  central  Jersey,  it  was  mostly  rain  and  even  in  the  north  about  two 
thirds  of  it  occurred  as  rain.  Freezing  rain  or  light  sleet  fell  on  several  days  and 
there  were  dangerous  glaze  conditions  on  the  highways  on  the  22d  and  23d. 

The  above  normal  precipitation  of  February  was  beneficial  for  restoring  soil  moisture  and 
water  supplies. 
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In  addition  to  the  climatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydrocllma 
tic  Network  Stations  which  were  formerly  reproduced  In  the  Hydrologic  Bulletin 
Series.   The  Hydrocllmatlc  Network  Is  a  nationwide  net  of  rain  gages — mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  In  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  In  order  to  provide  records 
of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  Its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  Increasing  needs  of  their  program  In 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  Issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unitei 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspectloi 
may  be  obtained  upon  application  to  Chief,  U.  S.  Weather  Bureau,  Washington 
25,  D.  C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
Individuals  as  listed  in  the  Station  Index. 
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1920 
1921 
1922 
1923 
1924 

1925 
1926 
1927 
1928 
1929 

1930 

1931 
1932 
1933 
1934 

30.5 
30.9 
27.7 
30.6 
25.9 

35.7 
28.1 
28.1 
29.0 
33.6 

27.9 
34.0 
33.6 
26.1 
28.9 

37.3 
29.4 
36.1 
32.1 
31.6 

35.6 
33.3 
35.9 
33.5 
18.6 

69 
57 
61 
70 
67 

75 
63 
62 
67 

65 

54 
71 
73 

56 
62 

72 

57 
66 
63 

63 

80 
62 
69 
67 
54 

-ii 

-12 
-14 

-  5 
-12 

-  7 
-18 
-19 
-23 

4 

-17 

-  5 
-10 
-12 

-  3 

-  1 
-11 

4 

-  6 

-  9 

-10 

-  9 
4 

-12 
-26 

3.08 
2.78 
2.49 
2.49 
2.85 

5.37 
4.21 
1.95 
2.08 
3.39 

4.20 
3.81 
2.94 
2.58 
4. 10 

2.23 

4.54 
3.12 
4.05 
4.06 

2.80 
2.18 
2.16 
3.33 
2.77 

6.2 
11.2 
2.8 
3.5 
15.1 

3.5 
11.4 
8.3 
2.6 
1.2 

20.0 
13.6 
8.5 
13.8 
11.9 

0.7 

21.2 

5.1 

4.4 
9.2 

4.2 

3.0 

2.2 

10.4 

22.7 

10 

n 

5 

7 
9 

8 
11 
11 

7 
10 

11 
10 
10 
12 
9 

7 
11 
11 
10 

8 

9 
8 
9 
10 
8 

Year 

Temperature 

Precipitation 

i 

1 

i 

M 

1 

i 
3 

1 
1 

o>"3 

-si- 
's s 

to 

1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 

Period 

30.1 
24.4 
34.0 
35.5 
36.3 

31.9 
29.4 
29.7 
32.9 
32.3 

32.2 
32.3 

28.2 
29.6 
38.0 

31.6 

30.8 

64 
66 
65 
70 
74 

65 
53 
63 
71 
65 

60 
73 
63 
70 
77 

58 

-31 

2.80 
3.10 
2.30 
2.31 
5.55 

3.03 
2.47 
2.69 
2.01 
2.35 

3.16 
2.16 
1.97 
2.47 
3.68 

3.93 

3.42 

6.8 
9.6 
3.8 
1.1 

9 

-17 

4 
6 
1 

-  1 

-  5 

-  5 
-25 

-  7 

-  8 

-  9 

-  1 
-21 
-12 

-10 

10 
8 
10 

2.0 

12.2 
8.8 
1.2 
3.8 
7.0 

7.9 
6.4 
18.8 
12.1 
6.5 

5.0 

8.6 

11 

11 
6 
6 
8 
9 

11 
9 
5 
10 
11 

9 

See  reference  notes  following  Station  Index 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 
FEBRUARY  1950 


Temperature 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 
CANOE   BROOK 
CAPE   MAY 
CBARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BL 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 

INDIAN  MILLS  2  MI  W 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 
LAYTON  3  HI  NW 
LITTLE  FALLS  WATER 
LONG  BRANCH 
LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEWTON 

PATERSON 

PEMBERTON  1  MI  EAST 

PHILLIPS BURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 

SANDY  HOOK 
SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 

WOODSTOWN  2  MI  NW 

STATE 


37.1 
34.7 
30.5 
28.2 
34.7 

33.5 
29.1 
38. 9M 
28.1 
34. 4M 

34.0 
32.0 
28.8 
30.8 
31.6 

35. 4M 

31.6 

33.1 

29.7 

31.5 

31.8 
26.2 
30.5 
32.4 
28.3 

34.5 

33.0 
29.9 
31.5 
31.6 

26.1 

29.9 
33.1 
31.1 
30.9 

34.0 
29.8 
33.3 
30.8 
31.4 

32.0 
31.0 
27.1 
31.5 
32.4 

32.2 


2.1 

0.0 

.7 

.2 

.7 

4.1 

1.0 


2.1 
.7 


1.0 

.6 

.5 

-2.0 

-  .2 

1.1 
.7 
.2 

1.0 
.6 


1.7 
.5 

-1.1 

-  .7 

-  .5 
2.1 
1.0 

.6 

-  .2 


-  .1 
1.0 

.1 

-  .2 
1.7 


55 

-15 
48 


51 
50 
58 


43 
51 
51 

54 
51 
53 


50 
50 


50 
53 
49 
52 

53 

49 
53 
52 


46 
50 
50 


11 
11 

9+ 
12 
25 


12+ 

12 

25 

11+ 

24 


9+ 
19 

12 
12 
12 

11+ 
9+ 

12+ 
13 


10 

9 

24 


9 
11+ 
11 
11+ 


0 

10 


20 
-  1 


7 

-10 


21 
21 

21 
21 

8+ 
21 


21 
21 


21 
20+ 


21+ 

21 

21 

21 

21 

21 
21 

8+ 
20+ 
21 


Nq.  of  days 


Precipitation 


3.81 
2.99 
4.63 
4.30 
2.36 

3.46 
4.10 
1.88 
4.85 
2.58 

3.30 
4.72 
4.44 
4.07 
4.23 

3.39 
3.88 
3.25 
4.32 
3.99 

4.10 
4.31 
4.27 
4.87 
3.25 

3.68 
3.39 
4.53 
3.92 
3.82 

4.25 
5.54 
2.85 
4.72 
4.32 

3.55 
4.02 
2.91 
4.62 
5.95 

3.63 
4.23 
5.05 
4.16 
3.52 

2.83 


.45 

.35 

1.03 

1.01 

1.12 

.20 
1.32 
1.30 
1.21 


.08 
.90 

.86 
.44 

.09 
.61 
.12 
.81 
.49 

.87 
1.61 

.88 
1.28 

.51 


.40 
.41 


.20 

1.33 

.74 

.52 
.82 


.12 

.80 

1.96 

1.36 

.25 


.88 
1.01 

.45 
1.45 


.64 
.73 

1.05 
.73 

1.25 


1.08 
.74 
.90 
.97 

.87 
1.36 
1.20 
1.05 
1.00 

.71 
.85 

1.30 
.89 

1.00 

1.22 
1.35 
.62 
1.02 
1.32 

1.13 

.80 

.47 

1.24 

1.90 

.83 

1.12 

.90 


Snow,  Sleet,  Hail 


No.  of  days 


0 
10.5 


13.0 
0 


9.0 
2.0 


2.0 

4.3 
19.2 
7.7 
2.1 
8.5 


1.3 

7.7 
7.2 
5.0 

15.0 

14.2 

.5 

5.0' 

6.5 


11.6 
1.2 

9.5 

1.0 

5.0 

17.5 

.8 

2.7 

.3 

5.0 


10 

1 
T 


1+ 

1+ 


14+ 

13+ 

1 


13+ 
1+ 


12 
12 


13 

13 


11 
13 
13 

14 

15 
11 
15 
12 


11 
12 
15 
14 
12 

14 
17 
12 
13 

14 

15 
13 
14 
11 
12 


12 
12 
13 


S«o  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


■  If    HUM 

T«bl.3 

raiuii   it* 

Bstttn  , 

Dsv  °t  ntailh 

1 

1 

1 

.1 

4 

S 

6 

8 

9 

10 

11 

17 

lb 

23 

20 

•2 

(tunic  .  mn 

1 

H 

,M 

04 

T 

IS 

III 

2 

31 

.01 

T 

84 

SO 

T 

1:8 

35 

[g 

T 

43 

14 

48 

T 

T 

T 

T 

14 

IS 

T 

T 

uixtruiK 

.10 

IS 

19 

7S 

• 

.SO 

so 

in 

SSLSAIi 

39 

SO 

04 

T 

36 

13 

T 

90 

.10 

94 

T 

.01 

33 

OS 

T                                                      4    14 
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08 

S3 
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21 
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URim  i  m  nn 

31 

3li 

.07 

12 

36 

11 

T 
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12 
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.36 

09 

07 
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1.16 
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OS 

17 
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14 

IS 
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34 

41 
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36 

11 

2.18 
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IS 

.31 

OS 

10 

T 

54 

.01 

.13 

T 

24 

.88 

52 

T 

.OS 

31 

.01 

T 

1.48 
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.03 

43 

03 

IK 

92 

10 

24 
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.20 

.05 

• 

• 

' 

• 

62 

S.SS 
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.!• 

SO 

03 

13 

33 

.13 

09 

10 

94 
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T 

09 

.12 

4    10 

CUTO* 

.34 

31 

.OS 
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10 

13 

.45 

.37 

T 

.03 

.30 

1    44 

CAI'I    8*1 

: 

43 

IS 

.07 

13 

09 

.02 

.42 

39 

.03 

.01 

.07 

.02 

l.SS 

CSUAK   GROW 

.07 

30 

17 

13 

41 

39 

.45 

10 

.95 

.98 

.23 

.10 

.33 

4. S3 

CHAKUTTMHKv. 

I 

OS 

39 

14 

T 

61 

13 

33 

1.45 

.80 

.19 

.20 

.02 

4.85 

CBATRAM 

.SO 

44 

.IS 

.16 

.01 

.48 

.34 

.14 

.10 

.90 

.90 

.0. 

.09 

IS 

T 

4. IS 
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OS 
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11 
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.26 

l.SS 
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OS 
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01 
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.13 

.54 

.84 

T 

T 
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.13 
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T 

T 

3.30 
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14 
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.50 

1.16 
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01 
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01 

l.SS 
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S3 
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.21 

S.SS 
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KLi  -»lin» 

43 
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.65 
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.08 

73 
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28 
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4.72 
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.S3 
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16 

.43 
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.01 
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1.11 

43 
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.16 

OS 

4.27 

KS.s>\   FILLS    SKIT  BUG 

10 

.40 
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.16 
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44 

.50 

.08 

OS 

1.02 

1    05 

.21 
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.20 

.10 

4  44 
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.32 

58 

.27 

.06 

.73 
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.11 

59 

.41 

43 

OS 

.10 

.43 

T 

4.07 

forteshje 

SO 

.24 

07 

.02 

T 

17 

14 
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T 

.28 

.74 

.OS 

.17 

3. SO 

p"™~" 

.23 

.S2 

OS 

.07 

.43 

.09 

.05 

.23 

1.23 

.81 

.03 

T 

.10 

.23 

T 

4.23 

CLVSSDORO 

R 

.39 

.37 

.03 

.45 

.09 

.04 

.36 

.94 

.02 

.02 

- 

- 

.14 

.23 

- 

ttl.II   SKADOIS 
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.23 

.55 

.01 

.97 

.09 

01 

91 

.67 

41 

.07 

.OS 

.16 

.14 

.12 

4.39 

0VFIHO0D  LAKE 

13 

.39 

14 

.19 

.33 

.25 

.10 

04 

1.03 

1    55 

.21 

T 

T 

.23 

.50 

T 

3.13 

1UB0WTOK 

. 

.91 

08 

.08 

T 

26 

• 

. 

1.71 

.35     T 

T 

3.39 

1IGBTST0W1I 

.M 

58 

.11 

T 

44 

.13 

.32 

1.08 

64 

T 

.02 

.OS 

.25 

T 

3. SB 

ilGBTSTOII    POUTING    ST 

■ 

- 

INDIAN  HILLS   2   III    WHS 

.42 

.44 

.02 

.05 

T 

.29 

.10 

.04 

18 

.74 

.61 

.02 

.08 

.26 

T 

T 

3.23 

I1V1HGT0N 

R 

24 

.4. 

.13 

T 

.55 

.05 

.01 

80 

1.07 

.28 

.12 

.18 

.09 

.01 

3.99 

JERSEY  CITT 

.23 

.54 

.10 

.45 

.05 

.02 

.90 

.85 

49 

.01 

.02 

.24 

.40 

T 

4.32 

MKERTmST   AIRPORT 

B 

umooi 

.27 

.56 

.02 

.04 

T 

31 

.11 

.07 

.42 

.97 

0.82 

.02 

.11 

.26 

.01 

T 

3.99 

LiMBKBTYlLLF 

.30 

.51 

.17 

01 

.59 

.12 

.01 

.87 

.76 

.35 

.01 

.03 

.03 

.20 

.141    T 

T 

T 

4.10 

UTTOK  3   III   HI 

.07 

.29 

.26 

.73 

T 

.06 

39 

1.36 

36 

.12 

T 

.50 

.17 

4.31 

LITTLE   FALLS   WATER  CO 

z 

.11 

.40 

.03 

T 

.14 

.01 

44 

.31 

.08 

.08 

.97 

1.20 

.06 

T 

.01 

.10 

.33 

T 

4   27 

LOIIC   BRA  KB 

z 

.42 

64 

OS 

T 

T 

.33 

.10 

.01 

.92 

.92 

1.05 

T 

T 

T 

.09 

25 

.09 

T 

T 

4.87 

LONG    VALLEY 

• 

.60 

18 

.17 

1.00 

.14 

* 

• 

.83 

.17 

• 

16 

3.25 

LBS3EKTON 

R 

47 

.40 

.07 

.41 

.12 

.71 

.42 

.51 

.13 

.11 

3.33 
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12 
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.02 

.12 
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.25 

.13 

.12 

1.11 

1.34 

.05 

T 

T 

.04 

.47 

.04 

4.93 
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.51 

.02 

.60 

.08 

.33 

.80 

34 

T 

T 

T 

.10 

.10 

T 

2.92 
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R 

.31 

.55 

.07 

.33 

.11 

.83 

.74 
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• 
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.30 
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.04 
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.23 

3.73 
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1.05 

.05 

.25 

.07 

3.56 
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4.85 
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.14 

.31 

.36 

.75 

.20 

.08 

.02 

3.02 

H1LLVILLE  AIRPORT 

.71 

.48 

.46 

T 

.20 

21 

T 

.35 

.41 

.  56 

T 

.20 

.07 

.03 
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.42 

T 

.08 

T 

.46 

.13 

.01 

.30 

.45 

.47 

T 

.03 

T 

.08 

.19     T 

T 

.06 

.02 

ll\ 

|    BBXYON 

.27 

.68 

.21 

.46 

12 

.44 

1.24 

.68 

.06 

39 

.07 

4.62 

1    BOTHERFOBD 

.25 

.60 

.12 

T           T 

.65 

.02 

.03 

.82 

1.90 

1    23 

T 

T 

* 

* 

.33      T 

5.95 

SANDY   HOOE 

z 

47 

.24 

.14 

.27 

.05 

T 

.83 

67       .65 

.01 

.01 

.09 

.05 

.13      .02 

T 

T 

3.63 

SEABROOK 

R 

.64 

.25 

.30 

.09 

.32 

.27 

23 

.24 

.10 

2.47 

SOMEBVILLE 

.24 

65 

.22 

T 

62 

.08 

.03 

.47 

1.12 

41 

T 

.16 

.23 

4.23 

1    SPLIT  ROCK  POND 

.10 

.53 

.11 

.13 

.63 

.27 

14 

.06 

93 

.98 

.19 

.01 

.01 

.12 

.24      .06 

4.  51 

SPRINGFIELD 

R 

.32 

.56 

.13 

.61 

.04 

.05 

.67 

.91 

.32 

.02 

.18 

.19 

4.00 

SUSSEX 

.15 

.SO 

.25 

.20 

.90 

.10 

.50 

.75 

60 

.20 

T 

.50 

.30 

T 

5  05 

SIEDESBORO 

.42 

.40 

T 

.04 

45 

.12 

.03 

.08 

.65 

37 

.01 

.07 

.22 

2.86 

SIEDESBORO   5  MI   HI 

.32 

.47 

T 

.02 

.02 

.51 

.01 

.11 

T 

.78 

.65 

.02 

.01 

.22 

3.15 

t     TOMS   RIVER 

.64 

.29 

.10 

.01 

.27 

.18 

.91       .92 

.10 

.32 

3.74 

TRENTON        HO  2 

.41 

.58 

.14 

T 

.57 

.17 

T 

.83 

:gs 

.48 

.01 

T 

T 

.15 

.14 

.02 

T 

T 

4.16 

TRENTON  TO  CITT 

Z 

.41 

.42 

.10 

T 

.45 

.12 

.76 

66 

.29 

.02 

T 

T 

.20 

.07 

.01 

T 

T 

.01 

3.52 

IAKAQOE   RAYMOND   DAW 

z 

.09 

.48 

.09 

.15 

.50 

.29 

.13 

.09 

.95 

1.27 

.09 

.16 

.27 

.02 

MTCHTOG 

R 

.38 

.65 

.19 

.67 

14 

.17 

.66 

1.00 

.31 

.03 

.01 

.17 

.18 

4.58 

IBSTTIELD 

Z 

.20 

.58 

.04 

.18 

.36 

.16 

.83 

1.22 

.01 

.07 

.04 

.30 

3.99 

WOODCLIFF  LAKE 

z 

.10 

.40 

.14 

.65 

06 

.84 

1.12 

54 

.02 

.06 

.24 

.IS 

4.33 

IOODSTOWN   2IIH1 

.32 

.56 

.04 

.19 

.21 

.12 

T 

.52 

.57 

.04 

T 

.26 

1 

2.83 

S&o  reference  note*-  following  Statioc  Lndsx- 


HOURLY  PRECIPITATION 


NEW    JERSEY 
FEBRUARY    1950 


ATLANTIC   CITT  WB 

CAPE   MAT 

ELIZABETH  PORT 

ESSEX   FELLS   SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGBTSTOlTi   PDMPIMG   3TA 

IRVINGTON 

LAKKHURST  AIRPORT 

LITTLE  FALLS   WATER  CO 

LONG  BRANCH 

LUMBXBTO* 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  IB  AIRPORT 

DEW  MILFORD 

ORANGE 

QUAEERTOVN 

RABWAY 

SANDY  BOOK 

SEABROOE 

SPRINGFIELD 

TRENTON  WB  CITT 

WANAQDE  RAYMOND  DAM 

WATCHDUG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY 

ELIZABETHPOBT 

ESSEX   FELLS   SERVICE   BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG   BRANCH 

LUMBER TON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKEMTOWN 

RABWAY 

SANDY    HOOK 

SEA  BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQDE    RAYMOND   DAM 

WATCHONG 

WESTFIELD 

WOODCLIFF   LAKE 


CAPE  MAY 

ESSEX   FELLS   SERVICE   BLDG 

FREEHOLD 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEW  MILFORD 


ATLANTIC   CITY  WB 

ELIZABETHPOBT 

FREEHOLD 

GLASSBORO 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBER  TON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RABWAY 

SANDY  HOOK 

SEA BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE   RAYMOND   DAM 

WATCHDNG 

WESTFIELD 

WOODCLIFF    LAKE 


ESSEX   FELLS   SERVICE  BLDG 
LITTLE   FALLS    WATER   CO 


A  M.  Hour  ending 


.01 
.01      .04 

.04 


.03 
.0* 


.03 
.01 
.03 


8         9         10        11        12 


.01 
.0* 


.07 
.01 
.04 
.07 
.01 


.05 
.01 
.03 


.01 
.06 
.03 


.01 
.06 
.04 
.03 
.03 


.06      .03      .01 


01 

.01 

.03 

07 

.06 

.07 

oa 

.«* 

.05 

10 

.IS 

.13 

07 

.OS 

.  04 

02 

.05 

.05 

06 

.04 

.OS 

.02 

.04 

.09 

.08 

.09 

.04 

• 

.06 

.02 

.04 

.09 

.02 

.03 

.06 

.06 

.13 

.06 

.06 

.02 


OS 
.09 
.04 
.11 
.OB 
.03 
.OS 
.04 
.01 
.04 
.04 
.06 
.06 
.06 


.09 

.07 

.11 

.04 

« 

.06 

.06 

.04 

.0? 

.02 

.04 

.07 

.05 


.05 
.02 
.07 


.04 
.04 


.0* 
.02 
.07 
.06 
.02 


.03 
.02 
.06 


.02 
.04 
.03 
.06 
.10 
.04 
.01 
.03 
.03 

.06 
.03 

.05 
.05 
.02 
.02 
.07 
.05 
.06 
.07 
.08 
.02 


.04 
.02 


.01 
.01 


P.  M.  Hour  ending 


-1st- 


.oa    .03 

.01 

.02      .01 


.01 
.05 
.01 

.02 

.01 


.01 
.01 
.30 
.02 


.03 
.05 


.01 
.05 
.02 
.01 
.02 
.02 
.01 
.02 


.02 
.01 
.03 
.05 
.01 
.06 
.04 
.03 


.03 

.03 

.03 

* 

.04 

.05 

.04 


.01 
.03 


GREAT   MEADOWS 
WANAQUE   RAYMOND   DAM 
WOODCLIFF   LAKE 


ATLANTIC  CITY   WB 
CAPE   MAY 

ELIZABETHPOBT 

ESSEX   FELLS   SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT    MEADOWS 


.01 
.01       .02 


.05 

.03 

.01      .02 


.05 
OS 
.02 
.03 
.05 


.22 
.04 
.02 
.04 


.07 
.02 
.02 
.06 
.05 
.06 


.02 
.01 
.01 
.02 
.01 


.02 
.01 


.02 
.01 


.01 
.01 


.01 
.01 


.02      .01 
.03 


.04 
.01 


.01 
.02 
.03 
.01 
.01 


.02 
.02 


.10 
.04 


.03 
.01 


.01 
.03  .01 
.01 


.01 
.02  .01 
.01  .01 

.08      .06 
•  .24      • 


.08 
.01 
.01 


-2d- 


.06 
.04 

.07 
.04 
.04 


.04 

.01 
.04 
.04 
.04 
.01 
.05 
.03 
.09 
.04 
.03 
.02 


.02 
.01 
.04 
.04 
.02 


.03 
.02 
.04 
.04 
.02 
.01 
.03 


.01 
.01 


.02 
.01 


.01 
.01 


04 
.02 


.01 


8         9        10       11        12 


.01 
.03 
.01 

.01 

.02 


.02 
.01 
.05 
.04 


.02 

* 

.01      .01 


.01 
.01 


.02 
.04 
.03 
.03 


.01 

.02 

.01 

.01 
.01 

.03 

.01 
.01 

.03 

.01 

.01 
.01 

.01 

,01 

.05       .03 
.03 

.01 


.01 
.02 
.01 


.01 
.01 
.02 
.02 


.01 
.01 
.02 
.04 

.06 
.03 
.01 
.01 
.01 


-3d- 


-6th- 


.02 

.04 

.01 

.04 

• 

« 

.01 

.10 

.07 

.02 

.01 

.03 

.05 

.05 

.06 

.01 

.05 

.03 

.05 

.07 
.03 


.06 
.08 
.07 
.11 
.05 
.01 
.07 
.04 
.02 
.08 
.09 
.05 


.06 
.03 

.01 
.03 
.04 
.02 
.06 

.13 

.03 
.01 


.04 
.04 
.01 


.01 
.01 


.10      .03      .01 


.01 

.01      .01      .01 


•         •         • 


.01 
.01 


.01 
.01 


-7th- 


-8th- 


.01 

.01      .01      .01 


-9th- 


02 

.09 


.02 
.11 
.02 
.02 
.03 


.05 
.03 


.01 
.06 
.01 


.01 
.01 


8*a   r*f*r*oc*   not**  folio 
-    18 


.46 
.34 
.33 
.11 
.35 
.39 
.23 


.47 
.31, 

.53 

.36 

.06 


.41 
.16 
.38 
.33 
.03 


T*l<u  4  Ooattmad 


HOURLY  PRECIPITATION 


an  juukt 
rr.ii»i:A«t    i»m> 


Sl.tl.M. 

A   M    Houi  .iLlinj 

P  M   Houi  csdlou 

1 

1 

2 

1 

4 

s 

8 

7 

a 

9 

11 

12 

1 

2 

3 

4 

5 

e 

H 

9 

10 

II 

13 

2 

IIVImitvs 

.01 

.08 

.0* 

.0* 

.08 

.06 

.07 

.02 

gg 

.02 

.02 

.01 

.56 

LITTLE    TILLS   WATER   CO 

.01 

.03 

.10 

OH 

.08 

.06 

.06 

.  10 

.08 

.  10 

.04 

.01 

74 

LONG    RIUNCH 

.01 

04 

.04 

.04 

.03 

.04 

.04 

.03 

.03 

.01 

.02 

.33 

LVMHKRTON 

01 

.01 

!o3 

.08 

.02 

.08 

.07 

.02 

.01 

.01 

.02 

.01 

.09 

.41 

MARLBORO 

.02 

.06 

.03 

.04 

.04 

.01 

.03. 

.02 

.01 

.03 

.32 

imviui 

.02 

.04 

.04 

.06 

.01 

.08 

.34 

MILLV1LLK   AIRPORT   6 

• 

• 

• 

• 

• 

.01 

« 

• 

• 

• 

• 

.15 

• 

• 

• 

• 

• 

.  04 

KIIARK    IB   AIRPORT 

.06 

.08 

.08 

.07 

.05 

.07 

.04 

02 

.03 

.02 

.01 

01 

.55 

in  milford 

.01 

.07 

.12 

.08 

.03 

.06 

.06 

.05 

.07 

.03 

.02 

.01 

.62 

QOAKERTOWN 

.06 

.13 

.  13 

.12 

.08 

.10 

.02 

.06 

.02 

.04 

.01 

.77 

JURAT 

.04 

.07 

.05 

.04 

.04 

.04 

.02 

.01 

.02 

.33 

SAN  in    HOOK 

.02 

.03 

.06 

.03 

.02 

.03 

.02 

.02 

.01 

.01 

.01 

.01 

.27 

SEA BROOK 

.03 

.10 

.02 

.03 

.05 

.07 

.30 

SPRINGFIELD 

.02 

.OS 

.10 

.07 

.06 

.07 

.08 

.03 

.02 

.04 

.02 

.01 

.61 

TRENTON    WB   CITT 

.01 

.07 

.06 

.10 

.02 

.04 

.03 

.04 

.05 

.01 

.02 

.45 

•ANAsH'K    RAYMOND    DAM 

.06 

.07 

.15 

.  12 

.08 

.OS 

.03 

.11 

.03 

.02 

.01 

.77 

WATCHUNG 

.01 

.08 

11 

.10 

.08 

.05 

.07 

.05 

.03 

.02 

.04 

.03 

.67 

fETFIELD 

.03 

.08 

.08 

08 

.06 

.05 

.02 

.03 

.01 

.03 

.01 

.01 

.01 

.01 

.53 

rooocLirr  lake 

.07 

.  11 

10 

.07 

.06 

.03 

.07 

.05 

.04 

.03 

.01 

.64 

-10th- 

ITLANTIC  CITT  WB 

.02 

.01 

.01 

.07 

.03 

.01 

.02 

.02 

.19 

:api  hat 

.01 

.01 

.01 

.01 

.05 

.03 

.03 

.02 

.01 

.18 

CLIZABETHPORT 

.02 

.01 

.01 

.02 

.06 

BSD   FELLS   SERVICE   BLDG 

.02 

.02 

■bbqls 

.03 

.03 

.01 

.01 

.01 

.08 

JLASSBORO 

05 

.02 

.01 

.01 

.08 

iUAT    MEADOWS 

.01 

.01 

.03 

.01 

.01 

.01 

.01 

.08 

IRV1NGTON 

.01 

.02 

.01 

.01 

.05 

.ITTLE  FALLS   WATER  CO 

.01 

.02 

.01 

.02 

.01 

.07 

XING    BRANCH 

.04 

.01 

.02 

.01 

.01 

.01 

.10 

.DMBKRTON 

.04 

.04 

.02 

.01 

.01 

.12 

URLBORO 

.04 

.03 

.01 

.01 

.01 

.01 

.  11 

IILLVILLE 

.01 

.02 

.01 

.06 

.04 

.14 

1ILLVILLE  AIRPORT  6 

• 

• 

* 

« 

• 

.03 

• 

• 

• 

• 

.16 

• 

• 

1 

1 

1EWARK   WB  AIRPORT 

.01 

.01 

.01 

.01 

.04 

in    MILPORD 

.07 

.07 

JUAKKRTOWN 

.Of 

.06 

.03 

.01 

.01 

.  12 

UBWAT 

.02 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.08 

iAKDT   BOOK 

.01 

.03 

.01 

.01 

.05 

iPRINGFIELD 

.01 

.01 

.01 

.01 

.04 

•RKKTON   WB  CITT 

.03 

.04 

.02 

.01 

.01 

.01 

.12 

lAKAQOE    RAYMOND    DAM 

.02 

.03 

.03 

.03 

.01 

.01 

.11 

IATCHVNG 

.02 

.03 

.02 

.01 

.03 

.03 

.01 

.01 

.14 

I0ODCLIFF   LAKE 

.01 

.01 

.01 

.01 

.04 

-nth 

ELIZABETRPORT 

.01 

.01 
.03 
.08 
.04 
.01 
.01 
.02 
.01 

ISSEX   FELLS   SERVICE   BLDG 

.01 

.01 

.01 

■REKHOLD 

.01 

.01 

.02 

.01 

.01 

LASSBORO 

.01 

.01 

.01 

.01 

REAT   MEADOWS 

.01 

ITINGTON 

.01 

ITTLE  FALLS  WATER  CO 

.01 

.01 

.ORG    BRANCH 

.01 

ILLVILLE   AIRPORT   6 

* 

.02 

•UAKERTOW* 

.01 

.01 

.02 
.08 
.05 
.17 
.01 

itABROOK 
iPRINGFIELD 

.01 

.03 

.01 

.04 

.05 

ATCHDUG 

.02 

.02 

.03 

.01 

.02 

.02 

.01 

.01 

.01 

.01 

.01 

'OODCLIFF  LAKE 

.01 

-13th 

'  TLAHTIC  CITT  WB 
APE  MAT 

.01 

.01 

.03 

.01 

.01 

.06 

.05 

.06 

.06 

.30 

iXIZABBTHPORT 

.02 

.03 

.02 

.01 

.03 

.04 

.05 

.04 

.06 

.04 

.04 

.07 

.05 

.06 

.04 

.06 

.07 

.03 
.11 

.02 
.  12 

.05 
.96 
.70 
.76 

;SSEX    FELLS   SERVICE  BLDG 

■R  RETOLD 

LASSBORO 

.01 

.01 

.01 

.02 
.01 

.01 
.02 

.05 
.02 

.05 
.03 

.05 
.02 

.02 
.01 

.01 
.01 

.03 
.03 

.04 
.05 

.05 
.05 

.05 
.06 

.04 
.12 

.05 
.07 

.05 
.10 

!05 
.07 

.10 
.08 

.01 

.03 

.05 

.08 

.05 

.07 

.07 

.02 

.03 

.06 

.02 

.01 

.05 

.01 

.56 
.91 

RSAT   MEADOWS 
■TING  TON 

.01 

.02 

.02 

.01 

.01 

.02 

.03 

.06 

.09 

.07 

.03 

.03 

.04 

.03 

.07 

.10 

.05 

.03 

.06 

.05 

.08 

.01 

.03 

.02 

.01 

.04 

.03 

.04 

.03 

.03 

.03 

.01 

.05 

.06 

.06 

.03 

.05 

.10 

.08 

09 

80 

1  .ITTLE    FALLKR   CO 
ORG    BRANCH 
EMBERTON 
ARLBORO 
ILLVILLE 

ILLVILLK   AIRPORT  6 
EWARK    WB    AIRPORT 
n   MILFORD 
OAKERTOWH 
AIWAT 
ANDY    BOOK 
KA  BROOK 
PRINGFIELD 
iENTON  WB  CITT 
4JCAQDE  RAYMOND  DAM 
ATCHTOG 
ESTFIELD 
OODCLIFF  LAEE 

.01 

.02 

.02 

.03 

.03 

.05 

.06 

.04 

.04 

.04 

.02 

.05 

.04 

.04 

.05 

.06 

.07 

.05 

.11 

.83 

.03 

.03 

.03 

.03 

.03 

.04 

.04 

.03 

.03 

.03 

.04 

.06 

.08 

.08 

.05 

.07 

.12 

.10 

.92 

.03 

.03 

.01 

.01 

.01 

.01 

.02 

.04 

.07 

.07 

.07 

.07 

.12 

.08 

.05 

.02 

.71 

.01 

.03 

.01 
.01 

.02 

* 
.02 

.03 
.01 

.02 

.04 
.03 

.04 
.06 

.03 
.03 

.01 

.03 
.04 

.02 
.03 

.02 

• 
.02 

.04 
.04 
• 
.04 

.06 
.02 
• 
.05 

.06 
.10 
• 
.06 

.08 
.05 
.11 
.03 

.07 
.03 
• 
.03 

.10 
.03 
• 
.06 

.10 
.01 
• 
.07 

.10 
.02 
• 
.10 

.83 
.31 

.74 

.02 

.02 

.02 

.03 

.04 

.02 

.05 

.05 

.03 

.03 

.04 

.05 

.07 

.07 

.08 

.07 

.10 

.79 

.04 

.01 

.01 

.06 

.08 

.10 

.06 

.04 

.03 

.01 

.03 

.03 

.04 

.02 

.04 

.04 

.06 

.06 

.06 

.82 

.01 

.01 

.01 

.04 

.04 

.03 

.04 

.02 

.02 

.02 

.06 

.03 

.07 

.05 

.07 

.10 

.11 

.15 

.88 

.03 

.01 

.01 

.03 

.03 

.04 

.04 

.03 

.02 

.03 

.05 

.05 

.05 

.06 

.06 

.10 

.10 

.08 

.83 

.01 

.03 

.05 

.02 

.02 

.02 

.02 

.02 

.01 
.02 

.02 
.01 

.03 
.03 

.04 
.06 

.06 
.05 

.04 
.04 

.06 
.02 

.06 
.07 

.08 

.03 
.10 

.32 
.67 

.01 

.01 
.05 

.01 
.03 

.02 
.06 
.01 

.02 

.03 
.01 

.02 
.04 
.04 

.03 
.03 
.03 

.03 
.03 
.03 

.02 
.02 
.02 

.02 
.02 
.03 

.02 
.01 
.04 

.03 
.04 
.03 

.04 
.04 
.05 

.04 
.06 
.05 

.05 
.07 
.03 

.10 
.06 
.02 

.08 
.09 
.01 

.14 
.06 

.05 

.06 
.10 
.06 

.02 
.04 
.08 

.76 
.83 
.66 

.01 

.02 

.04 

.01 

.02 

.03 

.06 

.07 

.02 

.03 

.02 

.06 

.07 

.04 

.03 

.04 

.06 

.10 

.11 

.84 

.01 

.02 

.03 

.04 

.02 

.05 

.03 

.03 

.04 

.02 

.02 

.02 

.05 

.05 

.06 

.07 

.07 

.08 

.10 

.81 

-14th- 

TLAJTTIC    CITT  WB 

APE  MAY 

UZABETHPORT 

5SEX    FELLS    SERVICE   BLDG 

ElEEHOLD 

LASSBORO 

SEAT  MEADOWS 

RVINGTOR 

ITTLE  FALLS   WATER  CO 

ONG    BRANCH 

DMBERTON 

ARLBORO 

ILLVILLE 

.04 
.01 
.OS 
.05 
.07 

.01 
.05 
.OS 
.11 
.05 
.06 
.02 
• 

.15 
.02 
.06 
.04 
.05 
.01 
.05 
.05 
.05 
.03 
.03 
.03 

.02 

.05 
.13 
.03 
.03 
.02 
.03 
.06 
.05 
.03 
.02 
.04 
.02 
• 

.04 
.03 
.02 
.02 
.04 
.01 
.01 
.02 
.02 
.03 
.01 
.05 

.06 
.05 
.01 

.02 
.01 

.01 
.02 
.01 
.03 
.01 
.08 

.08 
.02 
.04 
.03 
.01 
.01 

.04 

.03 
.01 

.02 
.01 

.01 

.0! 

.04 
.05 

.04 

.03 

.03 

.01 
.01 
.01 
.01 
.01 
.07 
.01 
.01 
.02 
.01 

.01 

.02 

.02 

.02 
.01 
.01 
.08 
.01 
.01 

.02 

.01 
.01 
.04 
.05 
.05 
.01 
.08 
.06 
.02 
.03 
.01 
.02 

.01 

.01 
.05 
.02 

.03 
.04 
.09 
.08 
.04 
.02 
.03 

.01 
.01 
.08 
.03 
.02 
.01 
.04 
.11 
.12 
.10 
.01 
.07 

.05 
.01 
.08 
.20 
.03 
.01 
.04 
.10 
.08 
.05 
.01 
.04 

.05 
.03 
.OS 
.13 
.02 
.02 
.06 
.05 
.17 
.03 
.01 
.01 

.06 
.02 
.03 
.04 
.03 
.08 
.04 
.01 
.08 
.04 
.02 
.02 

.12 
.07 

.02 
.03 
.01 
.03 
.04 
.03 
.03 
.08 
.03 

.15 
.01 
.13 
.08 
.08 
.10 
.07 
.13 
.04 
.10 
.01 
.06 

.06 
.01 
.10 
.07 

.08 
.06 
.02 
.05 
.10 
•05 

.08 

.08 
.01 
.01 
.01 
.01 
.08 
.01 
.02 
.04 
.03 

.02 

.03 
.04 
.01 
.02 
.02 
.05 
.01 
.01 
.01 
.02 

.03 

.06 
.03 
.01 
.01 
.01 
.11 
.01 
.02 
.01 

.01 

.03 
.01 
.01 
.01 
.02 
.05 
.04 

.01 
.01 

.01 

.01 

.05 
.02 
.04 
.06 
.04 
.03 
.03 
.05 
.06 
.02 

.04 

.02 
.01 
.04 
.06 
.02 
.03 
.03 
.07 
.03 
.03 

1.20 
.46 

1.11 
.92 
.79 
.94 
.67 

1.07 

1.19 
.92 
.43 
.74 

ILLVILLE  AIRPORT  6 

.26 

• 

.14 
.03 

.02 

.01 

* 

.01 
.02 
.01 

* 

.06 

.06 

.04 

.03 

.04 

.01 

.08 

.01 

.06 

.05 

.01 

.02 

.03 

.01 

.02 

.01 

.01 

.36 

CTABE  WB  AIRPORT 

EW   MILFORD 

DAKERTOWJi 
;  AflWAY 
(jAKDY   HOOK 
l'  KABROOK 
1  PRINGFIELD 
» 

.08 
.06 
.02 
.03 
.04 
.03 
.04 

.06 
.05 
.07 
.03 

.02 
.04 

.04 
.03 

.02 
.04 
.01 
.06 

.03 

.01 
.02 
.01 
.01 

.01 
.02 
.02 

.02 
.02 

.01 
.01 
.01 
.01 
.01 
.01 
.05 

.01 

.01 
.01 

.07 

.08 
.06 
.03 
.05 

.08 

.08 
.10 
.04 
.07 
.06 

.09 

.06 
.OS 
.12 
.06 
.05 

.08 

.  03 
.OS 
.13 
.04 
.04 
.02 

.08 

.01 
.04 
.02 
.01 
.02 

.02 
.02 
.10 
.01 
.03 
.05 
.01 

.08 
.10 

.06 
.08 
.06 
.02 
.11 

• 

.08 

.04 

.01 

.06 

.07 

.07 

.02 
.02 
.01 

.02 

.01 

.13 

.02 

.01 
.03 
.01 

• 

.01 
.01 
.02 

.01 

• 

.01 

.01 

.04 

.01 

.03 

.01 

• 

.03 

.03 

.03 
.05 
.02 
.03 

• 

.02 

.01 

.01 
.02 
.02 
.02 

.89 
.94 
.72 
.56 
.67 
.27 
.91 

eace   notes    following   St 
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Table  4-Continued 


TRENTON   WB  CITY 
WANAQUE   RAYMOND   DAK 
WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 


ATLANTIC    CITY   WB 

CAPE    MAY 

ELIZABETHPORT 

ESSEX    FELLS    SERVICE   BLDG 

FREEHOLD 

GLASSBORO 

GREAT   MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUBBER  TON 

MARLBORO 

UILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAEWAY 

SANDY  HOOK 

SEA  BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


GREAT  MEADOWS 
NEWARK  WB  AIRPORT 
SANDY  HOOK 


GLASSBORO 
WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

FREEHOLD 

GLASSBORO 

NEWARK  WB  AIRPORT 

RAHWAY 

SANDY  HOOK 

TRENTON  WB  CITY 

WATCHUNG 


CAPE  MAY 
GLASSBORO 


ESSEX  FELLS  SERVICE  BLDG 
GREAT  MEADOWS 
IRVINGTON 

LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
MARLBORO 

MILLVILLE  AIRPORT  6 
QUAKERTOWN 
RAHWAY 
SANDY  HOOK 
SPRINGFIELD 
WANAQUE  RAYMOND  DAM 
WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 
ELIZABETHPORT 
ESSEX  FELLS  SERVICE  BLDG 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 
IRVINGTON 

LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LUMBERTON 
MARLBORO 
MILLVILLE 

MILLVILLE  AIRPORT  6 
NEWABK  WB  AIRPORT 
NEW  MILFORD 
QUAKERTOWN 

RAHWAY 

SANDY  BOOK 

SEA BROOK 

SPRINGFIELD 

TRENTON   WB  CITY 

WANAQUE   RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC  CITY  WB 
CAPE  MAY 


HOURLY  PRECIPITATION 


•  n  jouit 

rumuAiir    ikmi 


A   M    Houi  andlng 


P  M   Hou.  Mdlng 


ili  iabxthport 

tsskx  fells  smxvici  iiux1 

riXKHOUl 

OLAssinao 

OJULAT   MXLDOWS 

IRV1SCT0M 

LITTl.S   FALLS   MTB  CO 

LONG    11RANCB 

UJMBKRTOH 

«ak:  BOM 

11U.V1U.K 

1IU.YIU.I-   AIRPORT   6 

MIARI    IB   AIRPORT 

an  hii-ford 

WAKKRTOW* 

UH1AT 

JAMDT    HOOK 

ilAKKCVK 

IPEINGFIKLD 

rUNTON    tB  CITT 

lATVm  so 

fESTVIKLD 
fOODCLIFF  LAII 


iUAT  MKADOWS 
JAMDT  BOOK 
tUKTON  KB  CITT 


IAHAQUK  RAYMOND  DAM 


TLANTIC  CITT  WB 
■RKEHOLD 
LASSBORO 

IGBTSTOm  PDMPING  STA 
BTINCTON 

JULKHDBST  AIRPORT 
ILLVILLE  AIRPORT  6 
HARK  WB  AIRPORT 
RAUCE 
■ROiTOK  WB  CITT 


.07 
.01 

.01 
.01 
.01 


01 

ill 
02 
M 


.12 
.01 
.01 


.01 

.01   .01 


:3 


.01 
.01 
.01 


01 
01 
.01 
.01 

01 


01 
.01 

.01 

01 


01 

.03 

.01 

oi 
0« 


.01   . 0 
.03 


S 


.03 
.01 


.01   .06   .02 


.01   .03 

.02   .01 

.04 

01   .03 

.00 

.02   .02 

.03 


.02 
.02 

•  .30 
.02   .08 

•  .01 
.01 

.02 


.01 

.02 

.02 

.05 

.01 

.01 

.02   .03 

.01   .03 


.01 


.03 
.01 
.05 


.02 
.02 


in 

.01 

.04 

01 

Oi 

.02 

.08 

01 

hi 

.02 
.01 
.01 


.02   .02 

.04   .09   .07 


.08   .01 
.02   .08 
.02 


-24th- 

-25th- 
-27th- 


-28th- 


.08 
.16 
.20 
.23 
.14 
.00 
.04 
.00 
.11 
.35 
.08 

.08 
.12 
.08 
.27 
.13 
.  10 
.10 
.07 
.18 
.23 
.18 


12 

.02 
.01 


.02 
.10 


.02 
.01 


.02 
.01 


REFERENCE  NOTES 

The  four  digit  Identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.  There  will  be  no  duplication  of  numbers  with- 
in a  State. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  In  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  In  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:  Temperatures  in  F°,  precipitation  and  evaporation  in  Inches,  and  wind  movement  in  miles. 
Evaporation  Is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hall  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

As  of  January  1,  1949,  dewpoint  values  below  32°F.  and  relative  humidity  values  at  temperatures  below  32°F.  are  expressed  with  respect  to  water  rather  than  with 
respect  to  ice,  as  used  prior  to  that  date.  Therefore,  these  hygro  metric  values  before  and  after  January  1,  1949,  cannot  accurately  be  combined  without  necessary 
conversion. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Amounts  in  Table  4  are  from  recording  gages.  Traces  are  not  shown. 

Mo  Record  in  Tables  3,  4,  6,  7  and  the  Station  Index  is  indicated  by  a  dash.  No  Record  In  Tables  2  and  5  is  Indicated  by  no  entry.  When  hourly  precipitation  is 
missing  or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation.  See  the  Station  Index  for  observation  time. 

R 
S 


+  And  also  on  a  later  date  or  dates. 

•   Amount  Included  In  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6   Precipitation  measured  at  6-hourly  intervals,  no  recording  gage. 

B  Adjusted  to  a  full  month. 

E   Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a 

ratio  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 
M  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  dally 

record. 


Station  equipped  with  recording  gage  only. 

Storage  precipitation  station.  Precipitation  measurements,  made  at 

irregular  intervals  will  be  published  In  the  June  issue  of  this 

publication . 

Trace,  an  amount  too  small  to  measure. 

Includes  total  for  previous  month. 

Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be  found 

in  Table  4. 


Subscription  Price:  15  cents  per  copy.  Monthly  and  Annual:  $1.50  per  year. (Yearly  subscription  Includes  the  Annual  Summary).  Checks,  postal  notes  and  money  orders 
should  be  made  payable  to  the  Treasurer  of  the  United  States. Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to  the  Weather  Records  Process- 
ing Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee. 


DAILY  TEMPERATURES 


Station 


ATLANTIC    CITY    *B 

BELLEPLAIN 

BELVIDERE 

B00NTON 

BRIDGETON 

BURLINGTON 

CANOE   BROOK 

CAPE    MAY 

CHARLOTTEBURG 

CHATSWORTB 

CLAYTON 

ELIZABETH 

ESSEX  FELLS   SERV   BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 

INDIAN  MILLS   2   MI    WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 

LAYTON   3   MI    Nw 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW   BRUNSVJICK   EXP   STA 

NEWTON 

PATERSON 

PEMBERTON    1    MI    EAST 

PIIILLII'SBURG 

PLAINFIELD 

PLEASANTVILLE 

[  I  ELI) 
RUNNEMEDE 
RUNYON 


Day  of  month 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


H  I N 


MAX 

MIN 


MAX 

KIN 


VAX 
MIN 


MAX 
II  I  N 


MAX 
MIN 


•1 1 

32 

40 
10 

29 

36 
25 

38 
30 

27 

IK 

33 

48 
10 

38 

31 

39 

25 

45 
32 

41 
26 

34 
30 

37 

39  42 

43  35 

31  30 

46  33 

28  28 


48 
42 


32 

33 

52 
3-1 

49 
33 

18 

30 

47 
33 

45 

32 

51 
36 

53 
39 

43 
39 

4.3 

12 

45 
36 

47 
36 

51 
33 

39 

32 

38 
32 

33 
29 

36 
32 

35 
32 

39 
34 

38 

32 

42 
36 

43 
39 

45 
36 

39 

3  2 

41 
37 

4  1 
35 

45 
38 

39 

10 

27 

8 

39 

7 

24 
5 

30 

7 

26 
4 

45 
16 

21 
4 

27 

8 

24 
5 

37 
12 

28 
8 

30 

9 

30 
5 

43 
16 

34 


35 

20 


38 
16 


24 
10 


34 
9 


41 

8 


39 
11 


21 

7 


26 
6 

22 


31 
13 


38 

12 


40 
4 


35 
8 


30 
-  4 


26 

12 


33 

7 


17 

16 

46 
19 

50 

22 

33 
20 

50 

17 

48 

19 

35 

18 

46 
16 

35 

23 

48 
19 

53 
23 

48 
20 

46 
19 

45 
20 

50 

17 

38 
21 

11 

25 

49 
20 

38 
14 


34 
11 


35 

15 


37 
12 

20 


29 

B 


26 
9 

28 


39 
12 


35 

8 


44.  J 
25.  S 


45. 
32. 


See  reference  notes  following  Station  Index. 
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al>l.  S- Continued 

DAILY  TEMPERATURES 

mew  jirbit 
ruiiniir    i960 

SUItoo 

Day  ol  month 

1 

1 

a 

3 

4 

S 

a 

7 

e 

S 

10 

11 

12 

" 

N 

IB 

IS 

17 

18 

19 

-Id 

21 

22 

21 

24 

28 

20 

27 

28 

2W 

30 

31 

< 

(DTHmruw 

HI 

HID 

34 
28 

38 

31 

38 

4a 

25 

:i7 

23 

39 

28 

37 

31 
9 

48 

23 

47 

M 

47 

.... 

41. 
29 

40      33 
31      31 

.IB 

to 

33 

43 

32 

43 

sa 

43 

32 

SJ 

7 

32 
3 

27 
22 

35 

27 

49 

27 

40 

23 

89 

16 

33 

9 

3.1 
» 

38.0 
24    7 

um>r  hook 

MAI 

KIN 

36 

39 

40      36      40 
33      31      23 

36 

J  7 

42      40 
29      23 

;i7 

13 

60 
27 

41 
38 

M 

37 

45 

37 

3H      .18      40 
32      34      38 

42 

36 

41      41 
32      32 

4. 
25 

25      23      31      34 
11         7      23      30 

49 

27 

33      39      33 

30      18      10 

33 

13 

37.4 
26.6 

KHUKT1LLI 

MAX      34      38      3D      41      38      37      37      33 
HIN      38      30      38      IS      32      23      30        9 

47 
22 

47 

.10 

30      30 
36      26 

42      35      39 

32      32      35 

44      44      43 

33      27      29 

44 

27 

36      27      29      34 

9        3      30      25 

49 

17 

43      29      24 

20        8        9 

IB 

10 

39.1 
23.9 

■MB 

MAX      32      3S      39      40      38      38      37      23 
WIN      33      26      23      14      20      19      23-2 

43 
12 

44 

29 

46 
M 

45 
23 

42      32      37 
29      26      20 

38 

33 

39      41 
31      29 

42 
25 

36 

3 

21       22      33 
-    1         9       19 

45 

14 

42      24      19      33 

16         2         4         0 

38.0 
18.3 

fMBNTOH 

MAX      36 
MH      37 

39      39      42      40 

3i    as    as    as 

40      39      35 
27      25      10 

49 
24 

45 
32 

33 

50 
28 

39      40      41 
31      31      36 

44 

31 

4.. 
30 

44 

30 

42 

29 

6 

27      33      34 
6      33      37 

50 
35 

32 
19 

28      26 

14        9 

:.h 
13 

39.0 
33.9 

■REN  TON   tB  CITT 

MAX      33      39      40      41      38 
HIN      28      33      29      26      26 

40      40 
29      24 

S3 

u 

50 
29 

44 

33 

49 
J4 

42      41      41 
33      33      38 

4a 

34 

to 

34 

41 
33 

42 
39 

■9 

8 

25      31      35 
7      24      29 

50 
38 

31 
22 

37      34 
16      11 

IB 
16 

38.3 
36.3 

(00DST01K    2    111    X» 

MAX      40      33      44      33      43 
MIN      30      30      30      22      21 

39      42 
22      35 

1 

43 

17 

47 
18 

SI 

37 

39 
35 

49      50      37      42      42 

26      28      33      37      33 

1           1 

4  2 
3  1 

40 
38 

43 

39 

4(1 
14 

21      29      41 
10      12      28 

36 
36 

30      31 
20      18 

37 
12 

29 
12 

39.3 
34.8 

%bl.  7 

SNOWFALL  AND  SNOW  ON  GROUND 

Station 

Day  of  month 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

Ml 

31 

TLANTIC  CITT  IB 

SNOWFALL 
SN   ON  GND 

T 

T 

, 

I 

IL VI DERI 

SNOWFALL 
SN   ON  GND 

5.2 

T 
T 

4.8 

T 

T 

T 

.5 

T 

HARLOTTKBURG 

SNOWFALL 
SN  ON  GND 

1.0 
2 

2 

2 

1 

1.5 
2 

2 

1 

1 

T 

4.0 

4 

4.0 

8 

6 

5 

4 

4 

.5 

4 

4 

4 

2.0 

6 

T 
5 

4 

3 

LATTON 

SNOWFALL 
SN   ON  GND 

T 

T 

T 

T 

iLBMINGTON 

SNOWFALL 
SN   ON  GND 

3.5 
3 

T 

T 

T 

3.5 
2 

T 

2 

I 

T 

2.0 
T 

T 

RIEBOLP 

SNOWFALL 
SN   ON  GND 

l.S 

1 

T 

T 
T 

0.5 
T 

T 

T 

IGHTSTOWH 

SNOWFALL 
SN  ON  GND 

1.5 
1 

T 

0.5 
T 

T 

T 

0.5 
T 

T 
T 
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NDIAN  MILLS   2   III   WEST 

SNOWFALL 
SN  ON  GND 

0.8 

T 

T 

T 
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■AIEWOOD 

SNOWFALL 
SN  ON  GND 

1.0 
1 

T 

T 
T 

1.0 

1 

T 

OKG    VALLEY 

SNOWFALL 
SN  ON  GND 

• 

1.5 

1.0 

T 

4.0 
4 

1.0 

1.0 
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ILLVILLE    AIRPORT 

SNOWFALL 
SN  ON  GND 

T 

T 
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OORESTOWN 

SNOWFALL 
SN  ON  GND 

1.3 
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T 

T 

T 
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T 

T 
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ORRIS   PLAINS 

SNOWFALL 
SN   ON  GND 
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SNOWFALL 
SN  ON  GND 
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0.1 
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1.5 
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0.5 
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4 

4 
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: 

SNOWFALL 
SN   ON  GND 

1.5 

1.5 

- 

T 

T 

0.1 

0.1 

1.0 

5.5 

1.5 

_ 

T 

1.0 

2.0 

UBERTON    1    HI    EAST 

SNOWFALL 
SN   ON  GND 

0.5 

T 

T 

T 

T 

J  INFIELD 

SNOWFALL 
SN  ON  GND 

2.6 
2 

T 

T 

T 

T 

T 

T 

2.8 
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T 
2 

1 

0.2 

0.8 
1 

T 

1 

T 

T 

0.1 
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IDGEFIELD 

SNOWFALL 
SN    ON   GND 

1.5 

1 

5.0 
5 

2.0 
3 

2 

T 

T 
T 

2.0 
2 

1.0 
2 

T 

0.1 
T 

JHNEMEDE 

SNOWFALL 
SN    ON   GND 

0.5 
T 

T 

T 

T 

T 

T 

0.5 
T 

0.2 
T 

MERTILLE 

SNOWFALL 
SN   ON   GND 

2.5 
3 

2.0 
2 

1 

T 

0.5 
T 

•  issex 

SNOWFALL 
SN  ON  GND 

1.0 
2 

1 

1 

T 

T 

2.0 
2 

T 
2 

2 

T 

4.0 

4 

6.0 

10 

7 

6 

6 

5 

T 
5 

5 

4 

4.5 
9 

8 

6 

5 

T 
5 

5 

5 

'tlHTTON   WB    CITT 

• 

SNOWFALL 
SN  ON  GND 

2.4 

1 

T 

0.3 

T 

T 

T 
T 

T 

T 

T 

T 

T 
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See  reference  note*  following  Station  Indax. 
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County 


ATLANTIC   CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BEBLIN  1  W 

BOONTON 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAHBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  W  ■ 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXPERIMENT  STA 
NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
AUDOBON 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 

1335  ESSEX 

1343  SALEM 

13  51  CAPE  MAY 

1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  IbURLINGTON 
1708 [GLOUCESTER 
1749  |  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652 UNION 
2768  iESSEX 

3029  !  HUNTERDON 
3102  ICUMBERLAND 
3181  MONMOUTH 
3291  IGLOUCESTER 
3416  WARREN 


3516  I 

>ASSAIC 

3662  ; 

LTLANTIC 

3951  ! 

ERCER 

3956  1 

IERCER 

4229  I 

iURLINGTON 

4260  1 

:ssex 

4339 

1UDSON 

4596 

3CEAN 

4627 

3CEAN 

4635 

HUNTERDON 

4735 

SUSSEX 

4887 

>ASSAIC 

4987 

HONMOUTH 

5003 

10RRIS 

5055 

BURLINGTON 

5071 

PASSAIC 

5197 

SOMERSET 

5244 

HONMOUTH 

5252 

BURLINGTON 

5346 

ATLANTIC 

5503 

BERGEN 

5576 

CUMBERLAND 

5581 

CUMBERLAND 

5597 

MORRIS 

5728 

BURLINGTON 

5769 

MORRIS 

6026 

ESSEX 

6062 

MIDDLESEX 

6146 

BERGEN 

6177 

SUSSEX 

6460 

PASSAIC 

6560 

ESSEX 

6775 

PASSAIC 

6843 

BURLINGTON 

6974 

WARREN 

6979 

WARREN 

7079 

UNION 

7131 

ATLANTIC 

7328 

MERCER 

7372 

HUNTERDON 

7393 

IUNION 

7545 

BERGEN 

7587 

PASSAIC 

7817 

CAMDEN 

7825 

MIDDLESEX 

7833 

.BERGEN 

786S 

MONMOUTH 

7936 

CUMBERLAND 

8194 

SOMERSET 

8402 

j MORRIS 

8423 

UNION 

864' 

SUSSEX 

868C 

GLOUCESTER 

8685 

GLOUCESTER 

8816 

OCEAN 

8878  MERCER 
8883  MERCER 
8899 | OCEAN 
9135  CUMBERLAND 
9187  PASSAIC 

9271  UNION 
94  55  UNION 
9832  BERGEN 
9910 i SALEM 

0346    CAMDEN 


Refer     to    tables 


U  S  WEATHER  BUREAU 

.  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 

DIVISION  OF  WATER 

N  J  DEPT  OF  CONSERVATION 

GERTRUDE  S  WILLIS 

N  W  MAGNESITE  CO 

J  A  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
_  L  STEVENSON 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAMES  LAWTON 

HAROLD  QUACKENBUSH 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 


DIV  OF  WATER  NEWARK 
COUNTY  ENGINEER 
DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26  N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
.JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 

R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

WALTER  J  WARREN 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 
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NEW  JERSEY  -  MARCH  1950 

A.  E.  White,  Section  Director  -  Trenton 

Weather  Summary 

March  was  considerably  colder  and  wetter  than  normal.   It  averaged  about  5°  colder  than  January  and 
5"  warmer  than  February  this  year.   It  was  the  coldest  March  since  1941  and  the  wettest  one  since 
1944    It  was  the  first  month,  averaging  colder  than  normal  since  September,  1949  and  was  the  wettest 
of  any  month  since  July,  1949.   Sunshine  was  near  normal.   The  month  was  more  windy  than  usual  even 
for  March. 

The  temperature  trend  to  colder  weather  which  began  about  February  20th,  continued  during  the  month. 
The  only  days  generally  warm  for  the  season  were  the  8th,  12th  and  28th,  with  quite  high  readings 
appearing  at  southern  stations  on  the  27th  and  in  north  Jersey  on  the  29th.   Numerous  stations  in 
both  north  and  south  Jersey  reported  70°  or  higher  during  the  last  week  of  the  month  which  is  not 
unusual  for  March.   The  coldest  weather  of  the  month  was  on  the  3d  and  4th  when  a  cold  wave  brought 
some  of  the  coldest  weather  of  the  winter  to  the  eastern  states.   The  monthly  average  temperature  for 
the  State  was  36.8°  which  was  2.6°  below  normal.   The  highest  monthly  mean  was  39  8   at  Clayton  and 
Hammonton,  and  the  lowest  was  31.6°  at  Newton.   The  highest  reading  was  77°  at  Belleplain  on  the  27th, 
and  the  lowest  was  -10°  at  Layton  on  the  4th. 

Precipitation  was  14  percent  greater  than  normal  and  was  mostly  in  the  form  of  rain.   Only  a  few  sta- 
tions in  north  Jersey  had  over  two  inchest  of  snowfall  for  the  month.   Snow  fell  on  numerous  days  but 
mostly  melted  as  it  fell  except  in  the  extreme  north.   Many  stations  in  south  and  central  areas  had 
no  more  than  a  trace  on  the  ground  during  the  month.   Furthermore,  the  seasonal  snowfall  November 

1949  to  March,  1950)  was  one  of  the  lightest  of  record  in  this  State.   Measureable  precipitation  at 
the  various  stations  occurred  on  an  average  of  14  days  which  is  two  more  than  the  normal  number. 

The  average  precipitation  of  the  State  was  4.29  inches,  or  0.54  above  normal,  and  the  average  snow- 
fall was  fbout  0.1  of  an  inch  compared  with  a  normal  for  March  of  4.5  inches   The  greatest  monthly 
Precipitation  was  5.89  inches  at  Long  Valley  and  the  least  2.99  at  New  Milford^  The  average  for  the 
Highlands  was  4.65  inches;   for  the  Red  Sandstone  Plain  3.96  inches;   for  the  Southern  Interior  4  33 
inches   and  for  the  Sea  Coast  3.94  inches.   The  accumulated  departure  from  the  normal  for  the  year 

1950  to  da?e  for  the  Highlands  is  +2 . 18  inches;   Red  Sandstone  Plain  -0.23  inches;  Southern  Interior 
-1.19  inches;  and  Sea  Coast  -1.62  inches. 

Gale  winds  were  registered  in  coastal  areas  on  March  2,  8,  9,  14,  17,  18,  21  22  23   27  and  28th 
but  no  unusual  amount  of  damage  is  believed  to  have  been  done.   Ample  precipitation  in  both  February 
and  March  of  this  year  was  very  beneficial  in  restoring  soil  moisture.  ^ 

ERRATA:   The  ninth  line  of  the  second  paragraph  of  the  Weather  Summary  in  the  February  1950  New  Jersey 
Climatological  Data  should  read:   "The  highest  mean  temperature  for  the  month  was  38.9  at  Cape  May... 


ACKNOWLEDGMENTS 


the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  In  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2  000  recording,  and  1,000  non- recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250  000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  Its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  Introduction  of  this  bulletin  series,  data  from  Hydrocllmatl 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  Internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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5.4 

13 

1900 

35.6 

67 

-    9 

3.51 

7.0 

10 

1901 

39.2 

75 

-    8 

4.64 

0.9 

12 

1902 

43.9 

77 

0 

4.34 

5.7 

11 

4903 

47.6 

79 

13 

5.13 

T 

10 

1904 

37.2 

72 

1 

3.43 

4.5 

13 

1905 

39.8 

87 

-    7 

3.95 

2.6 

12 

1906 

34.4 

62 

-15 

5.09 

11.2 

11 

1907 

41.2 

88 

-11 

3.04 

11.5 

10 

1908 

41.8 

89 

7 

2.80 

3.5 

12 

1909 

38.3 

74 

-    6 

3.48 

4.6 

13 

Yhi 

Temperature 

Precipitation 

■ 

> 

< 

• 

J3 

I 

J 

J3 

■ 

2" 
& 
> 

< 

1! 

<  • 

-3  s 
~°  s 

^p 

1910 
1911 
1912 
1913 
1914 

1915 
1916 
1917 
1918 
1919 

1920 
1921 
1922 
1923 
1924 

1925 
1926 
1927 
1928 
1929 

1930 
1931 
1932 
1933 
1934 

44.5 
37.6 
36.9 
44.8 
35.4 

36.1 

31.7 
38.2 
41.8 
43.2 

39.4 
49.1 
41.1 
38.0 
38.8 

43.3 
35.1 
41.9 
38.3 
44.9 

40.0 
39.2 
36.6 
38.2 
36.5 

88 
76 
72 
79 
75 

63 
71 
72 
82 
77 

79 
92 
82 
81 
76 

80 
79 
81 
82 
81 

78 
64 
69 
70 
77 

10 
3 
3 
1 

-  6 

11 

-  7 
0 
8 

12 

-  8 
11 

2 

-  3 
5 

1 
0 
9 
6 
5 

9 
12 
3 

8 

-  7 

1.22 
3.38 
7.61 
5.15 
3.65 

1.13 
3.48 
4.65 
2.06 
5.32 

3.80 
3.03 
4.52 
4.09 
2.51 

3.47 
2.25 
1.46 
2.84 
3.07 

2.54 
4.14 
5.49 
4.94 
3.31 

i.i 

5.3 

6.6 

0.1 

20.5 

7.4 

19.3 

9.8 

0.7 
1.6 

5.6 

T 
3.7 
6.3 
2.7 

0.3 
0.4 
0.3 
4.9 
0.7 

0.1 
2.0 
2.5 
1.7 
9.6 

6 
11 
14 
12 
10 

3 
12 
13 

9 
13 

10 
11 
13 
10 
8 

9 
7 
10 
10 
11 

7 
10 

9 
13 
12 

Year 

Temperature 

Precipitation 

rj- 
B 

8 

S 

i 

1 

i 

s 

3 

■ 
« 

4 

1! 

18 

-o  B 

~°   0 

23 

1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 

Period 

43.0 
45.3 
35.8 
43.2 
40.1 

34.7 
34.5 
42.2 
39.4 

37.1 

49.2 
47.9 
36.5 
42.0 
42.3 

36.8 

39.4 

81 
78 
66 
85 
83 

72 
63 
72 
85 
74 

91 
83 
67 
86 
81 

77 

-  6 

-  1 
7 

-  1 
2 

8 

3 

16 

-10 

2 

11 

8 

0 

-12 

-  5 

-  3 

2.46 
5.28 
2.75 
2.15 
4.83 

5.14 
2.78 
5.73 
3.03 
5.70 

2.37 
3.17 
2.71 
3.57 
2.61 

4.29 

3.75 

1.5 
1.4 
4.3 
1.6 
2.0 

3.3 
14.6 
1.7 
6.5 
6.3 

0.1 

T 
4.4 
3.4 
4.0 

0.4 

4.4 

10 
13 
10 
11 
13 

12 
8 
12 
10 
12 

10 
10 

7 
13 

8 

See  reference  notes  following  Station  Index 
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CLIMATOLOGICAL  DATA 


NEW    JERSEY 
MARCH    1950 


ATLANTIC   CITY   WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDCETON 

BURLINGTON 
CANOE    BROOK 
CAPE    HAY 
CHARLOTTEBURG 
CHATSWORTH 

CLAYTON 

elizabeth 

essex  eells  serv  bl 

flemington 

freehold 

hahmo'nton 

hightstown 

indian  mills  2  mi  w 

jersey  city 

lakewood 

lambertville 
layton  3  mi  p 
little  falls  water 
long  branch 
long  valley 

millville  airport 

moorestown 

morris  plains 

newark  wb  airport 

new  brunswick  exp  station 

NEWTON 

PATERSON 

PEMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 

SANDY  HOOK 
SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITY 

WOODSTOWN  2  MI  NW 


Temperature 


33.4 
39. 1M 


39. 6M 

33.2 

38.6 

39.8 
37.6 
34.6 
36.4 
36.6 

39.8 
36.7 
38.2 
33.8 
35.4 

37.1 
32.3 
35.8 
36.8 
33.5 

38.4 
37.4 


31.6 
35.0 
38.6 


35.1 
36.6 

36.0 
36.5 
34.1 
36.3 
37.1 

37.0 


2.2 
2.0 


4.2 

72 

3.2 

68 

3.0 

76 

4.0 

69 

2.9 

69 

6.3 

60 

5.1 

68 

2.4 
3.5 
3.2 
2.7 
2.3 


3.4 

2.7 

4.5 
4.4 
3.5 
1.4 
3.0 


71 
70 


72 
60 
68 
69 


3.3 

63 

2.5 

72 

2.9 

69 

4.0 

70 

2.0 

69 

74 
70 


70 
70 


69 
70 
72 


28 
29 

28+ 


27+ 
28+ 
27+ 

27 
28 


28 
28 


28 

28+ 

28 


28 

5 

27+ 

1 

29 

10 

28 

-   2 

28 

5 

28 

-  10 

29 

9 

28 

10 

3+ 
2+ 


No  oi  Days 


3 

3+ 

4 


4.19 
3.97 


4.71 
4.21 


3.64 
4.23 


4.22 

4.96 
4.29 
4.37 
3.86 
5.89 

3.70 
4.91 
4.34 


4.13 
5.78 


4.68 
3.59 

3.84 
3.76 
4.00 
5.42 
4.50 

3.48 


.14 

1.37 

1.47 

.32 

.21 

1.92 
.95 


.57 

.10 


.95 
.28 


.39 
.31 
.26 


.60 

.26 

1.97 


.08 

.15 

.45 
.14 
.54 
2.29 
.22 

.29 
.47 


.56 
1.38 


1.50 
1.01 


.98 

1.29 

1.03 

1.25 

1.35 

.92 

1.69 


Precipitation 

Snow,  Sleet,  Hail 


No.  ol  Days 


1.02 
1.72 
1.43 

1.90 

.99 
1.27 
1.38 
1.29 
1.10 

1.14 

.93 

.96 

1.19 

1.62 

1.40 

.88 

1.02 

1.15 

.96 

1.45 

1.14 

1.00 

.91 

.79 

.77 


s  a 


o 

4.0 
0 


2.0 

1.2 

.2 


1.7 
.5 


.0 
1.0 


14 

6 

16 

5 

13 

6 

13 

7 

15 

5 

14 

7 

14 

5 

14 

5 

13 

7 

12 

5 

16 

5 

13 

5 

12 

4 

14 

8 

15 

7 

So©  reference  notei  following  Station  Index, 
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T.t-I.  < 


DAILY  PRECIPITATION 


Sl.itu.., 


x  «■ 
■MM* 

.UN 
UtJLAK 

■si.Yint.Hi: 

BKH1IM     |     | 

BttRTO* 

■RtlXJICTON 

*K    RKSSRVOIK 

I 

CKIUK    i.KOVS 
BUR)  01  rKBtlRG 


Cl'LVtiss   LAKI 
DUPtATKR 

il  i  u  n  i  h 

ILlKAHKTHroRT 

ISStA    rKLLS    SKRV    DLDG 

rUHlNCTON 

fORTESCUK 

■ASBBORO 
QRKAT    MEADOWS 
ORKKKVOOD  LAKE 

KAMI..  >  >A 
■IGHTSTOVN 
■IGHTCTOVN    PUMPING   ST 

INDIAN    HILLS    3    HI    »KS 

IRVINGTOM 


1      ,o«l  i 


MILLY1LLS  AIRPORT 
HILTON 
HOORESTOWW 
■ORRIS  PLAINS 
NEWARK  »B  AIRPORT 

niw  Brunswick  EXP  sta 

Ml   MILFORD 

hiwton 

oak  ridge  reservoir 

ORANGE 


5 

7 

H 

10 

» 

.M 

. 

.13       .83 

.SO 

T 

.77 

.41 

•  ■■ 

.SO 

.34 

m 

.7S 

oj  1. 10 

.33 

01 

.44 

i.      .M 

II 

.70       .64 

M 

.31 

.OS       .SI 

1" 

.33 

.11       .63 

.31 

.65 

.30 

1.37 

10 

.37 

T 

T 

T 

07 

* 

,01 

T 

T 

T 

T 

.06 

,01 

T 

I 

JXRSEY    CITY 

.04 

tamooo 

,04 

UM11KRTVILLE 

06 

UYTON    3    MI    NW 

T 

LITTLE    FALLS   WATER  CO 

Z 

T 

LONG    BRANCH 

1 

.08 

LONG   VALLEY 

npBKrai 

R 

.09 

HACOIMS    INTAKE 

T 

UXVILLE 

■ULBORO 

R 

.06 

URLTON    1   HI    WEST 

.05 

KDING 

.10 

MIDLIST    PARK 

■ILLY  ILLS 

Z 

.05 

PATERSON 

.06 

'EMBERTON    1   MI 

1AST 

.07 

W1LLIPSB0RG 

.02 

»BILL1PSBURG    BRIDGE 

PLAIN7IELD 

.02 

PLEASANTVILLE 

.08 

MJIHCETON    WATER 

WORKS 

.04 

UBWAY 

7. 

IIDGEEIELD 

.02 

RIKGWOOD 

.01 

RUNNEMEDE 

.09 

■rroii 

.05 

tOTHERFORD 

SANDY   HOOK 

7, 

.10 

SSABROOK 

R 

.05 

SOHERVILLE 

.02 

SPLIT    ROCK  POND 

SPRI    GFI'LD 

R 

SUSSEX 

T 

SWEDE SBORO 

.10 

SWEDESBORO    5    HI    K* 
TOMS    RIVER 
TRENTON         NO    2 
TRENTON    118   CITY 
■AKAQUE    RAYMOND    DAM 

■ATCBX'NG 
■BSTFIELD 
MOODCLIFT   LAKE 
lOODSTOlTN    2    MI    KW 


JS 

l.ll 

.10 

.60 

.27 

.08 

.71 

.17 

.30 

H 

1.10 

.04 

10 

.24 

HJ 

,10 

.67 

SO 

.67 

■  month 

1/ 


i   .>! 
1.49 


.04       .20      .53       .OH 

.42       .54       .36 

.07       .01       .28       .04 


.23       .58      .04 


.06       .24       .72       .09 


,  III 

00 

.72 
.55 

.10 
.01 

te 

.28 

."■1 

.08 

.43 

.08 

.34       .21       .17 


.17       .02       .45 


.12  2.01 

.10  .66 

.19  .63 

.25  .02 


.57 


.70 


.10 

.09 

.47 

.10    1.00 

.10       .68 


.11 


.  50 


M 

.93 

.12 

,20 

.54 

.23 

.70 

.53 

.07 

.50 

.08 

.54 

.24 

.18 

.04 

la 

.72 

.07 

02 

.52 

.01 

02 

1.14 

.12 

.30 

.03 

.35 

1.38 

.04 

.07 

.40 

.04 

.11 

.27 

.52 

.05 

.04 

.53 

T 

.18 

.23 

.27 

.07 

.35 

.27 

.83 

.10 

.23 

1.19 

T 

.27 

.42 

T 

.06 

1.20 

.16 

37 

.05 

.38 

.12 

.10 

.09 

.49 

.03 

T 

.34 

.37 

.30 

.38 

.si 

.20 

.05 

.53 

.as 

.20 

T 

.40 

.21 

.01 

.09 

.02 

.60 

.15 

.17 

.60 

.08 

.31 

.04 

.80 

.08 

.20 

.23 

.74 

.12 

.05 

.34 

.36 

.44 

.06 

.02 

.14 

.11 

.05 

.58 

.04 

.28 

T 

.16 

.04 

.47 

.04 

.17       .01       .40       .04 
.16      .35      .10 


1.00 

.22 

1.25 

.SO 

.45 

.36 

I    I  ; 

ii, 

,01 

.«> 

1.09 

T 

1.29 

.01 

.7. 

1.10 

.06 

T 

i 

.31 

1.03 

.OS 

.69 

.76 

.03 

1.25 

.03 

1.05 

4H 

.35 

1.74 

.09 

.07 

.HI 

1.35 

.01 

.46 

.34 

1.04 

.07 

HI 

.92 

T 

.03 

.03    1.69 

.SB 

i. 

.02 

.02 

.7. 

.86 

.14 

.63 

.73 

.05 

.67 

1.42 

.03 

.26    1.34 

T 

.31 

.46    1.34 

.10 

.07 

.59 

1.36 

.06 

.01 
.03 
.02 


1.03 
1.08 
.72 


.03 

1.10 

.48 

.66 

.88 

1.22 

.95 

.70 

.86 

.14 

.56 

.18       .94 
T  .93 

.63       .73 
.96 
.37    1.72 


.84 
1.47 
.65 


.50       .21       .88       .03 
.71       .12    1.13 


,01     1  I 


.14 

.56 

.99 

.31 

.01 

.07 

.46 

.57 

1.18 

.20 

.85 

.20 

1.27 

.01 

.02 

.75 

1.38 

.03 

T 

.94 

.14 

1.29 

T 

.68 

1.10 

.02 

T 

.74 

.04 

.73 

.39 

.32 

.73 

.08 

T 

.73 

1.10 

.08 

.03 

.76 

.15 

1.56 

.03 

.51 

.41 

.93 

.13 

.96 

T 

.85 

.02 

.04 

.96 

1.09 

T 

.09 

.60 

.02 

1.07 

.03 

.05 

.62 

1.62 

T 

1.40 

.01 

.64 

.02 

.06 

.82 

.48 

.64 

.50 

.15 

1.00 

.88 

T 

.77 

.01 

.29 

.51 

1.34 

.08 

.88 

.23 

1.02 

T 

T 

.93 

1.15 

.07 

.90 

.96 

T 

1.45 

.18 

.39 

.17 

.73 

.82 

.34 

.04 

.06 

II 

I 

,11 

51 

■0 

.OS 
.02 
.13 


.45 
.03 
.13 


.08 
.33 


.36 

.28 
.17 


.06       .21      *.04 


.06 
.09 


.30 

no 

mi 

7 

.  II 

* 

11 

in. 

.05 

il 

.12 

.02 

" 

.10 

Hi 

•  IS 

nu 

.  10 

.0, 

III 

• 

.14 

12 

.04 

l 
OS 

12 

10 

.06 

.10       .05       .09 


.01       .30       .20       .02 


.40 

.20 

.22 

.20 

.18 

.33 

.58 

.46 

.55 

.18 

.39 

.24 

.01 

.02 

.51 

.04 

.28 

.26 

.27 

.07 

50 

.11 

.01 

.20       .14       .26 
.04      .46       .05       .58 


.14 

.08 

.11 

.09 

.20 

T 

.14 

T 

.16 

.03 

.12 

T 

.08 

T 

.04 

.08 

4.S2 
3.65 

4.24 

4.00 
4.72 

3.93 
3.39 
4.19 
4.06 
4     10 

3.71 
3.97 
4.07 
4.S2 
4    71 


3.66 
4.22 
4.96 
4.29 
4.37 

3.86 
5.89 
4.52 
4.52 
4.78 


5.83 
3.78 
4.92 
4.37 


4.91 
4.34 
3.98 

3.53 
2.99 
3.83 
4.91 
4.16 

4.01 
4.13 
5.78 

4.50 
4.31 

3.92 
4.67 
3.20 
3.51 
3.93 

5.05 
4.68 
3.59 
3.84 
4.24 


3.85 
3.86 
4.00 
4.56 


4.23 
5.42 
4.50 
4.82 


See  istetence  note,  following  Station  Index. 
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HOURLY  PRECIPITATION 


NEW    JERSEY 
MARCH    1950 


ATLANTIC   CITY  KB 

GLASSBORO 

GREAT    MEADOWS 

BIGHTSTOWN    PUMPING    STA 

LAKEHURST   AIRPORT 

LONG    BRANCH 

LUMBER  TON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

ORANGE 

SANDY    HOOK 

SEA BROOK 

TRENTON  WB  CITY 

WANAQUE    RAYMOND    DAM 

WOODCLIFF    LAKE 


NEWARK  WB  AIRPORT 
SANDY  HOOK 
TRENTON  WB  CITY 


A.  M.  Hour  ending 


ATLANTIC    CITY   WB 

ELIZABETHPORT 

ESSEX   FELLS   SERVICE   BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SEA  BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT    MEADOWS 

LITTLE  FALLS  WATER  CO 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

WOODCLIFF  LAKE 


ATLANTIC    CITY    WB 

ELIZABETHPORT 

ESSEX    FELLS   SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT    MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY    HOOK 

SEA BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIEl.D 

WOODCLIFF    LAKE 


ATLANTIC    CITY    WB 
FREEHOLD 
GLASSBORO 
GREAT    MEADOWS 
LONG   BRANCH 
LUMBERTON 
MARLBORO 
MILLVILLE 

MILLVILLE  AIRPORT  6 
NEW  MILFORD 
SANDY  HOOK 
SEA BROOK 


.02      .02      .01 


.02      .02 
.08      .02 


.  03 
.06 

.02 
.01 


.01      .02      .02 


.06      .02 

.02      .02 

.01      .03      .01 

.01 


P.  M.  Hour  ending 


-1st- 


.01 
.02 


.02 


.01 
.01 
.01 

.02      .01 


.02 

.02 
.01 


.03 
.01| 


.01 
.03 


.02 

.02 

.03 

.01 

.02 

.04 
.07 
.05 


.01 
.01 
.01 
.01 
.01 
.01 
.06 


.02 
.04 


-2d- 

-6th- 

-7th- 

i       I 
-8th- 


.07 

.02 


.02 
.01 
.01 


.01 
.02 


.02 
.05 


.04 
.10 


.09 

.06 
.05 


.04 

.01 

.02 

.01 

.01 

.01 
.25 

.01 

.01 

.01 

.02 

.02 

.02 

.01 

.02 

.01 

.01 
.01 

.01 

.08 

.02 

.02 

,02 

.04 

.03 

.02 

.01 

.01 

.04 

.01 

.02 

-9th- 


.01  .18 

.04  .02 

*  * 

.04  .06 

.69  .18 

.04  .06 

.09  .04 

.02  .03 

.19  .14 

.02  .03 

.14  .09 

.13  • 

.05  .05 


.05 
.08 


-11th- 


.07 
.05 
.22 


.32 
.20 
.13 

.02 


.12 
.01 
.03 
.10 
.06 
.14 
.01 
.07 
.04 
.05 


.  10 
.05 
.06 
.01 
.04 


.08 
.05 


.  03 
.04 
.09 


.09 
.02 
.05 
.05 
.08 


.04 

.02 

.02 

* 
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•           .01 

SWARK   WB   AIRPORT 

.01 

.01 

.02 

EW    MILFORD 

.01 

.04 

.01 

.06 

UAKERTOWN 

.06 

.07 

.01 

.02 

.16 

AHWAY 

.12 

.12 

ANDY    BOOK 

.02 

.02 

.01 

.05 

EA  BROOK 

.02 

.03 

.05 

PRINGFIELD 

.07 

.02 

.09 

RENTON   WB  CITY 

.04 

.03 

.01 

.08 

tKAQUE  RAYMOND  DAM 

.05 

.03 

.08 

■field 

.05 

.03 

.08 

XJDCLIFF    LAKE 

.04 

.04 

.08 

■ 

-31st- 
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REFERENC 

E   NOTES 

he  four  digit  Identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis    There  will  be  no  duplication  of 
umbers  within  a  State. 


in  miles  and  directions  from  the  post  office. 


lgures  and  letters  following  the  Station  name,  such  as  12  SSW ,  indicate  distan 

bservation  times  given  in  the  above  table  are  in  local  Standard  Time. 

elayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

onthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

tations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

nless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:  Temperatures  in  F°,  precipitation  and  evaporation  in  inches,  and  wind  movement 
n  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

leet  and  hail  were  included  in  snowfall  averages  in  Table  1,  Beginning  with  July  1948. 

■ounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

■ounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

ata  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observati 


-   No  Record  in  Tables  3,  4,  6,  7  and  the  Station  Index  is  indicated 
by  a  dash.   No  Record  in  Tables  2  and  5  is  indicated  by  no  entry. 
When  hourly  precipitation  is  missing  or  accumulated  for  several 
days,  only  the  first  and  last  days  are  shown  in  Table  4. 

+  And  also  on  a  later  date  or  dates. 

*   Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6   Station  not  equipped  with  a  recording  gage,  See  Table  4  for  6-hourly 
measured  amounts. 

B  Adjusted  to  a  full  month. 

E  Water  equivalent  to  snowfall  wholly  or  partly  estimated,  using  a 

ration  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 


See  the  Station  Index  for  observation  time. 

M   One  or  more  days  of  record  missing;  see  Table  5  for  detailed 

daily  record. 
R  Station  equipped  with  recording  gage  only. 
S   Storage  precipitation  station.   Precipitation  measurements, 

made  at  irregular  intervals  will  be  published  in  the  June 

issue  of  this  publication. 
T  Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 
Z   Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be 

found  in  Table  4. 


Jbcription  Price:   15  cents  per  copy,  Monthly  and  Annual;   $1.50  per  year.   (Yearly  subscription  includes  the  Annual  Summary).   Checks,  postal 
ites  and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions 
lould  be  sent  to  the  Weather  Records  Processing  Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee 


DAILY  TEMPERATURES 


NEW   JERSEY 
MARCH   1950 


Station 


ATLANTIC  CITY  WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

BURLINGTON 

CANOE    BROOK 

CAPE   BAT 

CHARLOTTEBORG 

CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX   FELLS   SERV   BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

H1GHTSTOWN 

INDIAN   MILLS   2   HI   WEST 

JERSEY  CITY 

LAKE WOOD 

LAMBERTVILLE 

LAYTON   3   MI   NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

PEMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLA1NFIELD 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 


Day  of  month 


max;  so 

Mil*   32 


MAX   50 
MIN  33 


MAX  40 
MIN   30 


MAX  37 

MEN   1B| 


MAX 

MIN 


MAX   47 

MIN   32 


MAX   38 
MIN   21 


MAX   48 
MIN   27 


MAX   42 
MIN   27 


MAX   51 
MIN   32 


MAX   52 
MIN   32 


MAX   49 
MIN   30 


MAX   36 
MIN   19 


MAX   47 
MIN   29 


MAX   48 
MIN   31 


MAX   53 
MIN   33 


MAX   47 
MIN   31 


MAX i  50 

MIN   32 


MAX   45 
MIN   26 


MAX   48 

MIN!  31 


MAX   47 
MIN   30 


MAX   42 
MIN   27 


MAX   40 
MIN   21 


32   28   33 
16   13   16 


48   26   38 
18    5    6 


45   47 
33   30 

53 

34 


34   26   36 
18   10    9 


22   28 
9    9 


50   26 
20   10 


30 
10 


45   28   34 
16   12   11 


46   24   25 
19    8    3 


47   32   30 
16       20 


37   21   34 
13    4    5 


45   30   34 
19    9    1 


38   31   37 

20   10   12 


41   27   35 
19   10    9 


42   24   22 

16    7    Si 


41   28 
14    7 


36   25   33 
19    9    6 


40 

25 

45 
18 

44 

38 
13 

47 

21 

47 
20 

38 
11 


11   12  '  13   14   IS   16   17   18   19   20   21  '   22  23  24  25  '  26  27 


40   31   39 
20    9    8 


37   27   33 
19    9    5 


38   31   34 
20    7    1 


35   24   29 
11   10   11 


34   27   34 
17    8-2 


36   29   35 
18   11    5 


35   23   32 


J  9 

45 
23 

10 
25 

39 

10 

57 
36 

38 
13 

52 
36 

45 
19 

52 

21 

40 
15 

54 
30 

40 
18 

44 

13 


41  3 

26  22 

58  39 

24  17 

51  36 
20 

58  27 

23  20 

63 

25  22 

59 

23  24 

58  31 

24  21 


54   63   61 
14   40   37 


52 

38 

17 

53 

30 

17 

17 

32   43   51 
15   24   31 


54   50   59 
22   28   38 


44   56   51 
21   38   33 


36   48   55 
11   25   30 


49   60   57 
22   41   40 


42   54 
29   33 


43   55 
28   18 


42   50 
26   24 


33   36 

24   21 


44   42 
29   26 


39   54 
28   25 


33   39 

24   17 


43   52 
20 


37   42 
29   31 


55   45 
25   25 


38   45 
23   25 


48   34 

22   25 


55   42 
26   28 


54   44 
26   28 


49   37 
19   25 


49   45 
29   26 


46   43   43 
28   22   29 


44   44 
34!  19 


18 


46   44   48  57   53   45   53   S6|  61;  46 
39   39   38  40   39  35   41   461  36j  29 

45 


47   43   48   58 
38   37   35   36 


29   30  31 


43   47   42 
11   37   27 


58   49 
11   32 


52 1  42 
25   21 


58   47 
9   27 


55   48 
32 


MAX 

MIN 


46   26   27 
18    9   10 


29   25   33 
16   10   10 


43 
1? 


45 

14 


35] 

17  i 


39 

13 


47 
17 


56   35 
24   19 


54   38 
22   19 


58   37 
25   21 


52   27 
24   24 


58   38 
21   20 


53   37 
23i  19' 


48   39 
25   20 


58   36 

23   20 


59   38 

24   20 


39   32 

2l|  21 


571  36i 


60 
41 


52   60 
22   41 


46   58   47 
19   37   28 


40   44   54 
16   20   20 


45   55   45 
14   36   31 


47   58   46 
19   39   31 


51   61   54 
23   36   34 


47   57   46 
17   38   31 


51   59   48 
14   40   34 


41   53   39 
23   28   30 


42   56 
28   24 


40   52 
25  2i 


32   40 
24   24 


39   52 
22   17 


38   53 
23   22 


43   54 
29   25 


34   41 

19   21 


54   47 
23   26 


48   45 
25   27 


48   44 
24   28 


45   44 
21   30 


51   44 

23   24 


45   44 
23   26 


45   44 
24   26 


38   45 
19   15 


41   49 
21   25 


40   43   45 
27   16   20 


45   42   51 

34   19   12 


45   43   52 
33   20   20 


42   47   45 
33   22   23 


42   36   44 

32   18   24 


47   42 
29   32 


53   47 
38   38 


50   45   52   48   71 


41   42 
35   34 


56   52   77!  71 
29   26   38   57 


48   47 
30   30 


48  47   52   43 
36   36   38   32 


50   41 
36   35 


46   40 
30   34 


49   54 
39   39 


44   40 
29   28 


44   48 
17   18 


43   45 
18   21 


48   42 
34   31 


46   42 
34   31 


41   52 
37   36: 


42   43' 
35   35 


51   54 
33   40 


45   49 
29   33 


49   55 
37   37 


46   56 
39   37 


43   51 
37   36 


43   42 
36   37 


41   51 
34   35 


4  9 


25   23 


40   40 
34   33 


50   40 


17   32 


59   44 
24   26 


MAX   33 
MIN   28 


MAX   51 
MIN   25 


MAX   48 
MIN   28 


23   24 
7    6 


6   11 


38  31   36 

39  12    8 


MAX   45 

MIN   29 


MAX   47 
MIN   27 


MAX   46 
MIN   27 


MAX   34 
MIN   15 


MAX   38 
MIN   12 


MAX   48 
MIN   30 


MAX   44 
MIN   29 


MAX   49 
MIN   29 


MAX   47 
MIN   24 


MAX   52 
MIN   31 


MAX   44 
MIN   21 


MAX   47 
MIN   29 


28   26   35 
12    9   12 


40   27   34 
15    8    8 


56   48 

17   27 


56   42 
18   24 


54   52 
15   30 


56   45 
20   23 


55   54 
14   32 


36 
16 


38 
22 


40 
14 


47 
21 


46 
18 


41 

14 


38 
18 


4  0 
16 


23 


41   36 
22   20 


60   28 
22   19 


57 
37 


46   54   45 


37   44 
8   32 


36   45   48   53 


47   57   43 
19   43   33 


37   52 
25   25 


42   56 
27   19 


36   49 
25,  27 


39   53 

24   17 


40   53 
26   22 


36   46 
18   25 


35   38 
24   23 


37   53 
25   25 


42   20 
14    5 


47   26   25 
19    9   10 


42   29   33 
18    9    5 


40   28   34 
17    9    7 


32   26   35 
17    8    8 


25   25   31 
11    8   10 


32   32   35 

1G   11   10 


34   52 
11   28 


34   54 

12   34 


57   58 
14   35 


55   50 
15   30 


55   42 
13   27 


55   35 

21   21 


57   57 
17   26 


24   22   38 
18    9-3 


29   36 

10   14 


54   42 
7   28 


56   45 
27   30 


32 
9 


37 
16 


48 
17 


14 

16 


42 
15 


43 
16 


17 

IS 


14 
12 


42 
18 


40   40 
25   20 


53   37 
25   23 


58   32 
25   19 


40   35 
23   21 


59   36 
21   20 


58   26 
20   14 


55   29 
21   20 


61   37 
25   20 


60   38 
19   21 


50   37 
24   20 


39   35 
21   20 


43   39 
23   21 


34   41   51 
14   22   30 


53   61   44 
19  41   35 


50   57   39 
21   38   32 


53   39 
34   28 


39   43 
24   21 


42   55 
26   21 


40   55 
26   27 


37   48 
23   21 


44   45 
23   26 


47   46 
24   25 


33   40 
24   26 


45   43 
19   26 


45   45 
24   26 


40   43 
15   22 


50   45 
22   25 


36   40 
26   29 


49   40 
20   24 


36   46 
26   26 


36   45 
25   27 


46   42 
22   25 


30  24  26 

41 I  43  48 

32]  18  20 

45'  43  51 

33  19  13 

36  42  39 
22  19  23 

44  43  43 

28  18  13 

43  44  51 
32  19  20 

37  40  48 

27  16  14 

44  37  45 
30  20  21 

44  42  44 
25  20  25 

41  37  41 

29  17  20 

45  42  52 

28  21  17 

44  43  53 

28  24  20 

41  43  46 

30  18   20 


42   40 
36   37 


44   42 
37   36 


38   40 
25   25 


42   40 
29   31 


43   41 
35   31 


46   40 
30   27 


47   44 
32   31 


40   40 
36   37 


43   50 
36   34 


43   51 
38   39 


42   49 
37   34 


49   55 
36   36 


40   47 
34   35 


45   50 
36   34 


40   52 
31   35 


40   48 
32   24 


42   46 
36   36 


45   51 
35   35 


39   41 
34   34 


45   52 
27   30 


53   55 
27   25 


51   53 
33   30 


51   53 
31   29 


50   52 
29   29 


50   54 
26   27 


50   54 
31   28 


54 

33 


60 
42 


45.5 
31.2 


51.6 
27.1 


51   45.9 


43 
22 

56 
38 

38 
30 

38 

26 

52 
25 

35 
26 

45 
28 

42 
23 

47 
21 

43 
27 

47 

15 

55 
36 

47 
29 

38 
24 

52 
23 

49 
22 

4  3 
25 

43 

31 

45 
17 

4  4 
20 

31 
12 

40 

21 

46 
30 

31 
21 

35 
23 

44 
20 

2.2 
24 

42 

27 

33 

17 

41 
18 

30 
21 

14 

26 

55 
28 

33 
24 

39 
25 

49 
23 

37 

20 

45 
30 

40 
19 

42 
26 

59   48 
39   34 


50   44 
33   30 


47   59   43 
15   36   32 


42   34 
25   21 


46   35 
24   21 


42 
17 


60   42 
39   34 


54   39 
29   24 


56   40 
37   30 


40   54 

26   19 


40   50 
25   24 


40   52 
24   21 


42   50 
25   26 


44   57 
28   23 


36   48 
29   18 


38   50 
25   27 


52   45 
23   27 


44   43 
23   26 


38   45 
21   29 


44   42   52 
33   19   17 


40   40   48 
30   18   23 


42   47   46 
29   19   21 


39   44 
22   27 


42   46 
25   27 


44   48 
22   27 


38   34 
25   28 


47   47 
19   24 


44   44   54 
30   19   18 


47   47 
40   38 


42   42 
32   36 


46   40 
31   30 


40   43 

35   36 


42   41 
32   32 


47   36 
28   29 


48   40 
31   33 


48   41 
36   36 


49   44 
33   34 


42   47 
35   32 


39   43 
33   31 


44   42 
37   37 


48   57 
36   38 


46   54 
37   37 


48   53 
29   28 


50   56 
28   25 


46   45 
36   33 


48   51 
25   26 


49   52 
29   28 


47   43 
25   22 


60   56 
29   29 


50   50 
32   30 


48   49 
27   28 


53   53 
31   29 


49   50 
32   30 


51 

34 


69  70 

48,  42 

65  72 

41]  35 

60  60 

42  37 

68  68 
40  33 

69  64 
58  43 


63   43 

27   17 


46   48 
28   26 


68   64 
45   40 


69   63 
46   41 


69   63 
58   41 


43   48 
26 


45 
27 


44 
32 


54 
35 


60 
34 


50 
36 


68   66 
45   41 


72   65 
44   41 


70   65 
38   30 


64 
40 


69   66 
53   38 


63   69 
40   33 


44 

26 


40   47 
23   17 


43 
28 


61 
33 


36   43   36 


40   50 
34   35 


49   53 
28   31 


70 
41 


44   40   39 
30   17   21 


41   45   47 
27   21   27 


40   44 
36   36 


41   43 
35   33 


43   51 
36   37 


42   51 
35   34 


41   40 
33   34 


43   42 
35   35 


48   53 
37   34 


42   50 
35   35 


42   52 
36   36 


43   52 
37   36 


45   58 
37   36 


46   51 
40   36 


43   50 
37   37 


49   53 

37   32 


49   53 
29   28 


48   46 
30   30 


50   55 
33   32 


52   53 
30   29 


51   56 
30   30 


70   64 
44   33 


50   55 
31   27 


50 

33 


44   45 

28   26 


42   48 
26   24 


45   49 
28   27 


44 

26 


70 
34 


63   71 
37   45 


69 

50 


65   44 
27   25 


44   47 
26   24 


47   50 
27   25 


42   52 
27   23 


68   64 
45   32 


42.9 
23.8 

49.4 
28.8 

49.5 
28.4 

44.8 
23.3 

49.1 
30.1 

43.9 
22.5 

50.5 
26.7 

50.2 
29.3 

48.0 
27.2; 

44.1 
25.0 

48.1 
24.7 

46.7:  i 

26.5 

50.1 
29.1 

47. C 

26.: 

49.; 
26.; 

42.  ( 
25.1 

46.1 
24. ( 

47. 
26.  j 

43. 
20. 

46.' 

25. 

45. 
28. 

43. '1 
23.  I  I 

49. 

27. 

47. 
27. 

46 

25. 

45. 

27. 

47. 
25. 

41. 

22. 

44. 
25. 

50. 

27. 

47. 

26. 

46. 

25. 

45 
25. 


53   54 
32   28 


54   56 
28   28 


50   54 
34  I  30 


71   62 
51   39 


70   64 
44   38 


70 

11 


46 
30 


11 

2  8 


49 
27. 


eiaienea  nolwa  foil- 
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■U 
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49 
IS 

• 

M 

• 

05 
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12 

M 

13 

33 

34 

.11 

9 
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10 

17 

37      58 
11     ao 
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38      18 
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22      21 
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20      18 
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66      31 


19     14  I  16  ! 
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24      38 


10     to 

14      .16 
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21      38 


48      35 
24      39 


37      49 
20      30 


38      LIB 


10 

26 


40      40 
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32      27 
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32      41 
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33      20 
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23      22 
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28      25 


42      56 
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28   33   19   20   28   37   36   36   31   29   37 


4/ 
It 

1\1 

28    7 

n 

44 

68 
42 

44 

11 

Ml 
IS 

25.0 

00 

4.' 

00 

38 

41 

4« 

11 

44    2 

10 

to 

00 
36 

44 
11 

to 

^4 

46.2 
28.3 
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'.4 

38 

.14 
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11 
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11 
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20.8 

70 

41 

70 
44 

00 
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NEW   JERSEY 
■ARCH    1950 

Station 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

„ 

ie 

14 

20 

7.\ 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ATLANTIC  CITY  WB 

SNOWFALL 
SN   ON  GND 

T 

T 

T 

T 

T 

0.2 

BILVIDERK 

SNOWFALL 
SN  ON  GND 

T 

0.5 

T 

T 

T 

CHARLOTTESBURG 

SNOWFALL 
SN   ON  GND 

3 

T 
3 

3 

2 

2 

a 

1 

T 

4.0 

5 

4 

3 

2 

T 

1 

T 

T 

T 

CLAYTON 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

T 

FLEMISGTON 

SNOWFALL 
SN   ON  GND 

T 

T 

T  • 

T 

T 

FREEHOLD 

SNOWFALL 
SN   ON  GND 

0.4 

0.2 

HIGHTSTOWN 

SNOWFALL 
SN    ON   GND 

T 

0.2 

T 

0.5 

T 

T 

T 

IIOIAN    MILLS    2    MI    WEST 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

LAKIOOD    1    ENE 

SNOWFALL 
SN   ON   GND 

0.1 

0.4 

LONG  VALLEY 

SNOWFALL 
SN  ON  GND 

T 

T 

MILLVILLE   AIRPORT 

SNOWFALL 
SN   ON  GND 

T 

MOORESTOWN 

SNOWFALL 
SN  ON  GND 

0.1 
T 

T 

MORRIS   PLAINS    1    W 

SNOWFALL 
SN   ON  GND 

T 
T 

1.0 

T 

T 
T 

T 

0.1 

T 

T 

0.4 

T 

NEWARK   WB   AIRPORT 

SNOWFALL 
SN    ON   GND 

0.1 

T 

T 

0.3 

T 

T 

T 

T 

T 

T 

NEW  BRUNSWICK  EXP  STA 

SNOWFALL 
SN    ON   GND 

T 
T 

T 

T 
T 

T 

T 

NEWTON 

SNOWFALL 
SN   ON   GND 

T 
3 

T 
2 

2 

2 

2 

i 

1 

0.3 
3 

1 

T 

T 

T 

T 
T 

T 

T 

T 

T 

T 

PATERSON 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

T 

1.3 

T 

T 

0.4 

T 

T 

T 

PEHBERTON    1    MI    EAST 

SNOWFALL 
SN   ON  GND 

T 

0.5 

T 

PLAINFIELD 

SNOWFALL 
SN   ON    GND 

0.7 

T 

T 

T 

0.4 
T 

T 

T 

T 

T 

RIDGEFIELD 

SNOWFALL 
SN   ON    GND 

T 
T 

T 
T 

T 
T 

1.0 

T 

T 

T 

T 

RUNNEKEDE 

SNOWFALL 
SN   ON   GND 

T 

T 

SOMERVILLE 

SNOWFALL 
SN  ON  GND 

T 

SUSSEX 

SNOWFALL 
SN  ON  GND 

T 

4 

4 

4 

4 

1 

T 

0.2 

T 

TRENTON   WB   CITY 

SNOWFALL 
SN    ON    GND 

0.5 

T 

T 

T 

T 

T 

T 
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STATION  INDEX 


NEW    JERSEY 
MARCH    1950 


County 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELUAR 

BELVIDERE 

BERLIN  1  W 
BOON TON 
BRIDGETON 
BROOKLAWN 
BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

RAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 
M1LLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORE STOW N 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

SET!  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 
RINGWOOD 
RUNNEMEDE 
RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDEF.BORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
AUDOBON 


Time  of 
observation 


Years  of 
record 


Drainage 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 

0907  MORRIS 

1028  CUMBERLAND 

1106  CAMDEN 

1211  BURLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
1351  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 
2768  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3  516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 

4  596  OCEAN 
4627  OCEAN 

1  4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
'  5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974  WARREN 

6979  iWARREN 
7079 'UNION 
7131  ATLANTIC 
73  28  MERCER 
7372  !IUNTERDON 

7393  UNION 
7545  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 
8402  MORRIS 

8423  UNION 
8644  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 

8878  MERCER 
8883  MERCER 
8899  OCEAN 
9135  CUMBERLAND 
91K7  PASSAIC 

9271  UNION 
UNION 
9832  BERGEN 
9910  SALEM 

U346  CAMDEN 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

I  PASSAIC 
PASSAIC 

DELAWARE 
COASTAL 
PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 
DELAWARE 
COASTAL 
PASSAIC 
PASSA IC 

RARITAN 

DELAWARE 
RARITAN 
DELAWARE 
RARITAN 

1  PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 
PASSAIC 
COASTAL 
RARITAN 
•DELAWARE 


39  22 
39  35 

39  16 

40  10 


74  25 
74  28 
74  52 
74  02 


8   EST 

EST 

49   EST 

19   EST 


40  50   75  05    289   EST 


39  48 

40  54 
39  26 

39  53 

40  04 

41  07  I 
40  45 

39  28 
38  56 

40  52 


41 

03 

40 

41 

39 

48 

39 

.19 

40 

38 

41 

10 

39 

■11 

40 

40 

40 

39 

40 

50 

40 

30 

39 

14 

40 

15l 

39 

42 

40 

53 

,  41 

09 

39 
40 

3K 
16 

40  17 

39  48  ! 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 
40  48 
39  58, 


PASSAIC  41  01 

RARITAN  40  33 

COASTAL  40  20 

DELAWARE         39  54 
GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSUC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 
HACKENSACK 
PASSAIC 
HE  I  .AWARE 
COASTAL 

PASSAIC 

COASTAL 

DELAWARE 

RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 

RAHWAY 

HACKENSACK 

DELAWARE 

DELAWARE 


40  59 
39  24 
39  22 

41  01 
39  58 


74  56 

74  24 

75  14 
75  07 

74  51 

74  30 

74  21 

75  25 
74  57 
74  13 

74  26 
74  23 

74  32 

75  06 
74  55 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 

74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  05 
74  32 
74  57 


280 
30 


EST 
EST 
EST 
EST 
EST 


1040 

EST 

180 

EST 

8 

EST 

17 

EST 

400 

EST 

760 

EST 

185 

EST 

90  I  EST 
120  EST 
300   EST 


EST 
EST 
EST 
EST 
EST 


30 
330 


134 
5 

194 


100 
75 
100 


135 

128 

54 

75 

480 
157 

34 
660 

25 


50 

120 


MID 
6P 
5P 

MID 
5P 


41  59 

61  66 

8 

37  63 


40  50  74  30 

40  42  74  10 

40  29  74  27 

40  57  74  02 

41  03 ;  74  45 

41  02 '  74  30 

40  47  74  14 

40  55!  74  10 

39  58!  74  41 

40  41  75  12 


210 
60 

76 

62 
400  1 


EST 
EST 
EST 
EST] 
EST 

EST 
EST 

est! 

EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 


6P 

6P 

9  A 

MID 

7A 


9A   19 
9A 
5P 
8A 

57 

45 


6P 

f.P 
r.HD 

5P 
HID 

SA 

5P 
5P 
5P 

MID 
MID 

7A 
5P 
8P 
MID 
8P 

MID 
MID 

MID 


45   45 
62'  62 


EST 
11 l  EST 
99 !  EST 

EST 
769   EST 


870 
140 
100 


40  42 
40  37 

39  25 

40  19 
40  34; 

40  36, 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
39  47 
39  57 


75  12 
74  25 
74  31 
74  40 
74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 


EST 
ESI 
EST 
EST 
EST 


MID 


6P|  48 
9AI  35 


Mil 

MID 

DP 

5P 


M I  D 

MID 

MID 

7A 

8A 


4P   4Pj 

MID   MID 

5P    5P 

MID 

8A 


8  A 

5P 

HIP 


EST 

EST  I   8P 

EST  I   9A 

EST 

EST 

EST 

EST,  MID 
EST 
ESTl   9P 
EST   6P 


EST!   8P 

EST    7P   MID 


4P 

BID 

at 

5P 
10P 

8A 

8P 

9A 

MID 

AR 

MID 

MID 

10A 

9P 

6P 


3 
9 
3 

86   86 


50 

92   95 


9 

79  78 
20j  20 
58  '  66 


100 

EST 

65 

EST 
EST 

EST 

6P 

4  50 

EST 

6P 

75 

EST 

EST 
EST! 


MID 

6P  63 
10A 


6P 
NOON 


40  14  74  46 

40  13  74  46 
39  36  74  20 
39  291  75  01 

41  02,  74  IK 


74  25 
74  21 

74  03 

75  20 


40 

40 

40 

39 

41 

01 

39 

40 

39 

54 

105 

EST 

56 

EST 

23 

EST 

110 

EST 

320 

EST 

EST 

135 

EST 

103 

EST 

16 

EST 

50 

EST 

Mill 

HIS 

6P 


U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS  \ 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  i.   G  CO 

NEWARK  WATER  DEPT. 
I  N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 
J  A  PLUNKETT 


NEWARK  WATER  DEPT 

EDWARD  P  MOLITOR  3 

A  L  STEVENSON 

HARRY  P  CAMPBELL 

L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION   2  3 

SEWAGE  TREATMENT  PLANT       3  4 

BOROUGH  ESSEX  FELLS      12  3  4 


DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 

NAVY 

GEORGE  G  WADDILL 
E  CASE 

,.  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 
L  J  GALLAHER 
CIVIL  AERO  ADM 
JERSEY  CITY  WATER  WORKS 
i JAPANESE  BEETLE  LAB 

j JAMES  C  LONG 
U  S  WEATHER  BUREAU 
iNEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
IP  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 
26  N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26 |N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
■  II  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  II  RISTOW 

U  S  WEATHER  BUREAU 

WALTER  J  WARREN 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


Refer     to     tables 


2  3  4  5 

3 
2  3    5 

3 
2  3    5 


2  3    5 
2  3    5 

CLOSED  12/31/49 
2  3    5 


3  4 
3  4 

3 
2  3    5 
2  3    5   7 

3  4 
2  3    5   7 

3  4 
2  3    5 

3  4 
2  3    5   7 

2  3    5 

2  3    5 
2  3    5 

2  3  4  5 
2  3    5   7 

3  4 

3 
3 

3  4 
3 
3 

3 

3  4 
2  3  4  5  7 
3 

2  3    5   7 

2  3  5  7 

2  3  4  5  7 

2  3  5  7 

3  4 

2  3  5  7 

3 

3  4 
2  3    5   7 
2  3    5  7 
2  3    5 


3  4 

2  3    5 

3 
2  3    5 
2  3    5 

2  3    5 
2  3  4  5 

3  4 
2  3    5 

3 

3  4 
2  3    5 
3 
3 
3 

2  3    5 
2  3  4  5 


IRVING  J  NYGREN 


3 

3 

3 

2  3 
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NEW  JERSEY  -  APRIL  1950 

A.  E.  White,  Section  Director  -  Trenton 

Weather  Summary 

Anril  was  colder  cloudier  and  drier  than  normal.   The  trend  to  colder  than  normal  tempera- 
ture which  began' aoout  February  20th  and  prevailed  during  March,  continued  through  April. 

Th*  coldest  weather  was  around  the  1st,  7th,  10th  and  14th,  when  readings  were  much  below 

fTeetllt        TbTIowesIreported  for  the  month  was  15°  on  the  1st  at  Layton,  which  is  not  un- 

!    for  that  time  of  the  year  in  extreme  north  Jersey.   The  only  warm  Periods  of  conse- 
nsual for  tnat  time  oi  joe  y  Temperatures  of  80°  or  slightly  higher  were 

quence  were  the  3d  to  5th  and  17th  to  19th   J^mpe        d  consecutive  month  averaging 

crioer'tharnSmal011  Tne  montn?y  avlrage^emplraturl   for   the   State  computed  from  re  cords  of 
colder   tnan  noraai.      *      .    h    1<;  i  n°   below  normal.      The   highest  monthly  mean  was   49,9     at 
B?iStJnnaodalhf  ioweS^L  «27-   at^ton™  The  highes?   reading  .as   85°   at  Bridgeton   en 
the   afternoon  of   the    19th. 

i1thrai(fv   a   laree   number  of   cyclonic   disturbances  traversed  the  country  and   some   areas  had 
nea,nreeipaitKierne.  f /sey  in  common  with  ether  «f"^«antic  Sta es     hapless  than 

SS  ffiSSrS  feit-Seirner^rn  sKd  ?=  j^«!J5 

with  measureable  precipitation  while  most  southern  stations  had  no  more  than  10  such  days. 

^r^eTeaiLr'enr^^^^ 

ITJ^i  K9  Sch  It  Fortescue  on  Delaware  Bay.     The  greatest  amount  reported  for  any  observa- 

pared  with  a  h^l^/^""*^2  *S£S  •.afpracticany  none  in  the  southern  counties. 
The^veragrpreetpitalion'ior^hflighSnrarea  .as  2.54  inches;      for  the  Red  Sandstone 

TSe  Highlands  +1^1  inches;   Red  Sandstone  Plain  -1.75  inches;   Southern  Interior  -2.88 

inches;   and  the  Sea  Coast  -3.29  inches. 

The  cool  weather  of  the  month  held  back  vegetation  thus  lessening  the  danger  from  late 

end  of  the  month.   There  were  no  destructive  storms. 
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.15 

.01 

.29 

T            .  16 

.04 

.20 

Z.4U 

SWEDE S&ORO 

.04 

.03 

.05 

.57 

.10 

.02 

.17 

.20 

.84 

T 

2.02 

SWEDESBORO    5   HI    NW 

T 

T 

T 

.02 

T 

T 

.06 

.06 

.01 

.17 

.09 

.i0 

.04 

.12 

.20 

T 

.77 

T 

.07 

1.71 

TOMS    RIVER 

.16 

.04 

.04 

.19 

T 

.05 

.40 

.  10 

1.20 

.03 

2.21 

TRENTON         NO    2 

T 

T 

.06 

.07 

T 

T 

.06 

T 

.14 

.04 

T 

.39 

.14 

.29 

T 

.17 

.80 

.01 

.11 

2.28 

TRBMTOH    WB  CITY 

Z 

T 

.01 

T 

.03 

T 

T 

.03 

T 

.12 

T 

T 

T 

.37 

.10 

.24 

T 

.16 

T 

.67 

T 

.06 

1.  79 

V  INI  LA  NT 

.13 

.01 

T 

T 

.40 

.12 

.05 

.OS 

.34 

.40 

T 

1.50 

IAHAQCE    RAYMOND    DAU 

z 

.02 

.34 

.03 

.06 

T 

.01 

.30 

.37 

T 

.04 

.10 

.53 

02 

.29 

.02 

.08 

2.21 

IATCHUNG 

R 

.OS 
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.05 

.04 

.10 

.54 

.11 

.07 

.10 

.15 

.23 

.  04 

.  18 
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.04 

.04 

.02 

.08 

.02 

.02 

.10 

.34 

.27 

.14 

.14 

.17 
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.10 

1.90 
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.02 

.04 

.13 

.0! 

.12 

.06 
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.24 
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.03 
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.17 
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LAKEHURST  AIRPORT  6 
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LAKEHURST  AIRPORT  6 

LITTLE   FALLS   WATER   CO 

LONG   BRANCH 
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07 

.04 
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16 

.02 
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.SO 
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.05      .02 
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st- 
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.02        07 
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* 

* 
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.01       .02 
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.04 
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* 

* 
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*           » 

* 

* 

-23d- 

* 

* 

* 
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ELI  ZABETHPORT 

05      .03 
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.05      .03 
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.01 

01 

.  12 

FREEHOLD 
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.05      .06 
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GLASSBORO 
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GREAT   MEADOWS 

02 
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.01 

.07 

.01 
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.06      .05 

01 
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* 

* 
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* 

06 
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* 
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LITTLE   FALLS   WATER  CO 

.01 

.06      .04 

01 
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LONG   BRANCH 

.04      .07 
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LUMBERTON 
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01 

.04 
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03 
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.16 
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* 
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* 
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* 
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S«e    reference    notes    following    1 


HOURLY  PRECIPITATION 


NEW   JERSEY 
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ATLANTIC   CITY   WB 

ELIZABETBPORT 
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LAKEHURST    AIRPORT   6 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 

LUMBERTON 
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NEWARK   WB   AIRPORT 

NEW    MILFORD 

QUAKERTOWN 
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ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LUMBERTON 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

I RV I NGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

RED  MILFORD 

QUAKERTOWN 

SANDY  HOOK 
SEABROOK 

TRENTON  WB  CITY 
WANAQUE  RAYMOND  DAM 

HUNG 
WESTFIELD 
WOODCLIFF  LAKE 


GREAT    Ml 

LAKEHURST    AIRPORT    6 


.01 
.01 


P.  M.  Horn  ending 


-24th- 


.01      .02 
.02      .01 


.03 
.03 


.07 
.03 


.01        01      .01 


-25th- 


.04        05 
.05      .04 


.06 

03 
.20 


.04 
.03 


.07 

.08 

.09 


.04 
.06 
.04 


.02 
.01 
.12 


.01 

.02 
.  10 


.12      .07 
.02 

25 

.01       .02 
15      .02 


.09      .04      .01 


.01 

.02        01 

.02      .02 


.01 

.15      .01 

.01      .03 


.02 

.03 

04 

.02 

02 
.03 

* 

* 

01 

.01 

.02 
03 

.02 

.01 

' 

* 
.02 

.05 

01 

.01 

114 

.02 

03 

.01 

.04 

.06 

.06 

03 

.01 

.13 

.07 

.02 

.07 

.05 

.05 

03 

.04 

04 

.05 
.02 


07 
.08 


04 

07 


.03 
.02 
.05 
09 


.02 

.03 


-26th- 


.01 

.03      .05 

.01 


.18 

.36 

.02 

.21 

.14 

04 

02 

.10 

10 

01 

.01 

.01 

.30 

21 

.22 

.01 

40 

.20 

.  34 

19 

.10 

.01 

.01 

* 

.01 

* 

* 

» 

08 

07 

04 

.23 

2C 

.19 

.•10 

.04 

.29 

17 

.  19 

.01 

.05 

.20 

.  13 

04 

.04 

22 

L6 

.05 

.22 

27 

.19 

16 

35 

20 

.12 

,23 

13 

13 

hi 

.06 

01 

-27th- 


-28th- 


-29th- 


.02 

.02 

.01 

.  14 

.08 

.09 

01 

.06 

05 

.14 

.01 

.14 
.04 

.16 

.19 

.09 
20 
19 


■  folloi 
-    44 


ll  tntlnuod 


HOURLY  PRECIPITATION 


BMHoa 

A   M    Horn  •n.iiiig 

P.M.  Ho 

| 

1 

3 

4 

s 

t> 

7 

8 

1 

1 

2 

' 

s 

7 

■ 

9 

10 

11 

12 

01 

02 

01 

Kit  l  vii  U    lIRPOH   i- 

HOAKK    «ll    AIRPORT 

01 

01 

02 
.02 

Kl>    Hit  10RP 

05 

01 

an 

01 

01 

.01 

01 

oi 

.01 

01 

i .  1 1 11 

.01 

RAYMOND    DAM 

.02 

.02 

.01 

.  00 

01        .'i 

,u         in 

WOOIV1  ll'f    LAKE 

m 

111 

.02 

-30th 

.     CITY   WB 

»l 

02 

04 

.01 

14 

CAPE   MAY 

IIPORT 

.05 

01 

02 

.02 

02 

.01 

.01 

.  16 

1  LS    SERVICE    BLDG                                01          01          "1 

in       01 

.02 

01 

.01       .03        H2 

,11 

,il 

.02 

.  22 

^^KOLD 
-.BOKO 

01 

.01 

.01         01 

01 

01 

01 

(II 

HM 

04 

.08 

.04 

.  16 

MEAT   MEADOWS 

.02 

.09      .01 

.01 

01 

01 

.03 

02 

.01 

.04 

.01 

,,1 

27 

OWN    PUMPING    STA 

.26 

.22 
.21 
.05 
.17 
.08 

.24 
.18 

1RV1NGTON 
LAKEHURST    AIRPORT    6 

.01        01 

.02      .04 

.03 

.01 

. 

. 

.02      .04 

•           • 

.04 

.01 
.03 

.02 

.03 

LITTLE   FALLS   WATER  CO 

LONG    BRANCH 

LUMBERTON 

■ARLBORO 

■ILLVILLE 

MILI.VILl.E   AIRPORT   6 

01       .02 

.03 
.01 

.02 
.01 

.01      .02 

.01 

01 
.01 

.01 

Ml 

.01 

.03 

.04        02 
.02        02 

.02      .01 
.01 

•           * 

.01 

.01 

.01 

.01 

.01 
.01 

.02 
.02 
.02 

.03 
01 
.05 

.01 
.04 

06 

.06 

NEWARK   WB  AIRPORT 
NEW    MILEORD 

.01 
01                   .01 

03      o: 

04 

.01 

.01      .01 

01 

.01 

02 
,01 

.03        03| 

.01       .01         01 

.01 
.02 

02 

.  01 
.02 

.02 

.01 

ORANGE 

QUAKFRTOWN 

RAHWAY 

01 

.01 
01       .02 

.05      .11 
.01 

.04 
.02 

.01 
.01 

.03 

.01 

04 

.03      .01 
.03      .03 

.01 
.01 

.01 

01 

.01 

.01 

.38 

.16 

ROOK 

.02      .05      .05 

.02 

.02      .01 

.02 

.01 

01 
.01 

.21 
.  01 

MABROOE 

SPRINGFIELD 

.01                               .01       .01 

.02      .04      .02 

.01 

01 

.03         04 

.03 

.01 

.02 

.01 

.01 

.26 
06 
.18 
.18 

TRENTON   WB  CITY 
WANAIJirE    RAYMOND   DAM 
UTCHUMG 

01 

.01 
.02        02 
.01      .05      .02 

.01 
01 

01 

.01 

.02 

.01 

.01 
.02 

.01 

.01 

.01       .01 

.02      .04 

.02 

.01 

.01 

.01 
.01 

.01 

.01 

tESTFIELD 
WOODCLIFF   LAKE 

.01 

01        02      .06 

.01 

.01 

.01 

.01 
.02 

.02 

.02      .02 

.01      .01 

.02 

.01 

.02 
.01 

.01 

.02 
.02 

.01 
.01 

.01 

.24 

.14 

REFERENCE  NOTES 

"he  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
lumbers  within  a  State. 

lgures  and  letters  following  the  Station  name,  such  as  12  SSW,  indicate  distance  in  miles  and  directions  from  the  post  office. 

tbservation  times  given  in  the  above  table  are  in  local  Standard  Time. 

lelaved  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

ionthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

Jnless  otherwise  Indicated,  dimensional  units  used  in  this  bulletin  are:  Temperatures  in  F°,  precipitation  and  evaporation  in  inches,  and  wind  movement 
Ln  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  Beginning  with  July  1948. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

uvounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

)ata  in  Tables  3,  5  and  6  are  for  the  <£4  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 


No  Record  ln  Tables  3,  4,  6,  7  and  the  Station  Index  is  indicated 
by  a  dash.   No  Record  in  Tables  2  and  5  is  indicated  by  no  entry. 
When  hourly  precipitation  is  missing  or  accumulated  for  several 
days,  only  the  first  and  last  days  are  shown  in  Table  4. 

+  And  also  on  a  later  date  or  dates. 

*   Amount  Included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6   Station  not  equipped  with  a  recording  gage,  See  Table  4  for  6-hourly 
measured  amounts. 

B  Adjusted  to  a  full  month. 

E  Water  equivalent  to  snowfall  wholly  or  partly  estimated,  using  a 

ration  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 


M   One  or  more  days  of  record  missing;  see  Table  5  for  detailed 

daily  record. 
R   Station  equipped  with  recording  gage  only. 
S   Storage  precipitation  station.   Precipitation  measurements, 

made  at  irregular  intervals  will  be  published  in  the  June 

issue  of  this  publication. 
T  Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 
Z   Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be 

found  in  Table  4. 


Subcription  Price:   15  cents  per  copy,  Monthly  and  Annual;   $1.50  per  year.   (Yearly  subscription  includes  the  Annual  Summary).   Checks,  postal 
lotes  and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions 
ihould  be  sent  to  the  Weather  Records  Processing  Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee. 


DAILY  TEMPERATURES 


Station 


ATLANTIC   CITY  WB  CITY 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGE TON 

BURLINGTON 

CANOE  BROOK 

CAPE  MAY 

CHARLOTTEBURG 

CHATSWORTB 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN 

INDIAN  BILLS  2  MI  WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTV1LLE 

LAYTON  3  HI  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

IIILLVILLE  AIRPORT 

MOORESTOWN 

1IORRIS   PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSOR 

PEMBEBTON  1  MI  EAST 

PBILLIPSBURG 

PLAINFIELD 

PLEA8ANTVILLE 

RIDGEFIELD 

RONNEMEDE 

RONTON 

RUTHERPORD 


NEW  JERSEY 
APRIL  1950 


Day  oi  month 


UAX   48 
IIIN   34 


MAX 

MIN 


MAX 
MIN 

52 

MAX 
MIN 

47 
23 

MAX 
MIN 

MAX 

MIN 

54 
26 

59   53 
44   45 


60   75 
43   40 


58   56 


UAX  i  49 

MIN   18 


MAX   50 
MIN   39 


MAX 

MIN 


MAX   53 
MIN  I  25 


MAX   53 
MIN  i  25 


MAX 
MIN 


55 
35 

62 

42 

70 

41 

57 
33 

I  59 
43 

57 

30 

75 
41 

74 
43 

64 

37 

62 
•J  4 

61 

31 


72 


79   78 
55   50 


52   47 
34   26 


54   33   26 


61   58 
49   40 


78   76 
48   41 


80   71 
53   43 


67   79 

26   42   40   51 


61   78 
41 


59   71 
35 


MAX   51 
MIN   15 


UAX 
MIN 


ma; 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MA/ 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


6H 


44   51 
29   22 


77   58   45 
45   42   30 


61 
55   40 


78   68 

49  41 


53 


10  I  11   12   13   14   IS   16   17   18 


49  I  59 
18   32 


61   55 
40   31 


45  I  50 
25   33 


46   50 

23  !  27 


47   52 
24   28 


43   48 
26  :  27 


I  45  I  47 
25  I  27 


54   61 
34   43 


58   57 
38   32 


48   50 
25   31 


46   48 
25   29 


71   74 
34   48 


71   73 
29   50 


61   68 
29   42 


19   20  ,  21   22  23  24 


61  i  72 

31   32 


51   62 


22  I  33  [45 


53  ;  48 
43   35 


58  ;  55 
38   32 


27   20   35 

53   55   64 


82  !  64 
46   43 


MAX   51 

MIN   27 


59   62 
42   44 


28 

26 

39 

52 

29 

59 
25 

57 
38  1 

52 
28 

50 
24 

54 
34 

50 

25 

58 
22 

63 

33 

50 
27 

56 
22 

58 
37 

54   53 

22  '  24 


74   46   55 
45  I  30   24 


82   67 
45   44 


52   56 
33   25 


49   52 
29   25 


45   50 
23   28 


47  |  49 
24   30 


49  I  51 

25   31 


44  I  48 

24  i  23 


48   51 
20   26 


46  |  50 
23  I  28 


67   67 
43  I  48 


68   68 


27   22   42 


53   52 
46   42 


70   53 
46   34 


70   55 
46   34 


25  26  I  27 


59   58   51 
39  i  48   42 


60   59   58 
27   41  ;  43 


40   48  I  39   35  '  41   44 


61   49 
42  i  33 


54   50 
39   33 


54  143 
39  I  30 


57   53 

28  (24 


74   76 
26   43 


80  :  58   58 


52  ,  50 
37   41 


50   55 
35   40 


61   59 
42   46 


59   54 


49   67 
43   49 


50   72 
38   44 


73   56 
44   35 


80   64   53 
42   47   33 


55   56  j  53 

I  27   31  I  39 


66   53 
46   40 


60   57 
48  i  37 


80   54 
52   35 


80   76   58 
38   47  '  32 


65   56 
47   34 


49   45 
23   29 


58   48 
40   34 


59  I  58 

27   39 


50   54 
24  I  29 


20   45 


70   75 
35 


57   54 
46   40 


72   55 
48   39 


65   56 
46   34 


65   54 
47   35 


72 


42   47 


78   71 
43   44 


72   75 
46   49 


58   53 
39   43 


55   56 
40   46 


69 
41   45   45 


29  I  30  31 


70  67 
42   49 


53   54 
33   41 


57   50 
40   41 


56   57 
42   45 


54   53 
39   41 


56   55 
37   42 


56   58   54 
25   28   32 


55   63   54 
32   37   39 


67   67 
41   39 


68   68 
46   40 


70   63 
45   38 


68   69 
47   48 


64   63 
40   38 


70   63  I  68  !  67  i  48 
45  I  41  |  46   44   40 


44   55   65   S3   65   44 
38   42   40   44  i 39  40 


54   71   71   69   69 

40   44   40   40   43 


53   69 
41   44 


58   69   67 

39  I  45   47 


73   71  I  73  1  67 

46   45   45   49 


53   68   65 

40  I  44   40 


58  '•  48 
43  i  42 


57  I  53 
39  ,  34 


64   54 
42   40 


59   59   51 
32   43   40 


75   67 
48   46 


73   55 
47   33 


►,1 


59   56   53 
35   39   40 


70  57 

46  40 

60  47 

44  44 


53   71 
40   47 


68   64 
45   46 


48   59   50 
42   45   44 


60   70 
38   49 


54   69 
40   45 


56   49 
46   43 


68   69   69 
39   46   46 


52   71 
47   38 


69   65 
46   40 


55   58 
42   43 


54.3 
40.2 


61.5 
35.7 


59.9 
36.9 


56.5 
36.0 


60.4 
39.4 


61.5 
38.1 


57.3 
34.9 


56.9 

40.2 


57.9 
33.2 


60.7 
35.7 


60.2 

38.1 


60.9 
37.2 


56.2 
35.4 


61.1 
34.2 


59.1 
37.0 


62.0 
37.5 


59.3 
36.6 


See  reference  notes  lollo 
-   46 


□  g  Station  Index 


MI.IH1..I 


DAILY  TEMPERATURES 


Kit     I' 


\ 

I 

4 

S 

S 

7 

9 

Id 

11 

u 

11. 

26 

tool 

MAX 

MIN 

u 

33 

Ml 
43 

62 
43 

71 

10 

43 

49 

35 

46 

33 
40 

M 

12 

33 

30 

-,H 
It, 

4  2 

72 
33 

64 

35 

5f 
11 

37 

14 

4H 

43 

44 

42 

«' 
" 

MAX 
■  IN 

54 
33 

39 
41 

31 

Ho 
44 

*■• 

47 
33 

53 
33 

56 

51 

57 

22 

63 
39 

36 
40 

31 

50 
M 

63      72 

73 
47 

l  1 

67 
47 

:in 

39 
37 

it, 

46 

41 

53 
41 

44 

63 

1  l 

60.3 

■BUT 

MAX 

MIN 

34 

33 

55 
3« 

33 

34 

79 

1 1 
14 

48 

30 

33 
30 

37 

49 
37 

57 
2  1 

60 
33 

*4 
19 

50 

45 

15 

49 
36 

63      69 
38      33 

73 
47 

7H 
43 

45 

54 

34 

54 

n 

34 

86 

68 

43 

65 
46 

39.0 

.TUN  KM 

MAX 

MIN 

53 

ae 

39 
43 

84 
41 

HO 
30 

u 
«l 

47 
39 

55 
33 

49 

27 

51 

61 
40 

58 

40 

45 

:!  i 

30 
39 

63      73 

31       33 

77 
49 

Ml 
Irl 

39 
43 

•,,, 

33 

m 

IO 

50 
40 

35 
40 

71 
44 

•,H 

70 
43 

43 

47 
41 

58.  t 
37.0 

IHINTON    »B   C 

MAX 

MIN 

VI 

5H 
43 

64 
44 

79 
53 

.17 

43 

44 
39 

53 
25 

SJ 

46 

29 

1!H 

39 
42 

39 

10 

28 

IS 

49 
33 

80      70 
34      40 

75 
S3 

Mil 

34 

39 
44 

.1 

40 

36 
36 

53 

13 

4B 
40 

53 
43 

70 
44 

58 
42 

69 

48 

35 
48 

37  4 
39.1 

IWN    2    Ml    NW 

MAX 
MIN 

50 
37 

S3 
33 

, 

39 

43 

70 
50 

,'8 

13 

55 

18 

36 

.    .  .. 

10 

54 

49 
26 

35 

35 

fij 

:i4 

ii 
24 

43 
28 

48      61 
27      34 

70 
43 

.       . 

75 
47 

79 
49 

31 

19 

55 
32 

57 

in 

54 

45 



30 

40 

i 

S3 
43 

70 
40 

65 
44 

71 
49 

43 

1 

38.0 
37    3 

«blo 


SNOWFALL  AND  SNOW  ON  GROUND 


NEW    JER8EY 
APRIL    1950 


TLANTIC  CITY  WB 
ELVIDEF.E 
BARLOTTEBURG 
>L»YTON 
LKMINGTON 
1IEB0LD 
IIGHTSTOWN 

INDIAN    MILLS    2    MI    BEST 
JUDStOOD 
'1ILLVI1XJS  AIRPORT 


IS   PLAINS 
'ARK  WB  AIRPORT 
1EW  BRUNSWICK  EXP  STA 


1SWA 


■JETTON 
PATERSON 

PEMBERTON   1   MI   EAST 
PLAINFIELD 
RIDGEFIELD 
1 RDNNEMJSDE 

SOMERVILLE 

SUSSEX 

TRENTON  WB   CITY 


Day  of  month 


SNOWFALL 
SN   ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON   GND 


SNOWFALL 
SN    ON   GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN  ON  GND 


28     29     30     31 


See  reference  note*  following  Station  Index. 


STATION  INDEX 


NEW   JERSfc. 
APRIL   1950 


County 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  W 

BOONTON 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ZLIZABETB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN   PIMPING   STATION 

INDIAN  MILLS  2  W 

1RVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 

LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 
MILLVILLE 
MILLVILLE  AIRPORT 
MILTON 
MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PH1LLIPSBURG  BRIDGE 
P'AIHFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 

swkpesdoro 
swedesboro  5  nw 
toms  river 

trf.nton  no  2 
trenton  wb  city 

TUCK) 

VINELAND 

WANAQUE   RAYMOND   DAM 

WATCIIUNC 
WESTFIELD 
WOODCLIFF   LAKE 
WOODSTOWN    2    NW 

NEW   STATIONS 
AUDOBON 


0325  ATLANTIC 
0528   BURLINGTON 
0690   CAPE   MAY 
0721    MONMOUTH 

0729    WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 
1335  jESSEX 
1343  I  SALEM 
1351  CAPE  MAY 

1472  ESSEX 

1582 IpASSAIC 
1590  [MORRIS 
1598  BURLINGTON 
1708  IGLOUCESTER 
1749  HUNTERDON 

2130  I  SUSSEX 
2209  i SALEM 
2644  UNION 
2652  UNION 
2768  ESSEX 

3029  I  HUNTERDON 
3102 [CUMBERLAND 
3181  MONMOUTH 
3291  IGLOUCESTER 
3416  WARREN 

3516  IPASSAIC 
3662 lATLANTIC 
3951  MERCER 
39  56  MERCER 
4229 [BURLINGTON 

4260  ESSEX 
4339 IHUDSON 
-S596  [OCEAN 
4627  OCEAN 
4635 ! HUNTERDON 

4735  |  SUSSEX 
4887  PASSAIC 
4987 IMONMOUTH 
5003  jMORHIS 
5055  BURLINGTON 

5071  IPASSAIC 
5197  SOMERSET 
5244  JMONMOUTH 
5252  .BURLINGTON 
5346 (ATLANTIC 


5503 
5576 
5581 
5597 
5728 

5769 
6026 
6062 
6146 

6177 


BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

BURLINGTON 

MORRIS 
ESSEX 
MIDDLESEX 
BERGEN 

SUSSEX 


6460  PASSAIC 
6560  JESSEX 
6775  PASSAIC 
6843  IBURLINGTON 
6974  I  WARREN 

6979 IwARREN 
'7079 [UNION 
7131  ATLANTIC 
7328 |MERCER 
7372  j HUNTERDON 

7393  UNION 
7545  |  BERGEN 
7587 IPASSAIC 
7817  ICAMDEN 
7825 [MIDDLESEX 

7833  BERGEN 
7869  I  MONMOUTH 
7936  I  CUMBERLAND 
8194  I  SOMERSET 
8402  'MORRIS 

8423 .UNION 
8644  'SUSSEX 
8680  GLOUCESTER 


Drainage 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 


PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
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U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  8  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  it  G  CO 

NEWARK  WATER  DEPT. 
N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESTTE  CO 
PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 

STEVENSON 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 

NAVY 

GEORGE  G  W ADD ILL 
E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEifARK  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 


2  3  4  5   7 
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5   7 
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2  3 
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2  3    5 
2  3    5 
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3  4 
2  3    5 
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3  4 
2  3    5 
2  3    5 


2  3 
2  3 
2  3 
2  3 
3 


N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  RAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 

R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

WALTER  J  WARREN 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


IRVING  J  NYGREN 
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Weather  Summary 

The  trend  to  colder  than  normal  temperature  which  began  the  latter  part  of  February,  con- 
tinued through  May  and  it  was  the  third  consecutive  month  to  average  colder  than  normal. 
Precipitation  for  the  State  as  a  whole,  averaged  just  slightly  under  normal.   The  Highland 
area  of  the  north,  however,  had  considerably  more  than  its  normal  amount  of  rainfall.  With 
an  average  temperature  deficiency  of  2°,  it  was  the  coldest  May  in  this  State  since  1945, 
and  with  precipitation  occurring  on  an  average  of  14  days,  a  preponderance  of  cloudiness 
and  a  considerable  deficiency  in  sunshine,  the  impression  of  a  cold  wet  month  was  prevalent. 
Home  heating  was  necessary  a  large  part  of  the  time  and  remarks  about  a  backward  spring 
were  common  items  of  conversation. 


coldest  weather  of  the  month 
registered  anywhere  was  23°  a 

and  some  in  the  southern  int 
t  time.  Another  unusually  co 
rost  hazard  during  the  month, 
st  nights.  Rather  oddly,  the 
ered  during  the  first  week 

at  Bridgeton,  Chatsworth  and 


came  during  the  first  decade — on  the 
t  Layton  on  the  9th.   Several  north 
erior,  reported  readings  well  below 
Id  period  was  from  about  the  18th  to 

mainly  because  of  considerable  cloudi- 

highest  temperatures  of  the  month  at 
Some  of  these  were  91°  at  Belleplain, 

Millville,  all  on  the  afternoon  of 


As  would  be  expected,  the 
8th  and  9th.  The  lowest 
Jersey  stations,  however, 
the  freezing  point  at  tha 
20th.  There  was  little  f 
ness  on  some  of  the  colde 
most  stations  were  regist 
90°  at  Hammonton,  and  89° 
the  6th. 

Rains  were  frequent  during  the  month.  These  were  light  during  the  f 
during  the  remainder  of  the  month,  some  very  good  amounts  fell,  part 
15th  18th  and  29th,  also  the  24th,  in  the  northern  counties.  Some 
corded  were  1.84  at  Audobon  on  the  15th,  1.69  at  Newton,  1.69  at  Mar 
and  2.03  at  Phillipsburg  Bridge  on  the  24th,  also  1.46  inches  at  Tre 
The  greatest  monthly  total  in  the  State  was  6.45  inches  at  Marlton  a 
at  Jersey  City.  Geographically,  the  average  for  the  Northern  Highla 
89  above  normal;  for  the  Red  Sandstone  Plain  3.21  inches  or  .55  bel 
thern  Interior  3.72  inches  or  .16  above  normal;  and  for  the  Sea  Coas 
low  normal  The  accumulated  departure  from  normal  for  the  year  1950 
lands  is  +2.00  inches;  for  the  Red  Sandstone  Plain  -2.30  inches;  for 
-2.72  inches;  and  for  the  Sea  Coast  -3.83  inches. 

There  was  no  snow  during  the  month.   Only  a  few  thunderstorms  were  reported.   Hail  fell  at 
Layton  on  the  17th,  and  at  Belvidere  and  Moorestown  on  the  24th.   Fogs  of  varying  degree 
were  numerous;  at  Newark  Airport  fog  was  recorded  on  19  days.   No  unusual  damage  from  high 
winds  was  reported. 

As  a  result  of  the  cool  weather  of  the  month,  vegetation  was  somewhat  retarded  except  for 
grasses,  small  grains  and  cool  weather  crops.   Conditions  were  favorable  for  preparation  of 
loil  ana  planting  of  crops.   Field  corn  was  mostly  planted  by  the  end  of  the  month. A.E.W. 


irst  two  weeks,  but 
icularly  around  the 
of  the  best  rains  re- 
lton,  1.65  at  Belvidere 
nton  on  the  18- 19th. 
nd  the  least  2.41  inches 
nds  was  4.52  inches  or 
ow  normal;  for  the  Sou- 
t  2.66  inches  or  .54  be-; 
to  date  for  the  High- 
the  Southern  Interior 
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the  recording  type  which  produce  continuous  records  of  precipitation 
established  In  1939  at  the  request  of  the  CorpB  of  Engineers,  Department  of  the 
Amy,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Co. ps  of  Engineers.   This  Network,  now  numbering  about 
2  000  recording   and  1,000  non-recording  rain  gages,  has  been  maintained  by  toe 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250  000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  In  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  Increasing  needs  of  their  program  in 
the  Western  States. 


this  bulletin  series,  data  from  Hydroclimatic 
in  bulletins  (Hydrologic  Bulletins)  which 
8  drainage  areas  embracing  the  entire  United 
s  established  to  meet  the  internal  require- 
f erred  to  above,  no  provision  was  made  for 
,  distribution  being  limited  to  cooperating 
■eposltories.   A  list  of  locations  where  ref- 
Bulletin  Series  are  available  for  inspection 
to  Chief,  U.S.  Weather  Bureau,  Washington 


Previous  to  the  introduction  of 
Network  stations  were  presented 
were  issued  monthly  for  each  of 
States,  but  since  the  Network  wa 
taents  of  the  Federal  agencies  re 
public  dissemination  of  the  dat 
agencies  and  to  certain  public  r 
erence  copies  of  the  Hydrologic 
may  be  obtained  upon  application 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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COMPARATIVE  DATA 


1889 

1890 
1891 
1892 
1893 
1894 

1895 


1900 
1901 
1902 
1903 
1904 

905 
906 
907 
.908 
909 


Temperature 


57.3 
58.8 
63.3 
58.6 
62.3 

60.7 
59.5 
60.1 
59.4 
61.4 

60.9 
65.3 
60.6 
58.5 
61.1 

60.9 
58.6 
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62.7 
62.8 
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61.6 
60.0 
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29 
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Precipitation 
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6.07 
1.37 
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4.09 
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5.04 
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63.0 
59.1 
56.8 

57.7 
59.1 
58.1 
58.0 
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3.12 
3.52 
1.43 

6.29 
1.86 
2.41 
4.92 
1.67 

4.78 
6.63 
7.22 
8.06 
4.77 

3.68 
3.82 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
T 
0 
0 

T 
T 

9 
7 
10 
12 
6 

15 
9 

7 
12 
8 

14 
14 
15 
15 
14 
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CLIMATOLOGICAL  DATA 


NEW   JERSEY 
MAY    1950 


ATLANTIC   CITY   WB   CITY 

BELLEPLAIN 
BE  LV IDERE 
BOONTON 
BRIDGETON 

BURLINGTON 
CANDE    BROOK 
CAPE    MAY 
CHARLOTTEBURG 
CBATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX    FELLS    SERV    BLDG 

FLEMINGTON 

FREEHOLD 

HAMMONTON 

BIGHTSTOWN 

INDIAN  MILLS  2  MI  WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 
LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 

MILLVILLE  AIRPORT 
MOORESTOWN 
MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXF  STA 

NEWTON 

PATERSON 

PEMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLA INFIELD 

PLEASANTVILLK 
RIDGEFIELD 
RUNNEMEDE 
RUNYON 
SANDY  HOOK 

SOMERVILLE 
SUSSEX 
TRENTON  NO  2 
TRENTON  WB  CITY 
WOODSTOWN  2  MI  NW 

STATE 


Temperature 


56.3 
59. 3M 
60.4 
56.4 
61.  OM 


57 
58. 1M 
58.0 
59.5 

60.9 
59.4 
56.7 
59.4 
58.4 

61.9 
58.4 
59.8 
55.8 
56.3 

60.2 
58.4 
58.8 
56.4 
56.  OM 

60.4 
58.9 
59.0 
58.7 


56.6 
58.5 
60.4 
60.3 
58.2 

58.1 
58.4 
60.1 
58.2 
56.5 

59.2 
59.0 
59.1 
59.2 
59.3 

58.6 


1.8 
1.8 
0.7 
2.6 
2.6 


1.9 
0.2 
0.1 


1.1 
2.5 


1.5 
2.7 
2.2 
6.0 
4.5 

1.0 
0.5 
1.8 
2.5 
3.0 


2.5 
2.7 


3.3 
0.9 
2.2 

1.5 
1.9 

1.7 
1.9 

1.5 
0.8 
3.7 
1.9 


91 
8  4 
81 
S9 


87 
82 
80 
83 


90 
80 
88 


83 
84 
84 
84 


83 
82 


33 
86 
78 
77 

82 
83 
83 
82 
83 


7+ 
10 


36 
39 


39 
28 


36 
35 
34 
30 
36 

35 
33 
30 


33 
23 
34 
40 


35 

35 
32 


33 
34 
33 

32 
36 
36 
39 
41 


28 
37 
41 
36 


No.  of  Days 


Precipitation 


2.52 
5.06 
5.04 
4.31 
4.01 

3.55 
3.62 

4.43 

2.98 

4.53 
3.21 
3.27 
3.63 
3.46 

3.92 
2.89 
3.70 
2.41 
2.84 

3.54 
5.12 
3.43 
2.78 
3.67 

3.90 
4.83 
3.31 
2.58 
2.87 

4.18 
4.38 
3.91 
4.85 
3.10 


2.72 
2.82 
5.35 
2.67 
2.68 

3.14 
5.04 
4.30 
3.57 
3.82 

3.68 


1.36 
.52 
.51 

.25 

.11 


1.34 
.52 

.04 
.14 

.07 
.83 
.45 
.94 
.49 

.36 
1.82 
.38 
.46 
.03 


1.34 
.92 

.49 
.22 
.76 
1.26 
.71 

.31 
.73 

.92 
1.04 


1.43 
.78 
.49 


.59 
1.35 
1.65 

.80 
1.00 


1.05 
.68 
.70 

1.13 
.86 


1.03 

1.23 

.66 


.95 
1.10 
.95 
.63 
.75 

1.69 

.75 

1.13 

1.37 

.72 

.90 
.68 
1.28 
.76 
.84 

1.07 
.96 
1.21 
1.35 
1.12 


Snow,  Sleet,  Hail 


No.  of  Days 


24+ 
19 


0.0 
0.0 


0.0 
0.0 


0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 

T 
0.0 
0.0 
0.0 


0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 


18 

10 


1 1 

14 

13 


14 
14 
12 


13 
13 
IS 
14 

15 
16 
14 
13 
16 

13 
15 
13 
13 


See  reference  note*  foll"wmg  Station  Index 
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DAILY  PRECIPITATION 


1 

I 

4 

11 

ia 

1 

• 

feUa    Kin*  ttatk  run 

^^H*LAl* 

R 

04 
T 
• 
.30 

r 
• 

.30 

r 

•0 

• 
07 

T 
T 
• 

.08 

T 

.05 

01 

.03 

T 
.30 

78 

,11 

• 

• 

.83 

I 
08 

01 

t 
1 

• 

.78 
71 

111 

101 
3    08 
3    04 

RBI.VIIVKRE 

MKI  I*     1    HI    WIST 

■LV.  '.is 

30 

• 

.0* 

T 
.05 

.08 

03 
.32 
.M 

.37 

.01 

t 

13 

08 

07 
11 

34 

1    30 

1.00 
.1 

.24 

07 

7 

48 

i  as 

79 
.38 

7 

... 

03 
S7 

41 

81 
•  4 

■a 

7 

8   04 
3.0. 

<    II 

1    81 

CAM  1 

CARTON 

CUM  ;  BMffl 

I 

.31 

.49 

.oa 
.«• 

.01 
.03 

.31 

.30 

17 

.3* 

.03 

.09 

.10 

.15 
.03 

.43 
11 

.00 
.10 

.58 
.42 

.03 

.27 
.  16 

.38 
.64 
.83 
.33 
.80 

.18 
.33 

.13 

.03 

.03 
23 
.08 

1    15 

.31 

.33 
.33 

.03 

7 

7 
.37 

15 

• 

.80 
89 

47 
73 

93 

18 

13 

4  aa 

4    17 

16 
.15 
13 

1 

T 
.01 

13 

44 
10 

.38 

T 
.  13 

13 

.21 

T 
.03 

14 
.02 

.01 

T 

.04 

.03 

.10 

1.03 

.01 

.00 
.10 
.46 
.22 

.20 

.02 

.38 
.47 

36 
.63 

.78 
.48 

.52 

.14 

.31 

04 

.05 

T 
7 

.80 
.40 
.30 
.01 
.30 

.03 

7 

.28 

47 

7 

7 

03 

92 
44 
.58 

1.08 
.98 

41 

4.43 

3   31 
3.98 
4.13 

3.10 

CUI  vs.  '.■■ 

1 
1 

.26 
.  IS 

05 

.03 

T 

.3* 
.09 
.10 
.04 

T 

.35 

.38 
.33 
13 

.03 

.04 

.03 

T 

.08 

.03 
.03 

T 

T 

M 

T 
.55 

.02 
.  14 

T 

18 
.01 
.13 

.58 

.08 

.37 
.50 
.33 
.36 
.31 

.38 

.60 
29 

.67 

T 

.16 
.01 
.33 

.04 
.07 
T 
.26 

.89 
.02 
.45 

.04 
.70 

.02 
.01 

.46 
04 
.06 

.91 
... 
.68 
.82 
.48 

34 

10 

7 

4    41 
3.81 
3.31 
3.8* 
3.31 

■ 
ORRAT    HI 

z 
1 

R 

.33 
.04 
.13 
03 
.34 

.10 

T 

.15      T 

53 

IS 
.46 

.16 

.02 
.08 
.06 
.06 

.04 

T 

.02 

.02 

.07 

.07 

.02 
.12 

.05 
11 
.09 

.86 

.31 
.07 
.66 

.05 

.46 

.33 
11 
.16 
.84 
.47 

.88 
.63 
.76 
.10 
.03 

.01 

T 

.06 

.01 

.03 
.42 

.33 
.30 
40 
.38 
1.33 

T 

.02 
.08 

7 
14 
02 
.08 
.10 

.04 

1    13 
.90 
.96 

72 
.83 

01 

7 
01 

3.83 

3    03 
3.48 
3.83 

4.37 

IMP IAN    rills    2    HI    WES 

K 

.33 

.08 
.03 
.13 
.31 

.37 

T 

.53 

,12 

.34 

.07 

.30 

.03 
.01 
.20 

.02 

.10 
.03 
.02 
.04 
.04 

.04 

.12 

T 

T 

.76 

.10 

1.23 

.04 

.03 
.06 
.28 
.02 

.16 

.36 

.14 
.23 
.50 

.65 
.91 
1.03 
.62 
.33 

.30 

T 
7 

.02 

.06 

.03 
.09 

.32 

.70 

.14 
.05 
.11 

.32 

.01 

.23 
.  14 

.02 

.07 

7 

.40 
.87 
.78 
1.01 
.60 

.44 

.03 

7 

4.(3 

3.93 
3.89 

3.70 

2.80 

jersey  city 
^^Brst  airport 

■ 

VI     N« 

1 

.18 
.33 
.18 
.15 
.33 

.01 
T 

.09 
.33 
.36 

.04 

.05 

.03 

T 

.22 

.02 
.02 
.01 

.04 

.02 
T 

.28 
.02 

.16 

.20 

T 
T 

.15 
.43 
.11 
.06 
.01 

.26 
.34 
.40 
.03 

.15 
.60 

.35 
.47 
T 
.23 

.73 

.53 
.80 
.97 
.81 
.25 

.02 

.01 

T 

.07 

.14 

.02 
.21 

.05 
04 

.40 
.93 

.01 
.07 

.03 
.51 

7 

T 
.04 

.as 

.65 

.58 

1.11 

.93 

.03 

7 
.01 

2.41 
3.38 
3.84 
3.34 

3.13 

-ALLS    WATER  CO 
WHC   BRANCH 
LQKC    VALLEY 
LUMBER TON 

1 

MARLBORO 

MARL TON    I    HI    WEST 
■ATS   LANDING 
MIDLAND    PARK 

2 
Z 

R 

.43 
.14 
.27 
.10 
.50 

.01 

T 

.13 

.05 

.02      • 
.09 

.07 
06      .29 

.26 

.  18 

.22 

.08 

.25       .05 
.2 

.01 

T 
.06 

02 

.01 
.05 

.46 

1.12 

.06 
.19 
.13 

.10 

.35 
.65 
.86 
.85 
.40 

.61 
.25 
.52 
.07 
1.05 

.15 

T 
.05 

.15 

.01 

.01 

.35 

T 
.45 

.97 

.02 
.03 

.04 
.06 
.05 

.22 

.03 
.10 

.01 

.54 
.68 
.40 
.87 

.72 

.26 
.38 
.30 

7 

3.43 

2.7* 
3.87 
3.31 
4.93 

R 

.33 
.05 

.23 

.29 

.06 
.04 
.01 
.04 

.08 
.10 
.39 
.50 
.03 

.42 

.01 
.47 

.04 
.01 
.05 

.06 
.02 

.05 

.29 

.05 

.04 

.36 
.55 
.19 
.30 
.02 

.01 

.04 

1.20 

1.24 

.02 
.26 

.68 

.64 
.21 
.59 
.39 

.20 
.29 
1.04 
.75 
.60 

.03 
.03 

.12 
.34 

T 

.02 

.01 

.11 

.34 

1.69 
.25 
.  11 

.04 
.01 

.06 

7 

1.05 

.87 

1.08 

.40 
.75 

.01 

7 
03 
.01 

3.38 
2.88 
6.45 
4    29 
3.80 

MLLV1LLE 

ILL1    AIRPORT 

WOCKtSTO»"N 
MORRIS   PLAINS 

Z 

.02 
.30 
.11 
.33 

.01 
.17 
.01 

T 

.53 
.60 

.47 
.04 

T 
.20 

T 

T 

.05 

.02      T 
.07 

T 

.02 
T 

.03 

.14 

.09 
.10 

T 
T 

.28 
.35 

.02 

.03 

.09 

1.02 

.13 

T 

.70 
.95 
.71 
.02 
.61 

.38 
.42 
.60 
.97 

.47 

.26 
.12 
.18 

.02 

T 
.03 

15 
.31 
.99 
.01 
.34 

I.  to 

1 

.10 
.  16 
.25 

.04 

.04 

.08 

.10 

.97 
95 
.85 

.54 
.95 

.17 
.30 
.02 

3.30 
3.90 
4.75 
4.83 
3.31 

-    4B  AIRPORT 
RIR    BRUNSWICK    EXP    STA 
ROT    MILFORD 
HOTTON 
OAK   RIDGE    RESERVOIR 

I 
I 

.16 
.10 
.35 

.37 

.37 

T 
.07 

.08 

.11 

.10 
.25 
.32 
.12 

.24 

.02 
.03 
.02 
.02 

T 

04 
.05 
.06 
.02 
.11 

.02 

T 

.11 
.05 

.01 
.25 

.02 

.18 

.14 

.22 
T 

.46 
.23 
.50 
.40 
.71 

.42 

.75 
.31 
.46 
.36 

.02 
.05 

.08 

.25 

.35 

T 

.29 

.07 

.03 
.22 
.14 
1.69 
.80 

T 
.03 

.01 
.03 

.06 
34 

7 

7 

7 
T 

.63 
.68 
.56 
.56 
.98 

7 
.32 

7 
7 

2.58 
2.87 
2.87 
4.18 

ORANGE 

PATERSON 

PtMBEKTON    1    HI    EAST 

P1ILL1PSBURG 

PHILLIPSBCRG    BRIDGE 

Z 

.28 
.43 
.24 
.15 

.45 

.02 
.07 
.01 
.07 

T 

.07 
.04 
.42 
.30 
.10 

• 
T 
T 

.40 

T14 
T 

.24 

.12 
.01 
.07 
.04 

• 
T 

.01 

I 

T 
T 

.05 
.18 

T 

T 

T 

.02 

.11 
.03 

.03 
.76 
.13 

.13 

T 

.59 
.42 
.08 
.38 
.05 

.21 

.60 

1.13 

.29 

• 

.37 
.01 

.76 

.04 

.15 

.65 

.75 

.01 

1.34 

2.03 

.01 

T 
.02 

.04 

.13 
.06 

.11 

.66 

.52 

.89 

1.37 

1.26 

.42 
.02 

7 
.16 

2.75 
4.38 
3.91 
4.86 
5.08 

iELD 
'.PLIASANTVILLE 
^PRINCETON    WATER    WORKS 

^Hpro*N 

RARWAY 

I 

1 

.20 
.12 
.05 
.12 
.15 

.03 

.12 
.04 
.05 

.13 

.48      T 
06 
.08 
.20 

.09 
.03 
.02 
.01 
.12 

.04 

.02 

T 

.01 

.07 

T 
.01 

.02 

T 

.04 
.08 

.01 

.11 
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.49 
.18 
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.18 

.62 

.02 

.02 

.16 

T 

.11 
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.61 
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.80 
.66 
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.45 
.90 
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.10 
.26 
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T 
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7 
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.39 
.11 
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.16 

.11 

T 
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.03 

T 

7 

7 
.01 

T 

.72 
.11 
.91 
1.  11 
.63 

.15 

7 

3.10 
2.72 
2.77 
3.14 
2.82 

RIDGEFIELD 
RERGtOOD 

RURREMEDE 
RORYON 
SARDY    HOOK 

i  SEABKOOK 
SOMERVILLE 
! SPLIT   ROCK    POND 
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SUSSEX 
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.38 
.54 
.11 
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.06 
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3.12 
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3WRDESBOR0 
SWRDKSBORO   5    HI    KW 
TOMS    RIVER 
rRERTOS        NO   2 
rRKHTON   WB  CITY 
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V IRELAND 

WANAQUE    RAYMOND   DAM 
■ATCHl'\G 
■0TFISLE 
iROODCLIFF   LACE 

z 

R 
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• 
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Soe  reierenc*  aotae  following  Station  Iadex- 
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HOURLY  PRECIPITATION 


NEW  JERSE 
MAY  195 


ATLANTIC    CITY    WB    6 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT    MEADOWS 

HIGHTSTOWN   PUMPING    STA 

IRVINGTON 

LAKEHURST   AIRPORT   6 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE   AIRPORT    6 

NEWARK  WB  AIRPORT 

NEW   MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY   HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIEF  LAKE 


ESSEX  FELLS  SERVICE  BLDG 

LAKEHURST  AIRPORT  6 

MARLBORO 

MILLVILLE  AIRPORT  6 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY   HOOK 

TRENTON   WB   CITY 

WANAQUE  RAYMOND  DAM 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC   CITY  WB   6 

ELIZABETHPORT 

FREEHOLD 

GLASSBORO 

GREAT    MEADOWS 

IRVINGTON 

LAKEHURST   AIRPORT    6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK   WB   AIRPORT 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY   HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WATCHUNG 

WESTFIELD 


FREEHOLD 
GREAT    MEADOWS 
LUMBERTON 
SPRINGFIELD 
WANAQUE    RAYMOND   DAM 


ATLANTIC    CITY   WB    6 

ELIZABETHPORT 

ESSEX    FELLS    SERVICE    BLDG 

FREEHOLD 

GLASSBORO 

GREAT    MEADOWS 

IRVINGTON 

LAKEHURST    AIRPORT   6 

LITTLE    FALLS    WATER   CO 

LONG   BRANCH 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

LAKEHURST   AIRPORT   6 

LITTLE    FALLS    WATER   CO 

NEWARK   WB  AIRPORT 

HEW    MILFORD 

OKANGK 


A.  M.  Hour  ending 


.01 
.04 


8  9         10        11        12 


01 
.01 


.02 
.04 


.03 
.02 


.01 

.01 

.01 

.04 

.02 

.01 

.01 

.02 

01 

.01 

.03      .05      .13 

.04      .06 


.18 
.01 
.06 
.02 
.03 


.02 

.20 

.01 

.05 

.07 

.01 

.03 

.01 

.01 

.05 

05 

.04 

.01 

.20 

.04 

.01 

.10 

.01 

05 

.03 

.11 

.19 

.01 

* 

* 

* 
.01 

.  14 

.02 

.10 

.01 

.06 

.02 

.09 

.12 

,01 

.18 

.05 

.04 

.15 

.03 

.10 

.03 

.23 

.16 

.01 

01 

01 

.01 

.01 

01 

.01 

.04 

01 

.01 

II! 

.01 

112 
.20 


.10 
.01 
.06 
.04 
03 
.06 
.08 


.01 
.02 


.01 
.03 
.06 


.04 

.05 


04 

.02 

.04 

03 

.02 

.03 

06 

.02 

01 

02 

.03 

.02 

* 

.28 

.01 

.01 

04 

,02 


.02 
17 


P.  M.  Hour  ending 


-1st- 


.02      .01 
.01 


-2d- 


8         9         10        11        12 


-3d- 


-4th- 


.01  .01 

-5th- 

*  .13 


-6th- 


.02 
.24 


15 
.14 
.10 


.06 

04 


.05 
.02 
.04 
.02 
.02 
.06 


.07 
.08 
.20 
09 
.45 
.08 
.23 


02 

12 
.29 

05 
02 


.25 
17 
.01 

.06 
.06 

.20 

.33 
.18 
.10 

31 
» 

.01 
.14 
.11 

02 
.24 
.01 
.26 
.23 
.20 

45 


.03 
.04 
.02 
.02 


s«o   r«f«r»nc«  not««  talHwlnR   atatlon   Index. 
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HOURLY  PRECIPITATION 


mnrr 
HI    uto 


I     IllVk 


ISl'H 

unon  dak 


ILIZABKTHPURT 
IRVINGTON 

jisvuimsr  airport  6 

BU    FALLS    WATER   CO 
XING    HRANCH 

A 
IARLBORO 
lit  ARK  WB  AIRPORT 

MILFORD 
JKANCE 
JUAKFRTOWN 
IAHWAY 

HOOK 
1PR1NGF1ELD 

iH    WB   CITY 

ianaque  raymond  dam 
iatcbung 
iestfikld 
io0dcliff  lake 


IAPE  MAY 

IILLVILLE 

IILLV1LLE   AIRPORT   6 

BBROOI 


TLANTIC   CITY  WB   6 
:ape  MAY 

iMZABETHPORT 

SSEX   FELLS   SERVICE  BLDG 

REEHOLD 
ILASSBORO 

RVINGTON 

,AKEHURST    AIRPORT    6 
.ITTLE   FALLS   WATER  CO 
X5NG    BRANCB 
.BMBERTON 
IARLBORO 
IILLVILLE 

IILLVILLE    AIRPORT    6 
(EWARK   WB   AIRPORT 
1RANGE 
I0AKERTOWN 
IAHWAY 
1AKDY  HOOK 
1EABROOK 
IPRINGFIELD 
'RENTON  WB  CITY 
IANAQUE    RAYMOND   DAM 
IATCHUNG 
IESTFIELD 


iTLANTIC   CITY   WB   6 
:ape  MAY 

ILIZABETHPORT 

:SSEX    FELLS    SERVICE   BLDG 

'REEHOLD 

iREAT   MEADOWS 

lAKEHURST   AIRPORT   6 

AMC   BRANCH 

IARLBORO 

IILLVILH 

IILLVILLE   AIRPORT    G 

IEWARK  WB  AIRPORT 

I0AKERTOWN 

IAHWAY 

iANDY   HOOK 

IPRINGFIELD 

'RENTON    WB   CITY 


XIZABETHPORT 

:SSEX   FELLS    SERVICE   BLDG 
|]  iREAT    MEADOWS 

RVINGTON 
I  .AKEHUKST   AIRPORT   6 

.ITTLE    FALLS   WATER   CO 
NEWARK   WB   AIRPORT 
I  NEW   MILFORD 
HUGE 
1 !  IBAKERTOWN 
li  IAHWAY 
N IEABROOK 

^PKISGFIELD 
MtlAQDE   RAYMOND  DAM 

IATCHUNG 

IESTFIELL- 

IOODCLIFF   LAKE 


A   M    Kcmi  ending 


0  1 


01 
0] 


»l         02      .01 


01 


Hi  in 

01  02 
01 

oi     .in  iii       oi 


,11 
111 


01 

.01 

.01 

.01 

02 

.01 

01 

.01 

06 

,H 

.02      » 
.06      .04 


.06      .04      .04 


.03      .06 

.07       • 


.05      .07      .07 


I     I    12 


-9th- 


.01  .01 


-10th- 


02 
04 


.03 

.01       .04 


.01      .02 
.01 


-11th- 


-12th- 

.02,     .01 

-15th- 

.08 
.01 


.01      .03 
«  .22      * 


.02      .02 
.02  .02 


.01      .01      .01      .02      .02      .01 
.01      .01  .03 

.02      .01      .02 
•  . 24      «  «  »  •       !     *  .14 

.01      .061     .06      .06 
.02      .01,     .01 
02 
»  .02      »  «  «  •  *  .02 

01 

.01      .01 


01 


.02      .02 


.01 


-16th- 


-17th- 


•adlau 

7         8 


.03      .03      .02 
.01      .02 


.02      .60      .04 


.03      .66      .03 
.05      .27 


.03 
.04 
.10 


.  02 
02 


.03 
.02 


.01 

20 

.05 
.07 
.05 


.05 
07 

07 


.05 

.03 

06 

.09 

26 

.10 

.10 

.15 

.01 

.15 

.03 

.02 

.11 

.03 

.18 

* 

* 

» 

.11 

.08 

.02 

.16 

.02 

.01 

16 

.11 

.01 

09 

.09 

.02 


.05 

.02 


.08 
.01 


.04 
.14 


.02 
.25 
.16 


02 
01 


.01 
.04 
.02 


06 
116 

M 

04 


.01 
.02 
.02 


02 
04 


.06 
14 
.02 
.04 
.06 
.01 
.04 
08 
.04 
.06 
.03 
.04 
.07 
.02 
.08 


.26 
.09 


.46 
.14 
.04 
.69 
.86 
.04 

.05 
.46 
1.12 
.  55 
.28 

.11 
.02 
.18 
.21 
.24 
.96 
.09 
.54 
.05 
.13 
.17 


.12 
.01 
.08 
.05 
.05 

.19 
.04 
.02 

.01 
.02 
.05 
.01 
.01 
.01 


.08 
19 
.46 


.10 
.01 
19 
28 
38 
14 
21 
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Table  4-Continued 


HOURLY  PRECIPITATION 


NEW    JERSEY 
MAY    1950 


A.  M.  Hour  ending 


IRPOHT    6 


ATLANTIC    CITY   WB    6 

CAPE    HAY 

EL1ZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST    AIRPORT    6 

LITTLE  FALLS  HATER  CO 

LONG    BRANCH 

LUMBERTON 

MARLBORO 

I1ILLVILLE 

MILLVILLE 

NEWARK    WB   AIRPORT 

NEW    MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY   HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


ATLANTIC   CITY   WB  6 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON    WB    CITY 

WANAQUE   RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


ELIZABETHPORT 

ESSEX   FELLS    SERVICE   BLDG 

IRVINGTON 

LAKEHURST  AIRPORT  6 

NEWARK  WB  AIRPORT 

SANDY  HOOK 

WANAQUE  RAYMOND  DAM 

WESTFIELD 

WOODCLIFF  LAKE 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LONG  BRANCH 

NEWARK    WB   AIRPORT 

NEW   MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB  6 

CAPE  MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST    AIRPORT    6 

LITTLE    FALLS    WATER   CO 

MARLBORO 

MILLVILLE  AIRPORT   6 

NEWARK    WB   AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON    WB   CITY 


.01 

01 


.03 
.07 
.01 
.08 


.01 
.08 
.03 


02 

1)7 


.04 
.09 


01 

02 


.06 

.01 
.01 


.03      .04      .01         01 


.03      .04       .09 


.03 
.01 


.  05 
04 
09 


56 
01 
06 


.22 
.06 
.03 
.03 


01 

.02 
.01 
.  10 

03 


.01 
.01 


P.  M.  Hour  ending 


-18th- 


.16 

.05 


.01 
.  19 


.  021     .  01 

«      I     *  .02 

.03      .02      .01 


.02 
.06 


04 
.03 


03 

04 


.02 
.05 


12 

00 


.22 
.10 


01 
10 


04 

.07 
.04 

.03 
.01 

03 

.15 

04 

.02 

.06 

.03 

.02 

03 

.08 

03 

.01 

01 

.10 

.08 

.04 

.02 

.03 

OS 

01 

02 

.05 

.02 

.07 

.09 

.05 

-19th- 


.03       .07      .02 

.01 
.08 


.07 


.18      .06 
»  .36 


03 
,03 


.01!      .02 

I     .01 

.01 

.oil 

.02      .01 


.01 
07 
.03 


02 


.01 

.08      .02 


.01 
.01 


.01 
.  10 


.02      .01 
.01      .01 


.06      .07      .01 


-20th- 


04 
01 


-23d- 


01 
.02 

.02 


13      .07       . 60      .40      .05 
.06      .03  .01 


02      .01      .04      .04      .08      .11        08      .14 
.02 


.02      .01 
.08      .01  .03 

.08 
.09      .07 
.01       .02      .01      .01       .06 
.08 

01       .02      .06 
.01 


-24th- 

.01 


8*0   r«frr«DC«   notea   fol I 
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.02 
.17 


,  0  2 
.01 


.09 
.32 
.01 


OS 

07 

01 

03 

03 

04 

01 

.05 

.06 

01 

.01 

.01 

.01 

.07 

.05 

01 

.04 

.07 

.01 

.05 

17 
56 
'6 
57 
84 
47 
50 


S5 
54 
70 

16 

51 


04 

.11 

03 

.03 

.04 

.01 

.58 

10 

.04 

.07 

.02 

.02 

66 

.18 

15 

.02 

.03 

.03 

.  61 

06 

.17 

08 

.09 

.02 

.  04 

.69 

M 

.01 

.02 

.02 

.59 

IS 

.  11 

03 

.05 

.03 

.03 

56 

14 

.02 

14 

.28 

.38 

.12 

1.35 

02 

.06 

0  5 

.07 

.02 

.02 

49 

23 

.06 

04 

.05 

.02 

.08 

.59 

.13 

17 

.02 

.06 

.04 

54 

.01 

07 

.08 

.02 

.02 

66 

02 
.01 


.01      .02      .03 
.01 


01 

03 

.07 

.06 

08 

03 

.08 

.14 

.  16 

OS 

02 

.03 

.17 

02 

06 

03 

.10 

.09 
.01 

04 

02 

05 

.08 

.05 

15 

.01 

.20 

.07 

.04 

.22 

05 

or. 

07 

.10 

.02 

02 

03 

.03 

.04 

.  07 

04 

05 

.14 

.16 

0  1 

09 

.14 

.45 

03 

07 

.10 

.10 

01 

03 

.05 

.18 

.09 

01 

.04 

.24 

.15 

18 
.29 
.33 

31 

10 
.05 
33 

.33 
25 

.07 
29 

.38 

42 
29 
22 
10 
32 
32 
.29 
28 
26 
.25 
.16 
39 


I 


HOURLY  PRECIPITATION 


HAT      IUVi 


RAYNOMI 


IUK    RAYMOND    DAM 


<    ft   6 
MU 

r  HADC 

BRANCH 
9OR0 

riixi 

URPORT    6 
HI    WB   AIRPORT 

ERTOWN 
r  HOOK 
ROOK 

. VMOND   DAM 
"LIFF    LAKE 


GLASSBORO 

LAKFHURST    AIRPORT    6 

LWBERTOM 

MILLVILLF 

HILLY ILLE    AIRPORT    6 

QUAKERTOWN 

SKABNOOK 

SPRINGFIELD 

TRENTON    WB   CITY 


ATLANTIC   CITY   WB   6 
CAPE  HAY 

RLIZABETHPORT 

ESSEX    FELLS   SERVICE   BLDG 

FREEHOLD 

GLASSBORO 

GREAT   MEADOWS 

IRYINGTON 

LAIEHURST   AIRPORT  6 

LITTLE    FALLS   WATER   CO 

LONG    BRANCH 

LBMBERTON 

MARLBORO 

MILL.VILLE 

MILLVILLE   AIRPORT   6 

KIWARK  WB  AIRPORT 

■n   MILFORD 

ORANGE 

QOAKE RTOWN 

BAEWAY 

SAWDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON   WB  CITY 

WAKAQUE    RAYMOND   DAM 

WATCHUNG 

WBSTFIELD 

WOODCLIFF    LAKE 


LITTLE   FALLS    WATER    CO 


ATLANTIC  CITY  WB  6 

CAPE  MAY 

HIGHTSTOWN   PUMPING   STA 


4 

B 

« 

8 

07 

IH 

(II       111 

01        01 

III 


.02 

.02 


-26th- 


.01       .01         02 


.02      .01       .01       .06 


.06      .01 

.01 


01 
.01 


-28th- 


-29th- 


.17 
.07 


.08 

.03 

.01 

.06 
.02 
.18 


.01 
.06 
.04 


.07 
.01 
.07 
.10 
.18 
.09 

.02 
.02 
.18 


11 

10 
06 
.13 
.14 
02 


.10 
.16 
.09 
20 


.06 
.04 
.10 
.1? 
.04 
.08 
.05 
.07 
.10 
.14 
.10 
.10 


.07  • 

.05  .04 

.15  .06 

.11  .10 

.16  .06 

.06  .10 

.05  .10 

.12  .06 

.28  • 
.12 
.02 

09 

10 

02 
.42 

.14  .08 

.08  .09 

.11  .09 

.14  .15 


OC 

02 
06 
.07 
02 


06 
.04 

07 
.09 

09 
.12 

13 


02 
26 


02 
07 
05 
08 
11 
02 
09 


02 
.05 


.07 
.05 


0  6 
02 
0  2 
.04 
.  10 
.05 


.01 
.04 


.08 

.05 

.02 

.07 

• 

.07 

.11 

.02 


.07 
.04 
06 
.01 
.03 
.04 
.05 
.06 


.05 
.07 

.06 


.02 
.08 
.03 


.03 
.01 

.04 


02 
09 


04 

.53 


.04 
.05 


.04 
.06 


-30th- 


-31st- 


.01       .01      .02 


OH 

OS 


.02 


«  .011 

.02      .02 

.01 


01 

.  oa 

.10 

M 

.06 

.04 

10 

.01 
03 
I  1 
37 

.08 
04 


01 

10 
01 

.02 


.62 
.63 
.80 
.72 
.83 
.60 

.76 
.68 
.87 
.87 
.97 

.63 
.55 
.68 
1.11 
.61 
.84 
.93 
.70 
.98 
.75 
.82 
.70 
.71 


See  reference  note*  following  Station  Index. 
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DAILY  TEMPERATURES 


NEW  JERSEY 
MAY  1950 


LAKEWOOD 
LAMBERTVILLE 
LAYTON  3  MI  II 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
NILLVILLE  AIRPORT 
MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW   BRUNSWICK   EXP  STA 

NEWTON 

PATERSON 

PEMBERTON    1   III    EAST 

PHILLIPS BURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEPIELD 

RUNNEMEDE 

RUNYON 


5e«  roieieoctt  aot»l  following  Station  Index. 
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lIDY    BOOK 

•BVIU.I 
SMv 

bttok 

■rron  WB  CITY 

odstowh  3  111  in 


DAILY  TEMPERATURES 


in  Jinn 
Mil 


I   2 


BAX   49   S3   54   R7 
BIN   43   44   46   45 


BAX   M   57   61   75 
BIN   43   41   43   51 


BAX   53   69   69 
BIB   41   39   49 


BAX  57  33  61  73 

BIN  41  43  *»  is 

BAX  55  54  60  70 

BIB  43  44  49  49 

BAX  51  63  56  60 

BIB  43  45  47  49 


57   76   75   63   61 
48   46   SO   41   45 


79   70   71 
M   4"   10   :I5   33 


73   83   78   63 
31   51   54   34 


78   63 
30   50   49   37 


61   83   78   63 
31   5?   48   41 


71   70   82   77   63 
31   36   59   40   36 


10   II   U   H 


77   73   63   7(1 
53   37   54   19 


7H   75   71  1H 
51   44   54   38 


14   IB 


67   59   67   57   S3 
30   SO   33   BO   46 


75   61   76 
31   49   54 


71.   1,1. 
44   49 


43  :ik 


711 

74 
49 

71 
48 

68 

48 

re 

.IS 

7 'J 

8| 

54 

75 
52 

65 
51 

78 

1  1 

70 

81 
56 

74 
56 

64 
53 

7  7 
•IS 

ra 

63 

73 

78 

50 

64 

71 

IS 

43 

54 

44 

49 

45 

44 

li, 

68   83   75   60 
45   34   56   48 


70   58   77   77   59 
49   49   52   49   47 


60   58   74   75   58 
51   50   35   52   48 


74   75   60   71   73 
32   52   52   47   50 


78 

II 


u 

IM 

65 

ra 

4:1 

4.' 

60 
47 

aa 

71 

I 


■ 


73   73  ;  72 
55   85   59  I 


71   74   71 
35   58   59 


61   S3   S7   73   60   63. H 
54   SI   S3   56   SS   SO  I 


1    II   SI   5* 


I   60   77 
SI   43   S3   56   54 


70.6 
47  6 


70.6 


65 
48 


71 
■l!l 


76   75 
58   55 


73   73 
57   57 


66   60   78   76   69.5 


73   76   73 
52   56   58 


51   46   51   SS   35 


78   65   60   75   76 
53   49   52   56   56 


72   82   67   62   75 
SO   48   S3   34   38 


67.8 
SO. 6 


68.8 
49.7 


REFERENCE  NOTES 
uaberTwUhin  idS?a^!Catl°"  nU"berS  in  the  index  nu"ber  coluBn  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
gures  and  letters  following  the  Station  name,  such  as  12  SSW ,  indicate  distance  in  miles  and  directions  from  the  post  office. 
Wervatlon  times  given  in  the  above  table  are  in  local  Standard  Time. 

ilayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin, 
'mthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin 
ations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

:1-nerhCEvaDora1??onaisdmefsuredi?rThen^S  Tl  ."  l^   bulletl"  are:  Temperatures  in  F' ,  precipitation  and  evaporation  in  inches,  and  wind  movement 
f   Biles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

eet  and  hail  were  included  in  snowfall  averages  in  Table  1,  Beginning  with  July  1948. 

ounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

ounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observati 


-   No  Record  in  Tables  3,  4,  6,  7  and  the  Station  Index  is  indicated 
by  a  dash.   No  Record  in  Tables  2  and  5  is  indicated  by  no  entry. 
When  hourly  precipitation  is  missing  or  accumulated  for  several 
days,  only  the  first  and  last  days  are  shown  in  Table  4. 

+  And  also  on  a  later  date  or  dates. 

•   Amount  included  in  following  measurement,  time  distribution  unknown 

//  Gage  is  equipped  with  a  windshield. 

6   Station  not  equipped  with  a  recording  gage,  See  Table  4  for  6-hour ly 
measured  amounts. 

B  Adjusted  to  a  full  month. 

E  Water  equivalent  to  snowfall  wholly  or  partly  estimated,  using  a 

ration  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 


Sco  the  Station  Index  for  observation  time. 

M  One  or  more  days  of  record  missing;  see  Table  5  for  detailed 

daily  record. 
R  Station  equipped  with  recording  gage  only. 
S   Storage  precipitation  station.   Precipitation  measurements, 

made  at  irregular  intervals  will  be  published  in  the  June 

issue  of  this  publication. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 
Z   Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be 

found  in  Table  4 . 


tes  and  -ont,  ^rd»«   hj  LT   S* '     k?  7.  anlAn^al;   $1 " 5?  per  year  •   <v*arly  subscription  includes  the  Annual  Summary).   Checks,  postal 
ould  he  ™w   ?£  %  ?h    d    de  ^yable,to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions 
ould  be  sent  to  the  Weather  Records  Processing  Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee 
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County 


ATLANTIC   CITY   WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  W 

BOONTON 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 
CHATHAM 
CHATSWORTH 
CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  EKE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

M1LLVILLE 

MILLVILLE  CAA  AIRPOBT 

MILTON 

MOORESTOWN 

MORRIS   PLAINS    1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERV1LLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 

swedesboro 
swedesboro  5  nw 
toms  river 

trenton  no  2 
trenton  wb  city 

ti;c:kj.rton 
vinelano 

WANAQUE   RAYMOND  DAM 

WATCIIUNG 
WEST, 

WOOIX.LIFF    LAKE 
WOODSTOWN    2    NW 

'  STATIONS 
AUDO 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
13  51  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 

2209  SALEM 

2644  UNION 

2652  UNION 

2768  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  iESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  'HUNTERDON 

473  5  SUSSEX 
4887  PASSAIC 
4987  jMONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071 PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  lATLANTIC 

5503  BERGEN 
5576  'CUMBERLAND 
5581 CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  I  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 

6560  ESSEX 

6775  PASSAIC 

6843  BURLINGTON 

6974  WARREN 

6979  WARREN 
7079  UNION 
7131  ATLANTIC 
7328  MERCER 
7372  HUNTERDON 

7393  UNION 
7  545  BERGEN 
7587 ;PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
7936  CUMBERLAND 
8194  i SOMERSET 
8402  IMORRIS 


Drainage 


8423 

UNION 

8644 

SUSSEX 

8680 

GLOUCESTER 

8685 

GLOUCESTER 

8816  OCEAN 

8878  MERCER 

8883  |  MERCER 

8899 OCEAN 

0135  CUMBERLAND 

9187  PASSAIC 

9271  UNION 

9455 'UNION 

9832 1  BERGEN 

9910  SALEM 

0346 

CAMDEN 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 
PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 
PASSAIC 
COASTAL 
RARITAN 

DELAWARE 


39  22 
39  35 

39  16 

40  10 
40  50 

39  48 

40  54 
39  26 

39  53 

40  04 

41  07 

40  45 

39  28 

38  56 

40  52 

41  03 

40  44 

39  48| 

39  39 

40  38' 

41  10 

39  41 ; 

40  40 
40  39-: 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 

40  53 
40  18 
40  48 
39  58 


74  25 
74  28 
74  52 

74  02 

75  05 

74  56 

74  24 

75  14 
75  07 
74  51 

74  30 

74  21 

75  25 
74  57 
74  13 

74  26 
74  23 

74  32 

75  06 


Time  ol 
observation 


Years  of 
record 


MID 


8   EST 

.  EST 

49   EST |   5P 

19   EST 

289 ,  EST 


70 

est: 

280 

EST 

8A 

30 

EST 

SA 

30 

EST 

12 

EST 

6P 

1040 

EST 

180 

EST 

9A 

8 

EST 

17 

EST 

5P 

400 

EST 

760 

EST 

4P 

HID 
6P 
5P 

MID 
5P 

7A 


74  55 

300 

74  47 

760 

75  30 

74  14 

33 

74  12 

30 

74  17 

330 

74  52 

134 

75  10 

5 

74  17 

194 

75  07 

185 i  EST 

90 i  EST 

120   EST 

EST 


EST 
EST 
EST 
EST 
EST 


74  56    540 


74  20 
74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 
74  00 
74  46 
74  48 


EST 
EST 
EST 
EST 

EST 


fr 


660 .  EST 

95  I  EST 

100  I  EST 

75  1  EST ! 

100  ,  EST  |   8P 

EST 

135  EST 


128 
54 
75 


EST 
EST 
EST 


PASSAIC  41  01  74  24 

RARITAN  40  33  74  34 

, COASTAL  40  20  74  14 

DELAWARE         39  54]  74  55 

GREAT  EGG  HARBOR  39  27  7 


PASSAIC 

MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 
PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

] DELAWARE 
RARITAN 
COASTAL 
RARITAN 
DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

I  PASSAIC 
COASTAL 

j DELAWARE 
RARITAN 
|  PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DEI.AWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

| PASSAIC 
RAHWAY 
HACKENSACK 

I  US. AWARE 


480  EST 

157  I  EST 

34  '  EST 

660 '  EST 

25  1  EST 

I  EST 

50 '  EST 

120  EST 

90  EST 

50  EST 


40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

]  40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  36 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


74  09 

75  03 
75  04 
74  32 
74  57 

74  30 
74  10 
74  27 
74  02 

74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 
74  25 
74  31 
74  40 

74  57 

74  IS 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  40 

74  20 

75  01 
74  18 

74  25 

74  21 

74  03 

75  20 


210 


02 


400 


SP 
MID 

5P 
HID 

8  J 

SP 


KID 

MID 

7A 
5P 
8P 
MID 
8P 

MID 
MID 
MID 


Refer     to     tables 


8 

8 

37 

63 

19 

19 

3 

24 

61 

57 

57 

15 

45 

9 

9 

36 

56 

6 

48 

70 

70 

EST 
EST 
EST 
EST 
EST 


6P  48 
9A 


MID 
■ID 

SP 


EST 

EST 

99 !  EST 

12  I  EST 

769 !  EST 

870  |  EST 

140 j  EST 

100 !  EST 

60  j  EST 

182  EST 

EST 

120 '  EST 

8  I  EST 

90  I  EST 

645  EST 


HID 

MID 

MID 

MID 

7A 

MID 

SA 

4P 

4P 

MID 

MID 

5P 

5P 

MID 

8A 

8A 
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SO 


100 
65 


4  50 
75 


23 
110 
320 


135 
103 

16 


EST 
EST 

EST 
EST 
EST 

EST 
EST 
EST 
EST 
F.ST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


HID 
9P 

SP 

8P 
7P 


SP 

9A 

MID 

AR 

HID 
HID 

10A 
9P 
6P 

8P 
MID 

MID 


6P 
NOON 


MID 

9A 
HID 


U  S  WEATHER  BUREAU         2  3  4  5 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 

NEWARK  WATER  DEPT. 

N  J  DEPT  OF  CONSERVATION 

GERTRUDE  S  WILLIS 

N  W  MAGNESITE  CO 

J  A  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 

STEVENSON 
HARRY  P  CAMPBELL  2 

L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION   2 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 

GEORGE  G  WADDILL 
E  CASE 


3  4 
3  4 


2  3  4  5 
3  4 
3  4 

3 

2  3    5 
2  3    5 

3  4 
2  3    5 


2  3 
2  3 


A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GR1SCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHF.R 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

WALTER  J  WARREN 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 

IRVING  J  NYGREN 


3  4 

3 

3 


3  ■ 
2  3  ■ 

3 

2  3 

2  3 
2  3 
2  3 
3 
2  3 

3 

3 
2  3 
2  3 


3 

3 

3 

2  3 
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White,  Section  Director  -  Trenton 


WEATHER  SUMMARY 

Temperature  for  the  State  averaged  just  0.7°  below  normal  and  this  was  the  fourth  consecu- 
tive month  cooler  than  normal.   Precipitation  averaged  72  percent  of  normal  for  June    It 
was  greatest  in  the  Highlands  diminishing  toward  the  south  except  for  a  few  localities. 
Imounts  in  the  central  coastal  area  were  comparatively  light.   Though  below  normal   ram- 
fall  for   ho    contrasted  sharply  with  that  of  June,  1949  which  was  the  least  of  record 
for  an?  month  in  New  Jersey.   Sunshine  percentage  was  high.   Wind  movement  was  somewhat  less 
tSan  usu?l  and  no  gale  winds  were  registered  at  any  of  the  Weather  Bureau  Offices. 

There  were  warm  periods  from  the  6th  to  10th  and  24th  to  27th.   It  was  comparatively  cool 
from  about  the  11th  to  20th.   The  lowest  temperature  reported  was  34°  at  Layton  on  the  18th 
an5  the  highest  98°  at  Newark  on  the  27th.   Light  frost  occurred  on  one  or  two  mornings  in 
the  cranberry  bogs  but  caused  no  damage. 

There  was  measureable  rainfall  on  an  average  of  ten  days  at  the  recording  stations.   Preci- 
pitation was  well  distributed  throughout  the  month.   The  greatest  monthly  amount  was  5  16 
itllll   at  Morris  Plains  and  the  least  1.53  inches  at  Clinton.   Some  of  the  heaviest  rains 
wpre  1  62  at  Charlotteburg'  on  the  1st,  2.14  at  Morris  Plains  on  the  25th,  and  1.73  inches 
irSaklidge,  also  on  theg25th.   The  average  monthly  amounts  by  areas  with  departures  were: 
Highlands  3.42  (-1.45),  Red  Sandstone  Plain  2.70  (-1.27)   So uthern  Interior    59  (-1 .18) , 
Sea  Coast  2  23  (-1.28).   Accumulated  departures  from  normal  for  the  first  half  o±  ly^ 
were:   Highlands  +6.55,  Red  Sandstone  Plain  -3.57,  Southern  Interior  -3.90,  and  Sea  Coast 
-5.11  inches. 

Warm  weather  early  in  the  month  furthered  crop  growth.   Comparatively  cool  and  wet  weather 
during  She  third  week  slowed  crops  somewhat  and  hindered  haying  operations.   A  few  locali- 
ties became  rather  dry  toward  the  end  of  the  month,  but  on  the  whole,  the  month  was  large- 
ly favorable  for  agriculture.   At  the  close  of  June,  the  commercial  potato  crop  was  well 
advanced  and  sweet  corn  prospects  in  the  large  producing  areas  were  improved.   There  appears 
to  have  been  no  nail  damage  or  other  storm  damage  of  importance  either  to  crops  or  other 
prope^y   Minor  Propertygdamage  by  wind  was  reported  in  the  vicinity  of  Lakewood  on  the 
29th. A.E.W. 
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relatea  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2  000  recording   and  1,000  non- recording  rain  gages,  has  been  maintained  by  the 
Werner  B£eaugthrough 'working  funds  transferred  annually  to  «e  Weather  Bureau 
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data^quired  in  Its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  Increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimatic 
Network  stations  were  presented  in  bulletins  (Hydrologlc  Bulletins)  ""^h 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  t he  entire  Dnlt.d 
States,  but  since  the  Network  was  established  to  meet  the  Internal  "la- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  "here  ref- 
erence copies  of  the  Hydrologlc  Bulletin  Series  are  available  for  *«Bpecti<ni 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
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SUPPLEMENTAL    DATA 
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10.4 
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SI 
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SW 
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5.3 


23 

37 
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20 


COMPARATIVE  DATA 


Temperature 


68.7 
67.1 
68.2 
70.8 
69.9 

70.7 
69.7 
72.4 
69.7 
70.6 

71.7 
68.1 
66.1 
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72.3 

70.4 
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68.6 
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96 
95 
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97 
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99 

99 


39 

41 


39 
37 
35 
38 
38 

39 
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34 


31 
35 
36 


Precipitation 
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3.38 
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3.38 
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3.26 
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0.0 
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Year 

Temperature 

Precipitation 
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1919 

1920 
1921 
1922 
1923 
1924 

1925 
1926 
1927 
1928 
1929 

1930 
1931 
1932 
1933 
1934 

66.9 
63.9 
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69.1 
68.5 
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64.7 
68.9 
66.3 
69.5 

68.4 
70.4 
71.1 
72.5 
66.8 
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64.9 
65.4 
66.6 
69.5 
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95 
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99 
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95 
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98 
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105 
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34 
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33 
31 
35 
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40 
32 
38 

38 
33 
39 
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30 

36 
31 
31 
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40 
30 
32 
38 
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5.36 
1.94 
1.80 
2.66 

3.12 
4.20 
4.27 
3.43 
3.16 

6.18 
3.23 
6.31 
2.08 
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3.16 
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3.11 
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0.0 
0.0 
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0.0 
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0.0 
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14 
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7 

11 
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8 
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8 
15 
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13 

9 
11 
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9 
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1938 
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1940 
1941 
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1944 
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1947 
1948 
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69.1 
70.5 
67.2 
70.8 

68.6 
69.4 
69.8 
74.2 
70.4 

69.9 
68.1 
67.6 
68.9 
72.1 

68.5 
69.2 

96 
99 
99 
96 
99 

95 

98 

96 
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99 
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98 
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98 

38 
38 
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29 
35 

32 
37 
41 
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33 

30 
33 
35 
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33 

34 

4.64 
4.93 

4.66 
7.79 
3.55 

3.28 
5.09 
3.11 
3.24 
4.08 

4.30 
5.25 
3.71 
5.28 
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3.81 
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0.0 
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See  reference  notes  following  Station  Index 
-  63  - 


CLIMATOLOGICAL  DATA 


NEW  JERS 
JUNE  19 


ATLANTIC  CITY  WB 
BELLEPLA I N 
BELVIDERE 
BOONTON 
BRIDGETON 

BURLINGTON 
CAPE  MAY 
CHARLOTTEBURG 
CHATSWORTH 
CLAYTON 

ESSEX  FELLS  SERV  BLDG 

FLEMINGTON  1  NE 

FREEHOLD 

HIGHTSTOWN 

INDIAN  MILLS  2  WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 

LAYTON  3  N* 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 
LONG  VALLEY 
MILLVILLE  AIRPORT 
MOORESTOWN 
MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PEMBERTON  1  MI  EAST 

PHILLIPS BURG 

PLAINFIELD 
RIDGEFIELD 
RUNNEMEDE 
RUTHERFORD 
SANDY  BOOK 

SOMERVILLE 
SUSSEX 

TRENTON    NO  2 
TRENTON  WB  CITY 
WOODSTOWN  2  MI  NW 

STATE 


67.7 
68.9 
69.7 
65.9 
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68.2 
65.  2 
68.4 
69.7 
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68.5 
68.8 
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65.0 
69   5 


Temperature 


65 

4 

69 

5 

6  9 

9 

fi8 

4 

69 

0 

69 

7 

69 

9 

69 

0 

6  9 

3 

66 

8 

69 

8 

69 

9 

69 

3 

16 
0.2 
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Precipitation 
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See  reference  note!  following  Station  Index 
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■  fallow j;g  Station  I 


HOURLY  PRECIPITATION 


NEW    JERSEY 
JUNE   1990 


A.  M  Horn  ending 


ATLANTIC    CITY   WB 

CAPE    MAY 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT   MEADOWS 

BIGHTSTOWN   PUMPING   STA 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MILLVILLE 

MILLVILLE  AIRPORT 

NEWARK  WB  AIRPORT 

NEW   MILFORD 

ORANGE 

QUAKERTOWN 

RABWAY 

SANDY   HOOK 

SPRINGFIELD 

TRENTON   WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCBUNG 

WESTFIELD 

WOODCLIFF    LAKE 
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«f»raac*  notaa  following  station   Indax. 
-    66    - 


utlouvd 


HOURLY  PRECIPITATION 


«>  •  ji 

JUKI 


okhi    im«"J 


ATLANTIC    CITY    IB 

iLiuBrraroRT 

ISSEX  FELLS  SERVICE  BLDC 

nmoLD 

GREAT   MEADOWS 

IRVINGTON 

LAKFHUKST    AIRPORT   « 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 

LIMBERTON 

MARLBORO 

IILLVU.LE   AIRPORT 

NEWARK    «B   AIRPORT 

l»    MILFORD 

QUAKERTOWN 

1AHWAY 

SANDT    HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  IB  CITY 

IAHAQUE    RAYMOND    DAK 

IATCHUHG 

WESTFIELD 

lOODCLirr  LAKE 


ATLANTIC  CITY  IB 

ILIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEBOLD 

GREAT   NJEADOWS 

IRVING TON 

LAKEHURST  AIRPORT   6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

1ARLBORO 

NEWARK  WB  AIRPORT 

HEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAH1AY 

SANDY   HOOK 

SEA BROOK 

SPRINGFIELD 

TRENTON  WB  CITT 

WAMAQHE   RAYMOND   DAB 

WATCHTJNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC    CITY   WB 

ESSEX  FELLS   SERVICE  BLDG 

GREAT   MEADOW: 

IRVINGTON 

LAEEHimST  AIRPORT   6 

LITTLE   FALLS    WATER   CO 

LDMBERTON 

MARLBORO 

ORANGE 

QUAKERTOWN 

SEA BROOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX   FELLS    SERVICE    BLDG 

FREEBOLD 

GLASSBORO 

IRVINGTON 

LAKEHTJRST   AIRPORT    6 

LITTLE   FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEWARK   WB  AIRPORT 

MEW  MILFORD 

ORANGE 

QUAKE RTOWN 

tunny. 

SANDY  HOOK 
SEABROOK 
SPRINGFIELD 
TRENTON  WB  CITT 
WAKAQUE   RAYMOND  DAM 
WATCHTTNG 
WOODCLIFF   LAKE 


ORANGE 
SEABROOK 


ATLANTIC   CITY   WB 

ESSEX   FELLS    SERVICE   BLDG 

FREEHOLD 

IRVINGTON 

LAKEHTJRST  AIRPORT   6 

LITTLE   FALLS   WATER   CO 

LONG   BRANCH 

LDMBERTON 

MARLBORO 
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HOURLY  PRECIPITATION 


NEW    JERSEY 
JUNE    1950 


A.  M.  Hour  ending 


MILLVILLE  AIRPORT 

NEWARK  WB  AIRPORT 

NEW    MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SEA BROOK 

WANAQUE    RAYMOND    DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC    CITY   WB 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

MILLVILLE  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SEABROOK 

SPRINGFIELD 

WESTFIELD 

WOODCLIFF  LAKE 


ELIZABETHPORT 

FREEHOLD 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

NEWARK  WB  AIRPORT 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


LAKEHURST    AIRPORT 
ORANGE 


ATLANTIC   CITY  WB 
GLASSBORO 
LUMBERTON 
SEABROOK 


CAPE  MAY 

GLASSBORO 

HIGHTSTOWN    PUMPING    STA 

MILLVILLE 
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See  reference  notes  following  Station  Index. 
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DAILY  TEMPERATURES 
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DAILY  PRECIPITATION 
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REFERENCE  NOTES 

The  four  digit  Identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW ,  indicate  distance  in  miles  and  directions  from  the  post  office. 

Observation  times  given  in  the  above  table  are  in  local  Standard  T\me. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stitions  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:  Temperatures  in  F° ,  precipitation  and  evaporation  in  inches,  and  wind  movement 
in  »iles.   Evaporation  is  measured  in  the. standard  Heather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  Beginning  with  July  1948. 

Amounts  in  Table  3  are  from  non- recording  gages,  unless  otherwise  indicated. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Data  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation 


-   No  Record  in  Tables  3,  4,  6,  7  and  the  Station  Index  is  indicated 
by  a  dash.   No  Record  in  Tables  2  and  5  is  indicated  by  no  entry. 
When  hourly  precipitation  is  missing  or  accumulated  for  several 
days,  only  the  first  and  last  days  are  shown  in  Table  4. 

+  And  also  on  a  later  date  or  dates. 

*   Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield. 

6   Station  not  equipped  with  a  recording  gage,  See  Table  4  for  6-hourly 
measured  amounts. 

B  Adjusted  to  a  full  month. 

E   Water  equivalent  to  snowfall  wholly  or  partly  estimated,  using  a 

ration  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 


See  the  Station  Index  for  observation  time . 

11   One  or  more  days  of  record  missing;  see  Table  5  for  detailed 

daily  record. 
R   Station  equipped  with  recording  gage  only. 
S   Storage  precipitation  station.   Precipitation  measurements, 

made  at  irregular  intervals  will  be  published  in  the  June 

issue  of  this  publication. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 
Z   Hourly  amounts  from  a  recording  gage  at  the  same  site  may  be 

found  in  Table  4. 


Subcription  Price:   15  cents  per  copy,  Monthly  and  Annual;   $1.50  per  year.   (Yearly  subscription  includes  the  Annual  Summary).   Checks,  postal 
notes  and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions 
should  be  sent  to  the  Weather  Records  Processing  Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee. 


See  reference  notes  following  Station  Index. 


STATION  INDEX 


NEW    JERSEY 
JUNE    1950 


County 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  * 

BOONTOS 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS   LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 


FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

'  GREENWOOD  LAKE 
HAMMONTON 
HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 
INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  N* 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILLVILLE    CAA   AIRPOBT 

MILTON 

MOORE STOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

N^W  BRUNSWICK  EXPERIMENT  STA 

NE«  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLA INFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNKHEDE 
RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

Tl.'CKERTON 

VINELAND 

WANAQUE    RAYMOND    DAM 

IATCHUKG 

WESTPIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

-  STATIONS 
AUDOBON 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
1351  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 

1590  MORRIS 

1598  BURLINGTON 

1708  GLOUCESTER 

1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 
2768  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 

3416  WARREN 

3  516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
463  5  HUNTERDON 

473  5  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 


5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 

6026  ESSEX 
6062  jMIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 

6560  ESSEX 

6775  PASSAIC 

6843  BURLINGTON 

6974  WARREN 

6979  WARREN 
7079 l UN  ION 
7131 lATLANTIC 
7328  MERCER 
7372 : HUNTERDON 

7393  UNION 
7545  J BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  JMIDDLESEX 

7833 I BERGEN 
7869  ;  MONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 
8402  MORRIS 

8423  UNION 
8644  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816 [OCEAN 

8878  MERCER 
8883 [MERCER 
8899  OCEAN 
9135  CUMBERLAND 
91K7  PASSAIC 

9271  UNION 
9455  UNION 
9832  BERGEN 
9910 [SALEM 

0346 I  CAMDEN 


Drainage 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

'•  MULLICA 
PASSAIC 
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COASTAL 
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40  43 
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40  53 
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39  27 
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41  01 

39  58 
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40  57 

41  03 
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40  41 
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40  37 
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40  34 
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8A 
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9A 
9A 
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5P 

8A 
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4P 

57 

760   EST 

EST 

33  j  EST 

30   EST 
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EST 
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74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 

74  14 

74  00 

74  46 

74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30 
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74  27 
74  02 
74  45 

74  30 
74  14 
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74  25 
74  31 
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74  57 
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74  00 
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74  28 

74  18 

74  36 
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74  46 
74  46 
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74  18 

74  25 

74  21 

74  03 
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EST 
EST 
EST 

EST 
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54  !  EST 
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EST 

EST  MID 
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157 I  EST[  9A 

34 |  EST !  MID 

660  EST  7A 

25  EST 


HP 

MID 

MID 
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6P 

6P 
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U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  1  CCO 


NEWARK  WATER  DEPT. 
19  N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 
J  A  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
A  L  STEVENSON 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 


120 
90 
50 


EST 
EST 
EST 
EST 
EST 

EST 

EST 

EST  MID 

EST 

EST  MID 


769 


EST 
EST 
EST 
EST 
EST 


870  EST 

140  EST 

100  EST 

60 [  EST 

182  EST 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


22 
100 
65 


MID 

41  | 

7A 

19 

MID 

9A 

MID 

MID 

6P 

5P 

MID 

MID 

MID 

3 

7A 

8A 

86 

4P 

4 

MID 

50 

5P 

92 

MID 

8A 

66 

4P 

MID 

8A 
5P 

79 
20 

8A 
5P 
10P   10P 


BP 


EST 

EST 

EST 

EST   6P 

EST 

EST 

EST 
EST 
EST 

EST 


asi 

EST 
EST 
110  EST 
320  EST 


135 

103 

16 


Mill 
Mill 

8P 


HA 

8P 

9A 

HID 

All 

HID 

Mill 

10A 

9P 

6P 

8P 
MID 
MID 

6P 
10A 

MID 

6P 

6P 

NOON 

5P 

HID 

MID 
l,P 
5P 

HA 

Mill 
9A 

MID 
6A 


2  3 

3 
2  3 


CLOSED  12/31/49 


2  3 

3 
2  3 
2  3 

3 


2  3 
3 
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WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 

STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

J  GALLAHER 
CIVIL  AERO  ADM 
JERSEY  CITY  WATER  WORKS 
JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 

..  PEARSON 
N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

WALTER  J  WARREN 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


IRVING  J  NYGREN 


2  3 

2  3 

2  3 

2  3 

2  3 


3 
2  3 
2  3 
2  3 

3 
2  3 
2  3 


2  3 

3 

2  3 

2  3 

2  3 

2  3 

3 

2  3 
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NEW   JERSEY    -   JULY    1950 

A.    E.   White,    Section  Director  -  Trenton 

WEATHER    SUMMARY 

July  was  the  fifth  consecutive  month  to  average  colder  than  normal,  but  the  average  defi- 
ciency this  month  was  only  0.7°.  All  general  areas  of  the  State  had  somewhat  more  thai 
normal  rainfall  though  a  few  stations  reported  less  than  their  normal  amounts,  these  beinj 
mainly  in  the  southern  interior.  Sunshine  was  adequate.  There  were  no  severe  storms 
though  local  storm  damage  of  a  minor  character  occurred  at  Freehold  and  vicinity  on  th< 
4th. 

In  contrast   to  July,   1949,    this   July  had  no  severe  heat  wave.      There  were  only  a    few   day*  | 
when  temperatures  reached  90°.      Warmest   weather  was  on    the  20th   and    the  two   last   days  o:  . 
the  month.     The  highest  reading  reported  was  99°    at  Hammonton  on  the  31st.      There  was   als< 
no   extended  cool   period.      Lowest    readings  were  recorded  around  the  22d,   on   which  date 
Charlotteburg  reported  43°    and  Layton    44°. 

Rains  were  frequent  during  the  month  except  for  the  last  decade  when  very  little  rain  oc 
curred.  There  was  no  lack  of  soil  moisture  at  any  time  except  in  very  limited  areas 
Heavy  rains  fell  on  tbe  10th  over  most  of  the  State.  At  that  time,  several  stations  re 
ported  from  three  to  four  inches,  and  at  Lumbertoh  ,  Burlington  County,  a  fall  of  5.00  in 
ches  was  reported  within  24  hours.  The  rainfall  of  3.61  inches  at  Trenton  was  the  heav- 
iest 24-hour  amount  here  since  July,  1941.  Some  locally  heavy  rains  also  fell  at  othe 
times  during  the  month.  The  greatest  monthly  amount  was  11*32  inches  at  the  PElaeetoi 
Water  Works.  At  that  station  the  total  on  the  10th  was  4.33  inches,  and  rather  heavy  a 
mounts   also  fell   on  the   5th,    6th,    16th    and   24th. 

The  average  monthly  rainfall  by  areas  with  departure  was  as  follows:  Highlands  5.5 
(+0.80);  Red  Sandstone  Plain  5.43  (+0.66);  Southern  Interior  4.59  (+0.15);  and  Se 
Coast  4.86  (+0.58)  inches.  The  accumulated  departures  from  normal  rainfall  for  the  yea: 
1950  through  July  were:  Highlands  +1.35  inches;  Red  Sandstone  Plain  -2.91  inches 
Southern   Interior  -3.75   inches;      and  for    the   Sea  Coast    -4.53    inches. 

With  abundant  rainfall  and  adequate  sunshine,  crops  made  excellent  growth  during  July 
Hay  making  and  grain  harvest  were  hindered  somewhat  in  North  Jersey  by  excess  rain  din- 
ing the  first  half  of  the  month,  but  on  the  whole,  the  month  was  favorable  for  agriculture 
Excellent   yields  of    potatoes   and    other  staple  crops  were  in  prospect. A.E.W. 
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In  addition  to  the  cllmatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tlc  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydrocllmatlc  Network  Is  ?.    nationwide  net  of  rain  gages--mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army   to  supplement  existing  precipitation  stations  In  order  to  provide  records 
of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2   000  recording,  and  1,000  non- recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944   and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  Its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  In 
the  Western  States: 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmati 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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See  reference  notes  following  Station  Index. 
-  75  - 


CLIMATOLOGICAL  DATA 

NEW 

JERS 

Table  2 

JULY   19 

Temperature 

Precipitation 

No.  of 

days 

1 
§1 

Snow, 

Sleet,  Hail 

No 

of  days 
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o 
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Is 
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o 

i 

« 

a 

3 

o 

a 

& 

a 

0 

3 

a 
8 
in 

o 

8 

ATLANTIC   CITY  WB  CITY 

73.5 

1.4 

91 

20 

63 

22 

0 

2 

0 

3.28 

-       .65 

.52 

5 

.0 

0 

14 

7 

c 

BELLE PLAIN 

73.8 

.1 

93 

31 

50 

23 

1 

7 

0 

3.83 

-       .36 

1.25 

14 

.0 

0 

9 

4 

i 

BELVIDERE 

72.8 

-    1.0 

93 

30+ 

50 

22 

0 

6 

0 

6.62 

1.74 

1.20 

12 

.0 

0 

14 

BOONTON 

70.6 

-    1.7 

89 

31 

50 

24 

0 

0 

0 

5.15 

0.39 

1.87 

11 

.0 

0 

11 

S 

BR1DGETON 

74.1 

-    2.4 

90 

5+ 

58 

22 

0 

3 

0 

2.56 

-    1.77 

.81 

10 

.0 

0 

11 

3 

c 

BURLINGTON 

78.3 

2.3 

94 

30+ 

59 

22 

0 

6 

0 

7.66 

3.16 

3.31 

10 

.0 

0 

11 

5 

CANOE   BROOK 

71. 7M 

-       .7 

92 

31 

50 

8+ 

0 

5 

0 

6.23 

1.97 

2.33 

11 

.0 

0 

12 

4 

3 
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75. 5M 

2.0 

92 

20 

60 

15 

0 

1 

0 

.0 

0 
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68.8 

-    1.6 

88 

17+ 

43 

22 

18 

0 

0 

5.70 

1.04 

1.86 

14 

.0 

0 

14 

6 

1 
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73.2 

97 

31 

47 

22 

0 

6 

0 

.0 

0 
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-       .9 

93 

31 

55 

23 

0 

4 

0 

5.74 
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.0 

0 

13 

4 

5 
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55 
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5 
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30+ 
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22 

2 
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1.98 
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.0 

0 

16 

4 

] 
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73.6 

-    1.0 

94 

31 

54 

22 

0 

2 

0 
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16 

.0 

0 

12 

5 

'' 
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31 

51 

23 

0 

10 

0 

2.67 
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.0 

0 

6 

3 

C 
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.0 

0 

11 

5 
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31 

48 
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0 
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0 
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2.36 
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.0 

0 

10 

3 

. 
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72.4 

-   3.5 

90 

31 

58 

15+ 

0 

1 

0 

5.09 

.81 

1.80 

10 

.0 

0 

12 

4 

? 

LAKEWOOD 

72.0 

-    1.6 

95 

31 

48 

22+ 

4 

2 

0 

2.91 

■    1.56 

1.26 

16 

T 

0 

11 

4 

1 

LAMBERTVILLE 

73.3 

-       .9 

92 

31 

52 

8+ 

0 

5 

0 

5.06 

.31 

2.71 

10 

.0 

0 

11 
14 

5 

5 
6 
5 

1 
] 

3 
1 
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69.6 

-    1.6 

91 

30+ 

44 

22 

13 

2 

0 
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1.02 

11 

.0 

0 
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73.3 
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95 

30 

52 

24 
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5.96 
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.0 
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13 
13 

12 
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55 
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2.11 

16 

.0 
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0 
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71.5 
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.4 
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92 
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31 
31 
31 
31 

54 
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48 
60 

23 
23 
24 
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0 
0 
4 

7 
2 
3 
6 

0 
0 
0 
0 

2,58 
6.23 
4.65 
5.41 

1.69 
.70 
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2.54 
1.39 
1.96 

6 
10 
10 
10 

.0 
.0 
.0 
.0 
.0 
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0 
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0 

12 
14 
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14 

3 
4 
7 
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3 

( 

2 

1 
3 
5 
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91 

30+ 

55 
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0 

6.78 
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3.90 

10 
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31 

45 

22 

0 

1 
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6.02 

1.37 

1.82 
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6 
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4 
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3 

. 
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-       .8 
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30 

56 
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6.45 
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10 
11 

* 
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31 
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53 

23 
23 
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3 
6 
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0 
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6.72 

-       .24 
1.85 

1.77 
1.65 

10 
10 

.0 
T 

0 
0 

1 

PLAINFIELD 

72.6 

-    1.4 

95 

31 

53 

8+ 
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5 
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4.34 
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2.88 

10 
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0 

1 
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31 
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55 
54 
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22 

0 

1 

0 

7 
6 
6 

0 
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0 

2.37 
6.29 
6.85 
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1.68 
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2.07 
4.04 

14 
10 
10 

.0 
.0 
.0 
.0 
.0 
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0 
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12 
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13 

3 
5 
3 

t 
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1 

RUNYON 
RUTHERFORD 

75.3 
74.6 
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95 

31 
31 

54 
55 

23 

22 
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0 

16 

9 
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5.11 
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10 

4 

SANDY   HOOK 
SOMERYILLE 
SUSSEX 
TRENTON 
TRENTON   WB  CITY 
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73.6 
74.2 
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-  .9 

-  2.0 

-  1.9 

-  .3 

94 
95 
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92 

31 
31 
31 
31 
31 

62 
51 
48 
54 
59 

22 
24 
22 
23 
23+ 

0 
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5 
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0 
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6 

1 
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3 
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0 
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3.30 
5.30 
7.65 
6.62 
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2.95 

2.68 

2.02 
2.14 
.92 
3.89 
3.60 

16 

10 

6 

10 

10 

.0 
.0 
..0 
.0 
.0 

0 
0 
0 
0 
0 

11 
10 
15 
10 
11 

6 
2 
9 
6 

7 

2 
J 

t 

'< 
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73.9 

91 
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55 

23 

0 

4 

0 

4.68 

1.33 

16 

.0 

0 

11 

4 

: 

STATE 

73.2 

-   0.7 

5.15 

+   0.39 

T 

— u 

See  reference  notes  following  Station   Index. 
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DAILY  PRECIPITATION 
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DAILY  TEMPERATURES 

NEW  JEBSeI 
JULY  195' 

Table  5 

Day  of  month 

0) 

en 

< 

78 
58. 

Station 

1    2 

3 

4 

5 

6 

7   8    9 

10  I  U   12   13   14   15   16   17   18 

19  !  20  ,  21 

22  '  23 

24 

25  !  26 

27 

28 

29 

30 

31 

ATLANTIC  CITY  WB  CITY 

MAX   SI   77 
MIN   67   69 

78 
70 

77 
67 

76 
66 

77   75   75   75   78:  78   78   80   75   72   75   82   90   78! 
68   64   66   66'  71   71   70   69   69   66   70'  70:  73   67 

91 

65 

73  ;  75  j  75   76 
64   63   65   70 

89  :  79   79 

72   65   64 

82   82 

67  1  69 

82 
72 

84 
75 

BELLEPLAIN 

MAX   88   89   90 

MIN   59   55   69 

90   87 
71   70 

81   80   82   77   82   88   80   86   83   73   31   90   90   84 
60   57   59   59   69   71   73   70   66   61;  67   72   72   61 

90 
70  , 

81   82   78 
54   51   50 

81 

57 

88  1  84 
70  j  56 

83 
56 

82 
57 

as 
62 

91 
62 

93 
68 

84. 
63, 

BELVIDERF. 

MAX   88   91   86 
MIN   61   55   64 

84   89 
65   65 

78 
65 

83   89 
56  ,  54 

89 
SO 

78 1  84   87 
60   64   66 

86 
66 

79   75   75 
64  \    54   64 

92   90   86 

67   69   63 

79 
64 

83 
55 

83 
50 

85 
54 

77 
54 

84   80 
65   57 

87 
58 

89 
59 

91 

61 

93 
61 

93 
60 

84. 
60. 

BOONTON 

MAX  1  80   83 
MIN   60   54 

85   83  j  82 
60   64   63 

85 
67 

76   82 

58   53 

88 

58 

86   67   83 
63,  61   66 

83 
65 

82   76   73 
64   52   57 

72   87   86 
65   70  ]  61 

83 
65 

80 
53 

79 
52 

82 

51 

81 
50 

77   82   79   84 
56   61   59  ;  58 

SO 
62 

87 
62  [ 

89 
61 

81. 

59. 

BRIDGETON 

MAX   85   87 
MIN   66   62 

85   85   90   82 

65   71   71 ;  70; 

74  1  82 
62   63 

82 

63 

78   83   84 
67   71   73 

80 
71 

85   79   74 
70 |  64   63 

79   88   87 

70   71  1  64 

84 
66 

90   80 
61   58 

79   78 
58   61 

77  i  87  !  77  1  84   86 
63   60  ,  60  j  61   64 

87  j  90 
66   70 

82. 
65 

BURLINGTON 

MAX   89   91 
MIN   60   61 

87   88   89   83 

70   72   68  j  73  | 

84 
68 

87'  86 
69   62 

85   85   84 
67   69   69 

84 
68 

86 

69  : 

80   84 
65  .  71 

89   89   91 
72   80   62  | 

89 
73 

88   85   85   83 
65   59   62   65 

86   85   87   90   90   94   94  j  87.1 

66   73   79  ]  80  j  80   78   78   69.JI 

CANOE  BROOK 

MAX   86   87 

MIN   58   52 

87   87   84 
62   63  i  60 

88 

65 

77 
53 

85   87   81   69   83 
50   54   65  I  61   69 

87 
65 

83 
66 

75   73 
60   60 

83   91 

67   69 

89 
57 

86 
65 

85   82   86 

54   SO  i  50   53 

77   85   90   87   90 
62   53   54   56   56 

90   92  |  84  .] 
58   60  i  58. :| 

CAPE  MAY 

MAX   85   85 
MIN   66   66 

85   84   80 
66   69   67 

75 
67 

78 
68 

81 
65 

79 

so ; 

80   78 

69   70 

81   64  ' 
73   71 

83 
60 

79 
65  1 

88   88 
73   75 

88 
73 

92  i 

68 

85   82   75 
61   68   57 

77 
65 

85   86  !  84  i  84 
69   67 

34 
68 

87  i  86   82.1 
69  1  72  !  68.1 

CBARLOTTEBURG 

MAX   83   84 
MIN   55   48 

81   81 j  85 
62   59  '  62 

82 
62 

79 

49 

86 
47 

83 
52 

78 
58 

80   83 
62   65 

83 
68 

77 

60 

73 
46 

72 
56 

88  :  86 
62   71 

83 
58 

81  | 
60 

78   80   79 

52  <  43  |  44  | 

75 
45 

80   78 
62   57 

83   85 
56   53 

86 
55 

88 
56 

88   81 J 
55  1  56. J 

CHATS WORTH 

MAX   89 
MIN   52 

84 
52 

89   92   83 
67   64  |  67 

80 
69 

81 
58 

85 

58  j 

85 
55 

84 
67 

88   83 
72   72 

86 
68 

78 
68  | 

78 

56 

82 
65 

91 
68 

88 
62 

90 
65 

85 

58 

82 
58 

83   85 
47   49 

87 

55 

87   84 
60   58 

86  i  82 
53   55 

50 
58 

93 

60 

97  | 
62 

CLAYTON 

MAX 
MIN 

87 
63 

89 

59 

88   31   83 
69   62  ;  69 

80 
68 

84 
61 

84 
60 

85 
60 

83 
66 

85   84 

72   72 

84 
68 

83 
62 

71 
60 

82 

65 

90  | 
68 

89 
71 

86 
62 

89 
67 

82 
59 

82 
56 

80 
55 

78 
59  ! 

87  1  84 
67   59 

es  :  86 

59  ;  60 

35 

61 

92 
65 

93 

66 

55 
63 

ELIZABETH 

MAX 

MIN 

86 
62 

89 
58 

88 
66 

87   89 
66   65 

78 
67 

85 
59 

86 
56 

88 
60 

77  1 
60 

83   86 
62   68 

89 
74 

80 

65 

77 
57 

75 
66 

90  j 
68  ! 

90 

70 

30 
60 

86 
67 

85 
57 

85 
55 

84 
55 

80 
57 

87 
65 

80 
61 

89 
59 

92 
60 

91 

61 

94 
63 

95 
65 

Oo 
62 

ESSEX  FELLS  SERV  BLDG 

MAX 
MIN 

85 
61 

86 
55 

88 
64 

84 
64 

83 
63 

86 
66 

76 
55 

82 
54 

tit 
59 

84 
63 

67   80 
60   66 

85   84 
67   63 

78 
53 

74 
54 

74  ! 
62  j 

90 

0  6 

65 

89 
58 

82   80 
54   52 

82 
54 

80 

50 

78  ' 
52  i 

80 

60 

78 

61 

84  I 

64 

88 

62 

89  1 
66 

92 

70  j 

12 
CO 

FLEMINGTON 

MAX 
MIN 

89 
59 

89   68 

52   64 

89 

64 

86 

61  | 

81 
68 

86 
56 

88 
49 

87 
54 

79 

60 

88   89 
62   68 

86   SO 
68  i  66 

81 
54 

74 
63 

90 
69 

90 

68 

88 
56 

90 
65 

86  .  83 
56  i  48  ! 

49 

76 

49 

85 

63 

80 
55 

87 

57 

92 

57 

1 

91 

57 

94 
59 

94! 
62 

EG 
59 

FREEHOLD 

MAX 
MIN 

85 
63 

88 
5S 

88 
67 

88 
61 

86 
64 

80 
67 

83 
58 

85 

58 

85 

60 

76 
62 

87   85   85   81 
64   71   67   66 

77 
58 

81 

66 

88 

71 

88 

70 

80 
53 

88 
65 

85 
58 

82 
54 

81 
55 

78 
57 

85  i 

67 

82 
59 

85 
59 

88 

62  1 

99 

60 

92 
62 

94 
65 

84 
62 

HAMMONTON 

MAX 
MIN 

92 
61 

90 

65 

91 

69 

93 
69 

88 
68 

83 
58 

83 

59 

86 
58 

83 

6  0 

88 
68 

89   88   86 

73       63 

79 
66 

75 
58 

79 
62 

88 
68 

92 

68 

87 
58 

84 
64 

83 
58 

85 

61 

78 

51 

83 
58 

89 
56 

81 

58 

90 
62 

91 

60 

91 

64 

96 
62 

99  | 
65 

86 

HIGBTSTOWN 

MAX 

MIN 

85  j 
62 

B9 

56 

88 

67 

87 
66 

87 

65 

75 
67 

83 
58 

85 
55 

86 
57 

74 

64 

87   84 
64   71 

85   76 
69   66 

71 

57 

80 
65 

88 

71 

87 
71 

83 

59 

88 
66 

80 
57 

80 
53 

SO 

53 

78 
54 

85 

68 

78  '< 
59 

85 

58 

88 
60 

89 

60 

92 
65 

93 
65 

INDIAN  MILLS  2  MI  WEST 

MAX 
MIN 

87 
58 

H9 
5  J 

88 
65 

91 
65 

84 
66 

74 

68 

84 
58 

86 
54 

84 
55 

76 
67 

85   83 
72  ;  71 

85   80 
67   66 

74 

55 

81 

67 

90 
68 

89 

09 

87 
57 

90 
67 

82 

59 

84 

48  i 

82 

48 

81 
53 

88 
68 

79 
53 

87 
54 

89 
56 

89 

51 

93 
64 

95 
63 

JERSEY  CITY 

MAX 
MIN 

82 
65 

79 
60 

84 
69 

80 
66 

80 
69 

79 
68 

82 
62 

82 
63 

83 
02 

73 
59 

76   82 
63   70 

87   77 
70   65 

71 
58 

72 
65 

84   85 
66   71 

82 

63 

77 
61 

79 
58 

78 
60 

77 
62 

71 

58 

86 
67 

70 
63 

84 
63 

84 

67 

8  0 

04 

88 
69 

90 
72 

LAKEWOOD 

MAX 
MIN 

85 
62 

85 
50 

88 
65 

89 
64 

83 
63 

77 
67 

83 
57 

84 

55 

82 

52 

76 
65 

87   84 
67   70 

86 

67 

77 
65 

77 
53 

78 
65 

88   89 
69   69 

84 

57 

89 
64 

77 
58 

80 

48 

78 
48 

76 
52 

85 
67 

77 
55 

85 
59 

88 
55 

88 
59 

92 
61 

95 
63 

83 
60 

LAMBERTVILLE 

MAX 
MIN 

88 

62 

88 
55 

88 
66 

88 
66 

85 
63 

81 
68 

85 
55 

86 
52 

90 
56 

81 
62 

89   86 
64   70 

85 
85 

69 

79 
65 

79 
55 

79 
65 

91   89 

69   69 

88 
58 

89 
67 

83 
57 

84 
52 

82 

53 

78 
53 

86 
65 

83 
55 

87 
57 

86 
58 

00 
38 

91 

61 

92 
64 

85 
60 

LAYTON  3  MI  NW 

MAX 
MIN 

83 
58 

86 
49 

84 
60 

80 
65 

85 
60 

77 
62 

83 
50 

88 
49 

86 

0  7 

75 
60 

82   85 
62   65 

83 
63 

77 
57 

74 
48 

72 
59 

89 

67 

85 
68 

85 
52 

79 
60 

78 
48 

82 
44 

80 
48 

75 
47 

82 
60 

77 
55 

86 
54 

87 
56 

88 

56 

91 
54 

91 
59 

82 
50 

LITTLE  FALLS  WATER  CO 

MAX 
MIN 

87 
61 

91 

55 

90 
65 

87 
65 

84 
64 

87 
68 

78 
56 

85 
64 

89 
59 

87 
65 

69   82 
60   66 

87 
67 

85 
64 

83 

54 

73 
61 

76 
66 

91 
72 

88 
60 

86 
66 

84 
67 

83 
53 

B4 

55 

83 
52 

80 
64 

85 
58 

80 
59 

87 
60 

94 

59 

95 
61 

92 
64 

34. 
61< 

LONG  BRANCH 

MAX 
MIN 

85 
66 

85 
59 

88 
67 

88 
66 

82 
66 

76 
64 

82 

63 

84 

60 

82 

59 

70 
66 

80   83 
69   70 

83 
68 

77 
67 

72 
60 

75 
66 

88 
71 

B9 
73 

79 
03 

87 
63 

77 
58 

80 
55 

78 
55 

77 
58 

85 
68 

79 
61 

84 
60 

85 
63 

B8 
61 

91 
68 

94 
67 

82 
63 

MILLVILLE  AIRPORT 

MAX 
MIN 

86 
62 

86 
61 

89 

72 

92 
73 

84 
71 

79 
64 

83 
60 

86 
61 

84 
61 

86 
68 

88   83 
73   72 

90 
73 

81 
68 

73 
63 

83 
70 

92 

69 

91 
73 

84 

01 

90 
65 

82 
60 

83 
56 

82 
54 

80 
58 

88 
67 

79 
58 

85 
59 

89 
60 

89 
64 

92 
67 

94 
71 

85 
65 

MOORESTOWN 

MAX 
MIN 

86 
61 

88 

56 

86 
68 

86 

67 

85 
67 

76 
64 

84 
60 

86 
56 

85 

58 

75 
64 

85   84 
67   71 

85 
70 

76 
61 

72 
59 

81 
67 

88 
70 

87 

71 

B4 

61 

88 
61 

79 
58 

80 
56 

00 
52 

78 
56 

85 
66 

77 
62 

85 
59 

88 
62 

88 
61 

91 
66 

92 
68 

83 
62 

MORRIS  PLAINS 

MAX 
MIN 

84 
59 

86 

53 

86 
62 

84 

63 

82 
63 

76 
65 

j  82 
57 

85 
61 

87   83 
55   60 

81   85 
61   62 

85 

61 

79 
62 

77 
51 

69 
60 

89 
67 

90 

71 

87 
68 

84 
62 

80 
52 

81 
49 

82 
50 

76 
48 

83 
63 

82 
60 

86 
58 

88 
58 

88 

58 

90 
60 

91 
61 

83 
59 

NEWARK  WB  AIRPORT 

MAX 
MIN 

87 
66 

87 
61 

i  88 
i  6S 

88 
67 

86 
68 

77 
68 

85 
64 

87 
62 

86   72 
64   60 

82   89 
64   72 

85 
70 

80 
66 

74 
61 

76 
67 

93 
68 

91 
71 

87 
66 

82 
63 

82 
61 

83 
60 

82 

60 

77 
60 

87 
67 

82 
64 

89 
62 

92 
65 

93 
64 

96 
67 

98 
71 

85 
65 

NEW  BRUNSWICK  EXP  STA 

MAX 
MIN 

84 
65 

88 
58 

1  ST 
68 

86 
66 

86 
65 

80 
68 

S3 
60 

84 
58 

85   78 
60   61 

85   84 
63   69 

84 
70 

81 
66 

78 
59 

75 
66 

88 
70 

88 
71 

87 
64 

88 
68 

80 
58 

81 
55 

86 

55 

78 
57 

85 
67 

83 
61 

86 
59 

88 
61 

88 
62 

91 
64 

91 
66 

84 
03 

NEWTON 

MAX 
MIN 

86 
57 

84 

52 

86 
63 

84 
65 

82 
60 

86 
64 

75 
49 

82 

j  58 

87 

56 

84 
59 

65   81 
59   59 

84 
64 

86 
60 

75 
49 

74 
58 

73 
62 

89 

09 

86 
60 

84 
64 

66 
49 

78 
45 

82 
49 

;  si 

70 
60 

81 
54 

77 
54 

84 
55 

87 
55 

89 
58 

90 
58 

81 
57 

PATERSON 

MAX 
MIN 

90 
63 

85 
60 

90 
65 

87 
65 

86 
66 

90 
67 

80 
59 

86 
59 

88 
61 

85 
66 

68   79 
59   66 

87 

'.   67 

87 

64 

79 
57 

75 
61 

75 
67 

93 
72 

91 

63 

88 
67 

i  78 
56 

74 
56 

83 
57 

84 
56 

80 
64 

88 
62 

89 
64 

93 
65 

93 
66 

94 
64 

84 
62 

PEMBERTON  1  MI  EAST 

MAX 

MIN 

87 
60 

88 
54 

87 
66 

90 
65 

86 
65 

1  82 
67 

84 
59 

84 
56 

85 
56 

77 
65 

84   88 
68   71 

85 
68 

82 
67 

78 
56 

82 
66 

88 
70 

88 

69 

88 
60 

88 

!  67 

87 
'  58 

| 

81 
51 

82 
50 

80 
54 

86 
66 

79 
57 

85 
55 

88 
56 

89 
59 

91 
60 

1  93 
63 

85 
61 

PHILLIPS BURG 

MAX 
MIN 

88 
I  60 

90 

54 

88 
63 

84 
64 

86 
63 

84 
65 

85 
57 

!  87 
54 

89 
59 

75 
60 

80   85 
63   66 

84 
65 

80 
64 

76 
55 

75 
64 

89 

i  67 

94 
70 

90 

60 

88 
66 

89 
56 

i  85 
54 

S3 

53 

\   80 
54 

85 
63 

84 
57 

88 
58 

90 
58 

88 
58 

90 
60 

94 
63 

85 

60 

PLAINFIELD 

MAX 

MIN 

1 
86 
60 

88 

55 

88 
65 

86   88 
65   63 

78 
67 

85 

57 

86 
53 

86 
57 

72 
60 

86   85 
60   70 

85 
68 

79 
64 

73 
54 

75 
63 

90 
68 

89 

70 

85 
58 

88 
66 

83 
55 

'  84 
54 

83 
53 

1  79 
53 

86 
65 

79 
56 

88 
56 

91 
57 

90 
58 

93 
60 

95 
63 

84 

60 

PLEASANTVILLE 

MAX 

MIN 

84 
62 

86 

55 

84 

68 

90   90 
70   69 

92 
69 

78 
59 

84 
59 

83 

58 

82 
66 

85   88 

72   72 

82   88 
70   68 

81 
60 

78 
62 

82 
69 

92 
72 

91 

60 

1  83 
1  71 

91 
61 

78 
51 

82 
54 

80 
54 

81 
64 

89 
57 

84 
59 

86 
60 

88 
64 

87 
68 

93 
71 

1  85 
63 

RIDGEFIELL 

MAX 
MIN 

85 
63 

88 
57 

85 

67 

84   88 
65   65 

76 
62 

83 
56 

87 
56 

8  5 
61 

68 
60 

81   85 
'   64  '  71 

85 
68 

79 
59 

80 

j  55 

!  73 
63 

91 
66 

90 
72 

87 

62 

78 
60 

83 
56 

84 
55 

83 
57 

80 
55 

86 
66 

80 
58 

87 
59 

90 
60 

91 

60 

93 
63 

95 
65 

84 
61 

RUNNEMEDE 

MAX 
MIN 

87 
62 

90   87   89   86 
56   68   66   66 

76 
65 

84 
58 

86 
57 

87   80 
59   65 

87   84   85 
62   71   68 

80 
65 

73 

|  58 

82 
66 

90 
69 

88 
71 

85 

59 

90 
67 

81 

;  56 

82 
54 

82 
56 

79 

57 

88 
67 

77 

57 

86 
57 

89 
59 

90 

61 

83 
64 

94 
66 

05 
62 

RUNYON 

MAX 

MIN 

92 
56 

95   93   92   89 
60   68   66   64 

86 

64 

88 
58 

89 
59 

86   88 
59   60 

90   88 
60   62 

90 
62 

86 
60 

80 
62 

80 
58 

88 
1  60 

90 

60 

92 
58 

i  90 
I  62 

90 
62 

69 
60 

87 
54 

]  88 
56 

89 
59 

90 
66 

90 
60 

92 
58 

9] 
69 

94 
68 

96 
70 

89 
61 

RUTHERFORD 

MAX   90 
MIN   65 

88   88   85   86 
65   66   67   68 

78   85 
70   60 

90 

57 

85   70 
65   61 

83   90 
63   70 

86 

68 

80 
63 

77 
57 

76 

1  65 

93 

j  68 

90 
73 

i  88 

61 

82 
65 

1 

84 
57 

86 
55 

84 
I  57 

80 

i  60 

87 
66 

82 
67 

89 
61 

92 
62 

92 
61 

93 
64 

95 
66 

85 

63 

1 

See  inference  notes  following  Station  Index. 
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/i. 
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93 
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HI 
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i.ii 
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f.8 

88 
68 

88 
69 

84 
3. 

78 
59 

7H 

M 

81  81  74 
48      31      SO 

HI. 
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77 
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IMkton 
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02 
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89 
87 

66 

86 
65 

77 
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87 
59 

89 
59 

70 

ei 
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63 

85 

70 

Hi, 

88 

80 
65 

73 

57 
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90 
88 
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62. 
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REFERENCE  NOTES 

The  four  digit  Identification  numbers  in  the  index  number  column  ol  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
numbers  within  a  State. 

Figures  and  letters  following  the  Statlou  name,  such  as  12  SSW ,  indicate  distance  In  miles  and  directions  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried   only  lo  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  Included  in  this  issue. 

Qmless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   Temperature  in  °F,  precipitation  and  evaporation  In  Inches,  and  wind  movement 
in  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shorm  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6  and  snowfall  In  Table  7  are  for  the  24  hours  ending  at  tine  oi  observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Weather  Bureau  and  C.A.A.  stations.   For  these  stations  snow  on  ground  values  are  at 
7:30  p.m.  E.S.T. 


No  record  in  Tables  3,  4,  6,  7  and  the  Station  Index.   No  record  in 
Tables  2  and  5,  is  indicated  by  no  entry.   When  hourly  precipitation 
is  missing  or  accumulated  for  several  days,  only  the  first  and  last 
days  are  shown  in  Table  4, 

+  And  also  on  a  later  date  or  dates. 

*   Amount  Included  in  following  measurement,  tine  distribution  unknown. 

6  Station  not  equipped  with  a  recording  gage.   See  Table  4  for  G- hour- 
ly aeasured  amounts. 

B  Adjusted  to  a  full  month. 


E   Water  equivalent  of  snowfall  wholly  or  partly  estimated, 

using  a  ratio  of  1  inch  water  equivalent  to  every  10  inches 

of  new  snowfall. 
M  One  or  more  days  of  record  missing;   see  Table  5  for  detailed 

daily  record. 
R   Daily  values  and  monthly  total  from  recording  gage.   All  other 

data  in  table  3  are  from  non-recording  gages. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 


Subscription  Price:   15  cents  per  copy,  Monthly  and  Annual;   $1.50  per  year.   (Yearly  subscription  includes  the  Annual  Summary.)   Checks,  postal  notes 
and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to 
the  feather  Records  Processing  Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee. 


See  reference  aotes  following  Station  Index. 
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STATION  INDEX 


NEW    JERSEl 
JULY   19S( 


County 


+■ 


ATLANTIC  CITY  WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN   1   W 

BOONTON 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR    RESERVOIR 
CANOE    BROOK 
CANTON 
CAPE   MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LHMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILLVILLE  CAA  AIRPOBT 

MILTON 

MOORE STOWN 

MORRIS  PLAINS  1  W   • 

NEWARK  WB  AIRPORT 

XJW  BRUNSWICK  EXPERIMENT  STA 

NE«  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILI.1PSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PPINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIOGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERPORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAKD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
AUDOBON 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 

1335  ESSEX 

1343  SALEM 

1351  CAPE  MAY 

1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652 UNION 
2768  ,ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516 'PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  IMONMOUTH 
5003 ImORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  iMONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  |  BERGEN 
5576 'CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728 |BURLINGTON 

5769  iMORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 
6560  JESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974  WARREN 

6979  WARREN 
7079 .UNION 
7131 ATLANTIC 
7328 MERCER 
7372  j  HUNTERDON 

I 
7393  UNION 
754  5  BERGEN 
7587 IPASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  IMONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 
8402  | MORRIS 

8423  UNION 
8644 [SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 


8878  MERCER 
8883  MERCER 
8899 lOCEAN 
9135 [CUMBERLAND 
9187  PASSAIC 

9271  UNION 

9455  UNION 

9832  BERGEN 

9910  SALEM 


0346 


Drainage 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 

PASSAIC 
I  DELAWARE 

DELAWARE 
[ DELAWARE 

PASSAIC 
PASSAIC 
DELAWARE 
1  COASTAL 
PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 

MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 
DELAWARE 
RARITAN 
DELAWARE 

RARITAN 

PASSAIC 
MULLICA 

RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

' DELAWARE 
IPASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 

RARITAN 

COASTAL 

DELAWARE 

GREAT  EGG  HARBO! 

PASSAIC 
MAURICE 
MAURICE 
PASSAIC 

DELAWARE 

PASSAIC 
COASTAL 

| RARITAN 
HACKENSACK 
I  DELAWARE 

IPASSAIC 

PASSAIC 
IPASSAIC 

DELAWARE 
I  DELAWARE 

j DELAWARE 

RARITAN 
I  COASTAL 

RARITAN 

DELAWARE 

RAHWAY 
i HACKENSACK 
PASSAIC 
DELAWARE 
COASTAL 

PASSAIC 
COASTAL 

DELAWARE 
RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 
DELAWARE 
COASTAL 
MAURICE 
I  PASSAIC 


PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


CAMDEN 


39  22 
39  35 

39  16 

40  10 
40  50 

39  48 

40  54 
39  26 

39  53 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 

39  27 

40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 


.11 

02 

40 

47 

4(1 

55 

39 

58 

40 

41 

4(1 

42 

40 

37 

:i9 

25 

4  0 

19 

40 

34 

■1(1 

3(i 

40 

50 

41 

08 

.TO 

51 

40 

26 

74  25 
74  28 
74  52 

74  02 

75  OS 

74  56 

74  24 

75  14 
75  07 
74  51 

74  30  j 

74  21| 

75  25 
74  57 
74  13 

74  26 
74  23 

74  32 

75  06 
74  55 

I 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 

74  04 

74  19 

74  13 

74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30  i 
74  10 
74  27 
74  02 
74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 

74  25 

74  31 

74  40 

74  57  j 

74  15 
74  00 

74  16 

75  04 
74  20 


Time  of 
observation 


Years  of 
record 


EST 

EST 

491  EST 

19   EST 

289   EST 

70 |  EST 
280  j  EST 
30  I  EST 
30  EST 
12 |  EST 

1040  EST 

180  EST 

8   EST 

17  I  EST 

400   EST 


MIO 
5P 
5P 


760 
185 
90 
120 
300 

760 

33 

30 

330 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST   8A 


134   EST 

5   EST 

194   EST 

EST 

540   EST 


660 
95 

100 
75 

100 


EST 
135  EST 
128  EST 
EST 
EST 


5P 


MID 

5P 


8  A 
9A 

9  A 
5P 

8A 

4P 
8A 
5P 
6P 
6P 

5P 

HID 

5P 

MID 
SA 

5P 

5P 

5P 

MID 

HID 


DELAWARE 


40  49 

74  07 

40  28 

74  01 

39  30 

75  14 

40  35 

74  37 

40  58 

74  28 

40  43 

74  18 

41  13 

74  36 

39  45 

75  19 

39  47 

75  24 

39  57 

74  14 

40  14 

74  46 

40  13 

74  46 

39  37 

74  21 

39  29 

75  01 

41  02 

74  18 

480 
157 

34 
660 

25 


50 
120 


210 
60 
76 


769 

870 
140 
100 
60 
182 


120 

8 

90 

645 

20 
80 
305 
42 
18 

51 
22 
100 


450 
75 
10 
33 

105 

56 

23 

110 

320 


40  40 

40  39 

41  01 
39  40 


74  25 
74  21 

74  03 

75  20 


135 

103 

16 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


4P 

HID 
SP 


6P  48 

9A  35 

MID  41 

7A  19 

MID 

9A 
HID 
MID 

6P 

5P 

MID 
MID 
HID 

7A 

8A 

4P 
MID 

5P 
HID 

8A   66 

4P 


Refer     to     tables 


5P 

10P 

8A 
SP 
9A 
HID 
AR 


HID 
MID  HID 
10A 
9P 

6P 


BP 


8P 


HID 

HID 

6P   63 
10A 


MID 

6P 

6P 

NOON 

5P 

MID 

MID 

5P 


Mill 

9A 
Mill 


U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAHUEL  H  HC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  HATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  H  CO 

NEWARK  WATER  DEPT. 

J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 
J  A  PLUNKETT 

NEWARK  WATER  DEPT 

EDWARD  P  MOLITOR 

A  L  STEVENSON 

HARRY  P  CAMPBELL  2  3 

L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEHOURS  CO 

UNION  CO  PARK  COHHISSION   2  3 

SEWAGE  TREATMENT  PLANT 

BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 

F  A  RODENBAUGH 

FRANK  J  MOREAU  2  3  4  5 

PROF  SANGREE  3  4 

EDWARD  NUISHER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAHES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  W ADD ILL 

E  E  CASE 


2  3  4  5   7 

3 
2  3    5 

3 
2  3    5   7 

3 
2  3    5 
2  3    5 

CLOSED  12/31/49 
2  3    5 


..  H  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORH  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAHES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADH 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
.  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V.  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 
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CHATTANOOGA:   1950 

NEW  JERSEY  -  AUGUST  1950 

A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 


August  was  mostly  colder  than  normal  except  the  last  week  which  was  rather  warm  and  humid 

It  was  the  sixth  consecutive  month  averaging  colder  than  normal.   Like  the  preceding  mont| 

f  July   it  averaged  slightly  wetter  than  normal  for  the  State.   There  was  about  the  usua 

mount  of  sunshine  and  no  destructive  storm.   An  Atlantic  hurricane  passed  northeastward  o! 


iff  the  New  Jersey  coast  but  had  little  affect  o 


Lowest  reading  of  th| 


o 

amoun 

the  20th  with  its  center  about  300  miles 

this  State. 

There  was  no  extended  heat  wave  and  very  few  ninety  degree  temperatures  were  recorded.   Th 
highest  reported  was  96°  at  Hammonton  on  the  29th.   The  coolest  weather  was 
and  22d,  caused  by  an  extensive  mass  of  cold  air  from  the  northwest 
month  was  39°  at  Charlotteburg  on  the  22d. 

Good  rains  were  more  or  less  general  about  the  3d,  19th,  20th  and  31st,  with  some  shower 
between   Heavy  rains  fell  on  the  3d  over  much  of  the  State.   The  heaviest  amounts  at  tha 
time  were  5.09  at  Hightstown,  4.36  at  Trenton  (No.  2),  4.00  at  Burlington,  5.95  at  Princetor 
3  45  at  Long  Branch  and  3.50  at  Freehold.   The  rainfall  at  Trenton  was  the  greatest  from  ar 
single  storm  since  July,  1941.   There  was  some  damage  by  erosion  from  this  storm.   The  month], 
total  precipitation  varied  greatly  in  different  localities,  the  greatest  being  9.14  inches  i\ 
Trenton  No.  2,  while  the  least  was  1.38  inches  at  Clayton.   The  average  for  the  Highland  ar«l 
was  3  94  inches;  for  the  Red  Sandstone  Plain  5.40  inches;  for  the  Southern  Interior  4., 
inches*-  and  for  the  Sea  Coast  6.79  inches.   Monmouth  County  was  decidedly  the  wettest  County 
The  accumulated  departure  from  normal  for  the  first  eight  months  of  this  year  for  the  aboy 
sections  was  as  follows:  Highlands  +0.70;  Red  Sandstone  Plain   -1.42;  Southern  Interior  -4.4.1 
and  Sea  Coast  -2.39  inches. 

A  few  localities  mainly  in  the  South  became  rather  dry  before  the  end  of  the  month,  but  on  th 
whole  the  State  was  well  supplied  with  moisture  and  crops  made  excellent  progress.  The  de- 
ficiency in  temperature  was  not  enough  to  adversely  affect  crop  growth.  However,  as  reportd 
by  the  Official  in  Charge  of  the  Weather  Bureau  at  Atlantic  City,  the  predominance  of  co<, 
weather  on  the  coast  greatly  reduced  the  summer  business  of  the  shore  resorts. 


ACKNOWLEDGMENTS 


In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tlc  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series   The  llydroc lima  tic  Network  is  a  nationwide  net  of  rain  gages--mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2  000  recording,  and  1,000  non- recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclllj 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  wind 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Uni 
States,  but  since  the  Network  was  established  to  meet  the  internal  requii 
ments  of  the  Federal  agencies  referred  to  above,  no  provision  was  made  fc 
dissemination  of  the  data,  distribution  being  limited  to  cooperati 
es  and  to  certain  public  repositories.  A  list  of  locations  where  i 
„  copies  of  the  Hydrologic  Bulletin  Series  are  available  for 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washingt. 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  index. 
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13 

22 

21+ 

22 

0 

0 
0 

1 

15 

3 

0 
3 

1 
0 

0 
0 
0 
0 
0 

4.18 
3.96 
9.14 
6.65 
2.14 

-  .63 

-  .51 
4.24 
1.90 

-  3.39 

1    1.28 
2.25 
4.36 
3.73 
1.00 

20 

20 

3 

3 

20 

.0 
.0 
.0 
.0 
.0 

0 
0 
0 
0 

4.97 

+       .27 

.T 

STATE 

71.3 

i      -       .7 

i 

1 

1 

1 

J 

See  releionce  notes  following   Station   Index 


DAILY  PRECIPITATION 


~ 

Day  "1  month 

Station 

1 

4 

6 

8 

11 

13 

1/ 

111 

■n  w% 

M 

M 

7 

1    T« 

M 

T 

T 

T 

7 

HIS     mm  state  nn 

BUJtAK 

• 

t    54 

15         O 

M   1   M 

T         1    » 

7 

• 

1 

T 
M 

T 

T 

4» 

1    41 

T 
7 

■LTIDF.RK 

03 

• 

JO 

31 

M 

17         23 

■  1     IKST 

1    10 

T 
.■1         08        71 

H 

06 

"1 

20, 

03 

U2 

■  ■1 
0 

•  1 

. 

in  reservoir 
:afi   itAi 

12 

01 

01         23        "1 
04         01    1    21 

"           01     I     17 

... 
H 

03 
3» 
17 
35 

15 

.18 

113 
U 

1    30 

. 

1    34 

1     10 

24         88 

1    16 

/4 

4    «4 
2.74 
i    1" 

OftfC   MAY 

■ 

33 

1    J 11 

115 

CRariottkhukv. 

CHATHAM 

T 

7" 

r 

27 

18 

0. 

.0* 

T 

•■1 

21 
1    31 

1.32 
1.93 
1    87 

CIS 

7 
7 
04 

06 

1    31 

"1     1     74 

Ktctoi  ■ 

T 

T 

I     13 

M 

T 

1 

1.31 

cla\  FOR 

CLINTON 

10 
02 

.00 
.04 

.- 

.3* 

29 

61 

63 

1      14 

4    4! 

CULVERS    LAKE 

02 

M      T_. 

T 

03 

.37 

09 

34 

1    83 

1    43 

2    42 

12 

02 
1  1 

63 

4    3D 
2    33 

KpviTU 

ILIIA'UTW 

H 

1    1» 

T 

.05 

02 

04 

.40 
.46 

Hi 
1.64 
2    60 

1.1 

43 
93 

11 
10 

1    91 

1 

8   32 

6   73 

ILltA BETH PORT 

Ift&gX    FKL1  S    SBRV    BUM 

R           46 

T 

1    08 

.3. 

23 

.07 

12 

63 

II 

5.53 

ESSKX    FELLS    SKRV    BLDG 
Fun  I  KG  TOR 

FOR  TIKI'S 

63 

r 

;I 

23 

43 

36 

.19 

■4 

.02 

.04 
08 

T 

.87 
31 
12 
35 

35 

1    72 

94 
2.40 
3    SO 
3.48 

.10 

.02 
T 

.03 
.02 

02 

7 

.35 

24 

7 

16 
39 

98 

25 

1  01 

44 

3  13 
5  67 

4  '12 

MUOLD 

freehold 

05 

1 

03 

.06 

T 
T 

2   35 
2    83 

99 

■0 

8    52 

CHAT    MEADOWS 

ommooo  last 

■AMUOXTON 
lIOBTSTOtM 
RIGHTSTOIN    PUMPING    ST 

a       oi 

32 
R         .06 

31 

13 
3.92 
3.85 

.42 

02 
.02 

01 
.07 
.34 
60 
7, 

25 

.63 

05 

T 

.03 

.13 

40 

T 

.18 

09 
.26 
.32 

.95 

1     12 

t.97 

68 

.84 

18 

.01 

.03 

.04 

7        1    OS 

.60       .04 

66| 

'■ 

11 
JJ 

14 

10 

2  98 
3.63 
2.82 
7    18 
6.80 

INDIAN    MILLS   2    Ml    RES 

1ST IMG TON 

IRVING  TON 

JERSEY 

LAKSUURST   AIRPORT 

T 

*         .47 

.15 

R         .36 

47 

r 

1.15 

1.08 

.85 

1.00 

1    08 
.01 

.03 

.10 
19 

.01 

.10 

.07 
.02 

.09 
.07 
29 
.13 

.20 

T 

T 

22 

1.66 

1    13 

.04 

1.76 
1.66 
.63 
1    73 
1.62 

63 
21 

T 

11 

.01 

T 

11 

.01 

60          15 
•            .74 
74       .08 
68        05 
59         19 

10 
M 
M 

n 

.07 

1    : 

5  23 

6  11 
3   93 

LAXKwOOD 

LAMBKRTY1LLE 

LATTOK   3   Ml    HV 

LITTLE    FALLS    MATER   CO 

'„ 

01 

.62 

OJ 

1.04 
1    92 

1.20 

.01 

.12 
.01 

03 

.15 
01 
24 

T 
.04 

T 
53 

.01 

04 

.16 

10 

T 
44 
.30 

.97 

1    17 

38 

1.57 

2.05 

1    16 

04 

T 
7 

14 

02 
.01 

.11 

7 

.39       .85 
79        28 
.67 

B6 

03 

.   84 

14 

14 
.18 

3  5! 

7    2. 
4.00 

4  86 

LITTLE    FALLS    *ATER   CO 

It         .03 

1.21 

.23 

.04 

.04 

LOHG   BRANCH 
LONG    BRA 
LONG   VALLEY 

.42 

R           42 

T 

T 
.06 

2.80 
2.80 

.90 

T 
T 

T 
T 

.02 
.07 

OJ 

.07 

T 
T 

.03 

T 
T 

T 

T 

.07 

3.45 
3.45 
1.20 
.52 
1    60 

.45 

03 

.03 

.02 

. 

1   no       01 
1    30        01 

.53 
1.17    1. 13 

94 

■J! 

M 

il 

8.95 

8.95 
4.19 
4    51 

^■nTOM 

MACOP'N    INTAKE 

R 

1    02 

.191      .30 

.27 

.14 

.10 

T 

■/.:   1  I] 

.9 

4.51 

MARLBORO 

MARITOS    1    Ml    'EST 

MAYS    LANDING 

MID:  A  NT    PARK 

R           31 
12 

37 

.02 

17 

2    70 
96 
69 
.94 

... 

.26 

.01 

65 

.05 

.02 

1.04 

.02 

.02 

2.81 
.10 
.38 

1.11 

.02 

18 

17 

1.49 

.03 

T 

7 

T 
02 

"1 

.62 
.72 

57 

,23 

60 

'■7 

... 

.  12 

7 .  20 
3    54 
3.07 
5.42 
2.66 

M1LLV1LIE 

02 

03 

.76 

.31 

.  12 

L.JU 

MILL".  ILLE   CAA    AIRPORT 

T 

04       .90 

30 

T 

14    1,98 

T 

.02 
02 

02 

.01 

12 

.58 

,51 

01 

4. 

3   49 
4.88 

MOORISH.^ 

■ORRIS    PLAINS 

NX t ARK    VB    AIRPORT 

MEI    SPUHSIICI   BXP   STA 

I 

.01 

R         .07 

02 

.07 

T        1    10 

1    07 

1.97 

1.89 

T 

.20 
.05 
.03 

.05 

.05 
.03 

T 

.01 
.14 
.03 

T 

T 

1   92 

1.32 

.60 

.82 

1.46 

50 

7 
15 

T 

7 
7 

2C 
.33 
1C 

07 

iO 

6 

1     N 

91 

5  16 

6  05 
4    57 

181    WILKORD 
REM    HILFOKD 

DMTON 

OAK    RIDCE    RESERVOIR 

ORANGE 

18 
S           18 

.04 

1.00 
1.01 
12 

'85 

.25 

48 

.02 

.03 

.01 

T 

10 
.35 

.02 
.02 

.24 
.04 

.04 
.25 

03 

.04 

.31 

; 

1.13 
1.12 

.12 

.65 
.65 

.78 

.06 
1.37 
2.27 

.02 
.02 

14 
.04 

11 

• 

.56       .24 
.54       .02 

40 
031     .87 

3    36 
24      3    91 

.64      1(1 

PATER SON 

PSMBERTON    1    Ml    EAST 

PHILLIPS BURG 

T 
T 

.08 
T 
25 

T      1 1.26 

.961 

.68] 

.32 

.06 
T 

27 
.02 

.03 
.10 

.57 

03 
T 
.09 

.07 

.12 

T 

2.16 

1.34 

1.10 

41 

.28 

06 

7 

.09 
.01 

7 

1 

.08 

.94 

• 
.05 

43      5   74 
1     16       4    77 
.40      3   31' 
.34       1    3S 

PH1LLI?SBDRG    BRIDGE 
PLAINFIELD 

.07 
25      T 

1.21 

35 

.56 

.08 

.01 

.20 

T 

T 

1.61 

T 

17 

T 

.27       .07 

1.17     5.80 

PLEA SASTV ILLE 
QUAKER TOWN 
RAH*  AY 
RAHRAY 
R1DGEFIELD 

49 

R           07 

.35 

R         .32 

30 

.IS 
1    30 
1   04 

1    04 
.80 

.82 

.06 

.13 
T 

.03 

19 

.27 

T 

.05 

.16 
.29 
Jl 
.04 

.06 

T 

T 

.34 
1.45 

1.45 
.90 

.59 
.40 

1.23 
1.19 
I  1.91 

03 
I' 
11 
.20 

.03 

30 

52       .59 

1.35       .09 

1.35        09 

1.13 

2    54 
.55      4.42 
.71      6  61 
.76      6.62 
.43      5.88 

RIHGRCCD 

02 

09       .29 

T 

.01 

.29 

.05 

T 

.17 
.04 
.04 

.03 

.27 

i  1.62 

.23] 1.42 
1.41    2    30 
.32    3.29 

.32    3    29 

T 

.04 

7           .65 

1  1 . 24      7 

15      3    52 
.37      3 .  97 

RCMNEKEDE 
R01TYON 
SANDY    BOOK 
SANDY    HOOK 

.06 

R         .41 

.59 
3. Oil 
2  .51 
2.51 

.08 
20 

.04 
.04 

17       .42 
64       .06 
64       .06 

.84      8.58 
.69      8 .  00 
69      8 . 00 

SSABROOK 

SORER V ILLE 
SPRINGFIELD 

■ 

R 
R 

.0] 
.34 

.08 

.15 

.10 
.18 

.67 

1.17 

1.09       .031 
.02 

.13 

.18 

l.OC 

.13 

.04 

I 

.05 

T 
.44 

T 
.07 

.32 

T 

.14 

.09 
1.92 

.02 

.23 
1.28 

.35 
2.25 

41 

.11 

.01 

T 
.12 

51 
1.30      .12 
35 

.41       1.69 
61      4.18 
61      7    15 
.43      3    96 
.60      3.39 

SVKDESBORO 

|     .91| 

.48 

SEEDESBORO   5    MI    NM 

T 

1.96!      .04 

T 

T 

.01 

T 

.33 
1.32 
2.21 

.70 
1.00 

T 

T 

11 

T 

49 

7 

T 

in 
.34 

.80      3.33 

TOMS   RIVER 
TRENTON         SO    2 

16       .56'  1    71 

,22|     T        4.36J 

T 

.0! 

.54 
.51 

.29 

.33 

1       ie 
.13 

6b         14 
.57         11 

55      9.14 
52      6.65 

TRENTON   *8  CITT 

R 

T          T 

3.73( 

.OS 

.04 

2. 14 

TUCKS RTON 

.43;    .OJ 

.65 

VINE LAND 

1ANAQPE    RAYMOND   DAM 

.95 

.6! 

.21 

.04 

.02 

.15 

.02 
.02 

.05 

.48 
.75 

1.86 

.97 

11 

2.3C 

1.45 

42J1.04 
1.44'     .05 

.03 

.13 
1C 

3.16 
3.92 
3    92 

■ANAgUE    RAYMOND   DAM 

1ATCHTJ*G 

■BSTFIELD 

R 
R 

.0( 

.13 

.65 
1    12       .0! 

]  lie 

.04 

1     .02 

.03 
.1! 

.OS 
.54 

.15 
.09 

3S 

n 

12 

'     .09       .01 
.12 

69        09 
10        26 

1    OS 
SI 

4.99 
6.20 

V8STFIELD 
W0DCLIF7   LAKE 
tOODCLIFT   LAKE 

R 
R 

.14 
.14 

1< 

1 

1.11 

.9 
.94 

1 

1 

.5: 
2< 
2< 

.04 
04 

.7' 

1 

.62 
.62 

2  .IS 
,1.14 
1.14 

1 

.26 
1.07 
1    07 

.12 

.  02        04 

.02       . 04 | 

1 

.30'     .06 
3D       .14 
48 1     .16 

.84 

6    15 
4.85 
4.85 

M  following  Station  lad**. 
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HOURLY  PRECIPITATION 


NEW    JERSE' 
AUGUST   195! 


ATLANTIC    CITY    WB 

CAPE  MAY 

ELIZABETBPORT 

3LASSB0RO 

GREAT   MEADOWS 

HIGHTSTOWN    PUMPING    STA 

IilVINGTON 

HKFHURST   AIRPORT   6 

LITTLE    FALLS   WATER   CO 

LONG  BRANCH 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW  1IILFORD 

ORANGE 

QUAKERTOWy 

RAHWAY 

SANDY  BOOK 

SEABROOK 

SPP.IN-jFIELD 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

FREEHOLD 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

ORANGE 

SEAEROOK 


ATLANTIC   CITY   WB 

CAPE    MAY 

EL1ZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT    MEADOWS 

HIGBTSTOWN    PUMPING    STA 

IRVINGTON 

LAKEHURST   AIRPORT    6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QJAKERTOWN 

RAHWAY 

SANDY   HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


SPRINGFIELD 
WATCHUNG 


GREAT    MEADOWS 
HIGHTSTOWN  PUMPING   STA 
NEW   MILFORD 
WANAQUE    RAYMOND   DAM 
WATCHUNG 


ATLANTIC   CITY  WB 

CAPE  MAY 

ESSEX  FELLS  SEPVICE  BLDG 

GREAT    MEADOWS 

HIGHTSTOWN    PUMPING    STA 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLC  FALLS  WATER  CO 

LUMBFRTON 

MILLVILLE 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

QUAKERTOWN 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


A.  M.  Hour  ending 


P.  M.  Horn  ending 


-1st- 


01  .02 

02  .02 

.02 

.08      .02 
.02 


04 
.40 


.03 
02 
.03 


.02      .01 
«  .14 


05        02 
.  02 


.26      .03 
.31 

.06 
.01 
.13      .01 


.17 

.01      .23   I  .11 


-2d- 


.02 
.03 


.02 

04 


-3d- 


.01      .01 
.01      .04 


.01      .01 
.91 


.01 

.22 

.20 

.24 

16 

14 

.09 

.04 

.21 

.26 

.28 

.21 

.16 

01 

.01 

.56 

.94 

63 

.51 

.13 

17 

.10 

02 

.01 

01 

.01 

.94 

.65 

.91 

65 

.45 

05 

02 

.03 

.23 

.25 

.23 

.18 

11 

.02 

* 

* 

* 

* 

* 

92 

.01 

10 

15 

.  18 

.33 

.11 

.02 

.05 

.74 

.58 

.63 

.73 

.02 

.03 

.03 

.03 

.30 

.40 

.20 

03 

.05 

08 

.01 

.63 

66 

.56 

.51 

.15 

.11 

.13 

.13 

.07 

.27 

* 

.02 

* 

* 

* 

* 

* 

.88 

.01 

.10 

.15 

.24 

.26 

.15 

.12 

.04 

.01 

.01 

.12 

.22 

.23 

.17 

.24 

11 

.27 

.28 

.36 

.23 

.03 

.02 

.08 

.21 

.15 

.20 

.16 

.16 

.09 

.02 
.06 

.42 
.03 

.85 

.46 

.44 

.15 
.58 

.01 

.01 

.23 

i  24 

.26 

.19 

.13 

.01 

|  .05 

.80 

.51 

t.16 

.73 

.37 

.05 

.01 

r.  20 

.12 

.15 

.11 

.07 

.04 

.28 

.24 

.24 

.21 

09 

.02 

.01 

.27 

.28 

24 

.20 

.10 

.60 

.34 

.01 
01 


-4th- 


-5th- 


-6th- 


SPRINGFIELD 
WATCHUNG 


ESSEX  FELLS  SERVICE  BLDG 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  PALLS  WATER  CO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

SPRINGFIELD 


06 

5]       .10 


.24        03 
.03 


.01       .02 
.01       .01 


(12 
.01 


.02      .06  .03 

.05  .36 

.05      .04  .01 

*  .01 

.02 

.19  .11 

•  .15  • 


.06 

.45      .53 


.06      .03      .02 

.03      .17      .33 

.09 


02      .19      .08 
15      .04      .19 


.01 

.01       .01 


.13 
.05 

.01      .01 


-7th- 
-8th- 


01       .01 

.11 


■••  roforaneo  «oto«  following  Bt 
-    90    - 


outtuuad 


HOURLY  PRECIPITATION 


AM   Hi  hi  ending 


u  ndlag 


HNts.M>     RAYWON 
TCODCLIFF   LAKE 


Ctrl   KAY 

mv   s.  WN 

ILLS    WATER   I/O 
■MRI    »B    AIRPORT 
im   NU.FORU 


II 

01 
02 


04 

(11 

0 


-nth- 


Jl'l 


WATCHUNG 

IISTF1H.P 


QUAKFNVOWN 


.OS 

13 


MILLV'.LLF 

IAKAQUK    RAYMOND    DAM 

WOODCLIFF   LAKE 


ATLANTIC   CITY   WB 

iHPORT 
■PI  FELLS   SERVICE   Bl.DG 
FREEHOLD 
GREAT    MEADOWS 

■STOWN   PUMPING   STA 
ETON 
URST 
E   FA 


02 

SB      .02 


ST  AIRPORT   6 
,F    FALLS   WATER    CO 
LOMBERTON 
;  MARLBORO 

MILLVILLE  AIRPORT  6 
REMARK   WB  AIRPORT 
WEW   Ml  I.FORD 
QBAKFRTOWN 

!  SANDY   HOOK 
Bbi  OOK 

'SPRINGFIFLD 

TKNTON   WB  CITY 
.  WAXAQUE    RAYMOND    DAK 
;  WATCHUNG 
'WESTFIELD 

WOODCLIFF    LAKE 

|  ATLANTIC  CITY  WB 
CAPE  MAY 
RLIZABETHPORT 

ESSEX  FELLS   SERVICE   BLDO 

FREEHOLD 

GREAT   MFADOWS 

HIGBTSTOWN    PUMPING    STA 
.  IRVINGTON 

LAKEHURST   AIRPORT    6 
'  LITTLE   FALLS   WATER   CO 

UWG    BRANCE 

LllMBl'RTON 
.MARLBORO 
:  MILLVILLE 

■ILLVILLE   AIRPORT    6 

NEWARK    WB    AIRPORT 

NEW   MILFORD 
!  QUAKERTOWN 

RAHWAY 

SANDY   HOOK 
I  SEABROOK 

SPRINGFIELD 

TRENTON    WB   CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 
1  tOODCLIFF  LAKE 


-12th- 
-17th- 

-19th- 


OS   .76 
.12 


.36   .08 
.39 


.40 
.28 


29 
01 


.65   .01 

.03 

.29   .02 


M 
.23 


05 
.20 
.19 
.49 


.01   .17 
.63   .46 


-20th- 


06 
01 


65 

.01 
88 


.26 
.70 
.04 

.07 
.13 


09 
01 
02 


D9 
.10 


.03 

07 


.03 
.79  1.76 
.02   .01 


19 
.17 
.05 

.  12 
.35 


19 
.02 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

1RVINGTON 

LITTLF  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 
I  QUAKERTOWN 
I  RAHWAY 

SANDY  HOOK 

SPRINGFIELD 
I   TRENTON   WB   CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


NEW   MILFORD 
SPRINGFIELD 
WATCHUNG 
WOODCLIFF    LAKE 


.04 
.05 
.22 
.01 
.01 


77    1.35 
.02 


09 
02 


.13 

01 


50 
34 

.16 


12 
04 


.01 
.63 

.01 


11 

oe 


03 
L4 


.18 
.07 
.02 
.02 


53 

:>I 


.  b6 
.07 


1.55 
01 


.01 

.03 

.05      .02 | 


-22d- 


-23d- 


following  elation  lades 
-    91    - 


29 
.04 


.50 
.77 


03 
01 


01 

10 


.06 

.04 


.12  .01 

.05  .10 

.02 

.07 

.29  .32 

.01  .01 


.01 
03 


.06 
.01 
.05 


.20 
.01 
.15 
.01 

.11 
.  52 


02      .04      .01 


.01  .01 

.02  I    .01       .10      .01 

.01 

.03 


97 
.07 
14      2.81 


04 
.01 


08 
01 


.06 
.02 

.05 

.01 

.06 

.01 
.08 

.06 

.04 


.01 
.08 


HOURLY  PRECIPITATION 


Table  4-Continued 


NEW    JERSEY 
AUGUST   1950 


GREAT    MEADGSS 


ATLANTIC    CITY   WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN    PUMPING    STA 

IRVINGTON 

LAKFHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE  AIRPORT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  BOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

(ESTFIELD 

WOODCLIFF   LAKE 


ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST    AIRPORT    6 

LITTLE   FALLS    WATER   CO 

LONG    BRANCH 

LUMBERTON 

MARLBORO 

NEWARK    WB    AIRPORT 

NEW    MILFORD 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ELIZABETHPORT 

ESSFX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

MILLVILLE  AIRPOHT  6 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

QUAKERTOWN 

RAHWAY 

SANDY  HOOK 

SEABROOK 

SPRINGFIELD 

TRENTON    W3   CITY 

WANAQUE   RAYMOND  DAM 

WATCHUNG 

WESTFIELD 


A.  M.  Hour  ending 


12  3 


.01 
.01 


34 
21 


.11       .04  .01        01 

.Oil      01 

.01 

•  »  *  »  .02 

.22      .10 
.04      .02 


.04 

.11       .01 

.07 

.04      .01      .01 
.08      .02 


P.  M.  Hour  ending 


-28th- 
-29th- 


.01 


8         9        10    I    11        12 


.35      « 

-30th- 


.01      .01 
.01 


.02  32  .08 
07  .01  . 06 
.01      .01      .63      .14 


.02 
.06 
52 


16 
Do 


.73 
.04 


22 

.01 


.02 
.40 
.01 
.02 


.23 
.01 


04 
.11 
.02 
.07 


.01 

OS 


.03 
.01 

.25 
.03 
.61 


.03 
.02 
.20 


.01 

06 


.01 
24 


.03 
.65 
.04 
.02 


.01 
16 


.50 
.02 


02 
.01 


.03 
.01 
.02 


-31st- 


.05 
.01 


01 
.03 


.08 

07 


.04 

.92 
.55 
99 
.60 
.66 
.74 

.63 
1.30 
1.17 

62 

.33 
.54 
.52 

1.35 
64 

1.30 
.57 

1.44 
.69 
.30 
.48 


.02 

.01 


.12 
.03 


.01 
.02 
.05 
.03 


.  IS 

.01 


0  3 

.03 

01 

02 

.01 

43 

.10 

.02 

01 

07 

.05 

01 

.05 

.03 

61 

.05 

.01 

.01 

.02 

* 

* 

.01  .28 


.03 
.02 


.02 
.01 
.05 
.06 


.02 
.04 
.02 


.02 
.02 
.16 


.16 
.10 
.08 

.27 
.01 
1.12 
.01 
.07 
.02 
.59 
.09 
.06 
.12 
.11 
.05 
09 


.5! 
.25 
.80 

.11 
.40 
.88 

.18 
.94, 
.54 

.68 

.12 

13! 
.24 


,7f 
.69 
.41 
.61 
.52 
•  If 
1.0! 
.84 
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M.s 


DAILY  TEMPERATURES 


m:w  jKiiHur 

AUGUST   1950 


st.  ■„.„ 


rrrr 


Day  of  month 


10      11      12      13      14      15   I  16      17      18      19     20      21      22     2.1     24 


25     28     27  i  28     29  I  30     31 


rum-ic  ciTT  wb 

KLLEPLAIN 
ELVIPERE 
30*  TON 
HDGRTON 
ISLINGTON 
IXOS    BROOK 
IPS   KAY 
IARLOTTEBURG 
UTSWORTB 
.ATTON 
.IZABETH 

ISEX    FELLS    SKRV   BLDG 
J5KINGTOK 
tEEHOI.D 
BMONTON 
GBTSTOWN 

DIAN  BILLS   2   VI   WEST 
RSEY  CITT 
EROOD 
EBERTYILLE 
rTOH  3   NI  NW 
(TLE   FALLS  WATER  CO 
1G  BRANCH 
IG  VALLEY 
XYIIXE  AIRPORT 
:  IRBSTOWN 
i  RIS   PLAINS 
i  ASE  WB  AIRPORT 
1     BRUNSWICK  EXP  STA 
1  TOR 
I  ERSON 

13ERT0N   1   HI   EAST 
I  J.IPSBURG 
f  iRFIELD 
P  iSAKTVILLE 
I  ilTIELD 
»  IBEDE 

Mm 


BAX 
Bill 


MAX 

MIX 


BID 


BAX 
BIN 


BAX 

BIB 


BAX 

BIN 

MAX 
BIB 

MAX 

BIN 

MAX 
MIX 

MAX 

BIN 

BAX 
BIB 

BAX 

BIB  I 

MAX 

BIN  ! 

MAX 
MIN 

BAX 
BIB 

MAX 

MIB 

MAX 

BIB  | 

MAX 
BIN 

MAX 

BIN 

MAX 
MIR 

MAX 

MIN 

MAX 

MIB  j 

MAX 
MIN 

MAX 
MIN 

MAX 
MIB 

MAX 
KIN 

MAX 

MIB 

BAX 
BIB 

BAX 
BIN 

MAX 
MIB 

MAX 

MIN 

MAX 
MIB 

MAX 

MIB 

MAX 
BIB 

BAX 
MIB 

BAX 
BIN 

MAX 
MIB 

MAX 
MIB 


77      76 |    79 
72  |    68  I    68 


91      81 

78      70 


89      87 
66      66 


93      86 
71      65 


85      81 

72  I    71 


85      83 
71  I    83 


91      77 
70  I    67 


91      85 
74      69 


89  •   83 
73      66 


94      80 
72      64 


92  |   89 
71      67 


91      77 
73      65 


92  !  85 
74  !  64 


86      70 
69      66 


88  I  75 
66  |  67 


80      80 
65      62 


80  j    79 

67  !    67 


76      75 
56      54 


82      80 
56      52 


79      77 
61  I    57 


80  I   78  | 
62  I   55 


79  I  78 
60      53 


80  i  80 


82      80 
72      62 


77 

75 

M 

7:. 

76 

53 

46 

73 

77 

55 

74 

52 
79 

83 

56  I    53 


71      72      74 


75 

62 

77 
60 

74 

59 

76 
57 

76 

53 

76 
48 

81 

57 

75 
56 

75 
5R 

76 
55 

78 
58 

78 
53 

73 

57 

79 
S3 

78 
58 

76 

55 

76 
57 

78 
58 

78 
58 

79 
54 

80 

59 

81 
48 

85      80 
71      72 


75      76 
60      60 


79      83 
50      48 


85      75 
59      49 


80      80 
49      49 


77      82 
56      59 


87      88 
56      63 


82      83 
62      62 


85      88      78 
59      59      53 


81      85 
46      52 


85  I  86 
67      72 


85      85 
54      63  : 


35  !  84 
68      57 


85      76 
64  ,   55 


91  I  78 
61  i   60 


90      78 
66      63 


89      77 

64      61 


79      81 
62      61 


77      80     82 
46     47  I   46 


79      85 
54      54 


80      86 
51      53 


90      86     80 

66  I    60      58 


80      82 

54      56 


87  !  86     87  |  76  I   79      84  I  85 
56  i    65  !    62      58      48      46      57 


61      66      62 


I  74 

I  61  ! 


78  I   82  |  84 
51      52      60 


83      87 
68  !   64 


84      89 
67  i   64 


80      86 
68      67 


82  j  83 
68  '   52 


75  ■   78 
60      50 


88  I  76 
65      58 


81      86 
59  ;  58 


30 
51 

89 
52 

86 

82 
51 

84 
59 

84 
58 

S3 
46 

85 
52 

82 
55 

78 

59 

77 

61 

80 
65 

so 

85 

81 

48  |  55  I   58      54 


80      80 
44  I  43 


77      78 
56      53 


72  '  79 
56      50 


84 
51 

89 
51 

85 
f6 

86 
56 

Sae 

85 
63 

83 
60 

91 
66 

87 
65 

B8 

67 

87 
61 

89 

82 

85 
62 

B5 
84 

88 
62 

B3 
87 

87 

68 

S4 
67 

88 
65 

B5 

6/ 

90 
63 

89 
GO 

90 
70 

80      85 
55  I  57 


85 
55 

75 

91 
61 

78 
55 

78 
61 

80 
50 

74 

58 

80 
52 

84      83 

62  I  58 


83  |  82 
53      63 


87      87 
59      62 


85      85      84 

58      57      65 


84  '  82      85  I 
58      66      65 


84  |  82  | 
58  j  62  ' 


84  I 
65  ! 


79 
96 


75      75 

69  j   51 


76      77 
70      49 


72 
62 


88   I  I 
63 


80     82 
51      52 


80      81 
59      51 


79  !  80 
56  I  60 


86 
55 

86 
56 

84 
63 

86 
64 

82 
59 

84 
60 

80 
62 

81 
61 

84 
56 

87 
60 

84 
68 

84 
67 

87 
56 

83 
57 

88 
61 

90 
64 

88 
50 

84 

54 

85 
60 

85 
58 

78      79 
71      49 


80  I  73 


73      79 
50      57 


74  j   70      79 
56  I   58  i    60 


80  I   77 
70      57 


82      82 
76      74 


75     80 
55      59 


78      79 
59  '    63 


77      80      77 
68      53      49 


79      77 
70      49 


76 
52 


80      81 
57      63 


80      85 
57      60 


80      81 
58      62 


85  '   88 
60  !   61 


80      82 
57  ;   61 


80  .  84 
53      54 


80  I  77     84 

48  I  58      59 


83      82 
59   I  60 


86      89 
55      53 


80      86 
57  ,   58  i 


HO       80 
72      74 


92      92 

73      70 


87      87 
66      63 


«2 

58 


93 

70 


82      81 
74      74 


92      U3 

69  I    68 


80  i  88 
66      68 


86 
61 


82      83 
64      63 


84      88      86 
58  i   57      57 


76 
64 

79 
56 

82 
63 

81 
58 

84 
59 

78 
63 

83 

58  ! 

84 
So 


85  I  £4 
60      60 


89  :  90 
60      64 


85      86 
59      60 


90  '   93 
62      69 


88  ,    94 

66  I   71 


88      91 
65      70 


91      85 

64       70      67 

92      96  !   91 
68  i  70  i  67 


65      68 
90 


82  [  80 

54  I   55 


85 
61 

87 
59 

8! 
60 

88 
68 

90 
70 

81 
56 

86 
57 

85 
56 

85 
61 

88 
69 

81 
66 

88 
64 

83 
64 

89 
69 

92 
70 

80 
62 

84 

60 

84 
60 

85 
67 

89 
71 

83 
55 

80 
56 

87 

55 

85 
59 

86 
69 

83 
61 

87 
65 

90 
62 

87 
67 

88 
69 

84 
60 

86 
55 

87 
58 

88 
66 

90 
71 

85 
62 

84 
58 

80 

59 

88 
<*6 

90 
70 

83 
60 

88 
64 

87 
58 

S17 
64 

91 
70 

80 

84 

86 

84 

85 

84 

62 

87 
61 

86 
62 

S5 

68 

90 
72 

85 
62 

87 
60 

88 
60 

89 
66 

91 

89 

83 
56 

86 
60 

84 
58 

84 
62 

92 
62 

rtltwoct  DottM  following  Station  I 
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DAILY 

TEMPERATURES 

SEW   JERSEY 
AUGUST   1950 

Day  of  month 

• 

Station 

2 

1         | 

3        4        5 

6       7    j   8  1   9   |~10  '   11      12  j  13     14      IS 

16 

17       18   '   19   '  20      21 

22  !  23      24 

25     26 

27     28 

29 

30 

51 

SANDY    BOOK 

— 

MAX      62      75 

70      82      81 
£7      66      63 

' tl ' 

75      78 1    82 !    86|    87 
64      62      62      66  ;    69 

90      75  ,    79      81      82      83 
69      64  |    64      63      65      66 

79 
68 

82  1   78  :    78      79 
68  '    89  1    71      59 

78      77      79 
60  |    63      67 

78  |   83 

66  1    67 

80  |   83  |   88 
67  j   69  ]   72 

81 
71 

S5 
69 

U:! 

SOMERVILLE 

MAX      90      85      73      82      79 
MIS      73      67      66      60      53 

77      79'    85 1    88 
57      54      50,    55 

39 
73 

88      77  ,    81      84      86 
60      59      51      50      56 

85 
57 

84 
63 

87 
64 

86  I    78      78 
63  i    70      50 

74      82      83 
46  !   57 i    62 

83  88 
60  '    59 

88 
57 

87  |    91 
66  i   71 

84 
66 

68 

83.6 

60,1 

• 
30.  i    . 

'.8   '. 

1   PI 

SUSSEX 

MAxi    BS1    83      75      78      74 
MIX      71       65 '    37      56      54 

76      77 
51      53 

83 
49 

86 
54 

82 
66 

84      78  ,    78      30      84 

62      53  |    45      47  ]   49 

3-1 
56 

82 

n 

82 
63 

81  1    72 
63  |    66 

75      74      80      82 

53      45      55      57 

80  <  88 
58  |    60 

85 
60 

84 

61 

85 
70 

77 
65 

6S 

TRENTON 

MAX      90      86      70      80      79 

78      80 
58      54 

84 
53 

88 
59 

85 
66 

89      76      79      83 1    85 
63      59      53      54      59 

85 
59 

85 

'2 

88 
65 

84  ]    77 
64      66 

77      74 

50  j  49 

83  ;    84 
55      61 

84  I  86 
63  ,    59 

87 
59 

1)8 

56 

91 
68 

87 
67 

90 

65 

33.: 

50.4 

TBINTON   WB  CITY 

MAX      89      75      71 
UIN      73      66      67 

MAX      77      76      72 
i    MIK      73      69      68 

78  76'  74  75 
64      60  !    60  1    58 

83 
58 

87 
64 

83 
70 

87      74  '    77      81      83 
65      62      58      59      63 

81 
63 

84 

67 

86 
68 

80  1    76 
66  1    64 

74      73      79  |   80 

55  |   55  |   59  1    64 

82  !  85 
66      65 

1  85 
j  64 

86 

69 

90 
70 

86  1   8 
71  1   68 

SO .! 
63.! 

TDCKKRTON 

73  72 i  71  73 
62      56      55      55 

77 
51 

77 
60 

76 
67 

82      72  l    72      76      77      76 
68      65      51      51      57      58 

:     i 

M 

62 

77 
59 

81  i   80 

,   60  I   70 

74      73  1   74      77 
51      49  j   59      61 

78  1  78 
57  1   57 

j  77      74      80 
54  1   64  1   71 

II 

80     82 

70  '   70 

60.1 
I    f 

—    % 

J . 1 — - 

EVAPORATION  AND  WIND 


Table  6 

Day  of  month 

Station 

1 

2 

3 

4 

s 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19  1  20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

3  S 
<2°: 

PLBASANTVILLE 

EVAP 
WIND 

.19 
22 

.20 
68 

.05 
6 

.08 
26 

— 1 

.22 
22 

.22 

34 

.06 
64 

.19 
25 

.21 
38 

.24 
54 

.19 
34 

.24 
34 

.11 
24 

.19 
21 

.19 
21 

.19 
41 

.13 
31 

.. 

.16 
32 

.19    .19 
28 1    55 

1 

.14 
54 

.22 

15 

.10 

15 

.16 
5 

.10 
25 

.16 

5 

.19 
9 

.19 
49 

.11 
50 

.17 
36 

.16 
24 

5.1 
9( 

REFERENCE  NOTES 
The  four  «.»  Uentiiic.tlon  numbers  In  the  index  number  column  *  the  Station  Index  are  assigned  on  a  state  basis.   There  will  he  no  duplication  of 
numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW,  Indicate  distance  in  miles  and  directions  fro.  the  post  office. 
Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  Issues  of  this  bulletin. 
Monthly  and  seasonal  snowfall  for  the  preceding  12  .onths  will  be  carried  in  the  June  issue  of  this  bulletin. 
sHil  appearing  in  the  index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  t  is  issu. 

-Sere£^^^ 

Sleet  and  hail  were  Included  In  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  fro-  noo- recording  gages,  unless  otherwise  indicated. 

Data  in  Table,  3,  5,  6  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

low  on  ground  in  Table  7  is  at  observation  time  for  ail  except  Weather  Bureau  an,  C.A.A.  stations.   For  these  station,  snow  on  ground  values  are  at 

„  „    Ind„    No  record  in  Tables  2  and  5,  is  indicated  by  no  entry,   .hen  bourly  precipitation  Is  missing 

-   £  accumulator* several  oaye.'only"^  f  irst  -"ast^^  =.  -own  in  Table  4. 

•   ^€Ha^WHJ3^!^5^^t»  measured  amounts. 

R  E^vS-no  :o£y0to?ar,rorrecording  gage.   All  Other  data  in  table  3  are  from  non-recording  gages. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 

Subscription  Price,   IS  center  copy.  ---  urTof  ^l^^^^^"^^^   ^^SS^^STSSSTJ^   to 
t„.  .ra.nc.rrRecorfsOprocrssrnrc^i::r:e4t3O0  PosJofflce  Building,  Chattanooga  2,  Tennessee. 


S««  i.leionce  nol«»  following  Station  Index 
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STATION  INDEX 


'■•    ilUIT 


I-   CITY    WW 
VF.K    STAT* 


09M 

or..'* 


07  M 

0711 


.  K0\1 

ARLOTTEBURC 
ATHAM 

ATSWORTH 

AYTON 

IRTON 

LYERS    LAKE 

IPWATRR 

IXABKTH 

ISABETHPORT 

SBX   FELLS   SERVICE   BLDG 

\    1  HI 
JWESCUE 

'bholk 

ASSKORP 
IAT  MEADOWS 

■DKOOD   LAKE 

HMOS-TON 

obtstown 

ghtstown  pumping  station 

dian  kills  2  w 

Y1NGT0N 
RSEY  CITY 
KXHURST   AIRPORT 
IKIOOD    1    ENS 
MBERTVILLE 

'YTON   3   NW 

iTTLE   FALLS   WATER  CO 

KG   BRANCH 

IMG   VALLEY 

JBERTON 

COP IN    INTAKE 

jrriLLE 

RLBORO 
J1LT0N    1   W 
TS   LANDING 

POLAND   PARK 
ilXVILLE 

CUTILLE    CAA   AIHPOST 
LTON 
XKESTOWN 

1RRIS  PLAINS  1  W 
llYARK  WB  AIRPORT 
l»  BRUNSWICK   EXPERIMENT  STA 

(.1  MILFORD 
;wton 
|k  ridge  reservoir 

llAMGE 

|  iTERSON 

iMBERTON    I  E 
I  IILLIPSBURG 

IIILLIPSBURG    BRIDGE 

JUKFIELD 
I  iASAXTVILLE 
ItlKETON  WATER  WORKS 

JAKERTOWN 

(IHWAY 

:dgeheld 


JTHERFORD 
1NDY    HOOK 
SABROOK 
XERVILLE 


ATLAin  II 
BURLINGTON 
CAM    HA\ 

WARREN 


07*7 

CAMDEN 

,>"0,- 

MORRIS 

1038 

i-IHIil.Rl.AM> 

1106 

CAMDEN 

I  111 

BURLINGTON 

1327 

BOMB. 

1335 

1343 

SALEM 

1351 

CAPE    MAY 

ESSEX 

1582 

PASSAIC 

1590 

MORRIS 

1598 

BURLINGTON 

1708 

GLOUCESTER 

1749 

HUNTERDON 

2130 

SUSSEX 

2209 

SALEM 

2644 

UNION 

2652 

UNION 

2768 

ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 

5576  CUMBERLAND 

5581  CUMBERLAND 

5597  MORRIS 

5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974  WARREN 

6979  WARREN 
7079  UNION 
7131  ATLANTIC 
7328  MERCER 
7372  HUNTERDON 

7393  UNION 
7545  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 


Ditlnag* 


COASTAL 

COASTAL 

COASTAl 

DILAIAH 

PASSAIC 

dilawam 

DELAWARE 
Dt.LAWAKl' 

PASSAIC 
PASSAIC 

DELAWARE 

COASTAL 

PASSAIC- 
PASSAIC 
PASSAIC 
COASTAl. 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 

RARITAN 
COASTAL 
DELAWARE 


i  J 


39  22 
39  35 

39  16 

40  10 
40  50 

39  48 

40  54 

39  26 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 

40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 
PASSAIC 
PASSAIC 
DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
COASTAL 
DELAWARE 
RARITAN 


>LIT  ROCK  POND 
ntlNGFIELD 

8402   MORRIS 
8423   UNION 

PASSAIC 
COASTAL 

JSSEX 

8644   SUSSEX 

HUDSON 

CRDESBORO 

8680 1 GLOUCESTER 

DELAWARE 

IKDESBORO  5  NW 

8685  GLOUCESTER 

DELAWARE 

IMS   RIVER 

8816   OCEAN 

COASTAL 

lENTON    NO   2 

8878  MERCER 

DELAWARE 

lENTON   WB   CITY 

8883    MERCER 

DELAWARE 

|t)CKERT0N 

8899   OCEAN 

COASTAL 

IRELAND 

9135 'CUMBERLAND 

MAURICE 

IMAQUE   RAYMOND  DAM 

9187   PASSAIC 

PASSAIC 

ITCHUNG 

9271 | UNION 

1  PASSAIC 

«STFIELD 

9455   UNION 

RAHWAY 

»DCLIFF   LAKE 

9832  1  BERGEN 

HACKENSACK 

BODSTOWN    2    NW 

9910   SALEM 

DELAWARE 

NEW    STATIONS 

TKJBON 

0346 ! CAMDEN 

'  DELAWARE 

SEE   REFERENCE  NOTES 

ON  PAGE    94 

40  59 
39  24 
?9  22 

41  01 

39  58 

40  50 
40  42 

40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49 

40  28 

39  30 

40  35| 
40  58 

40  43 

41  13 
39  45 
39  47, 

39  57; 

40  14 

40  13 
39  37 
39  29 

41  02 


74  25 

74  as 

74  52 
74  02 
7»  05 

74  56 

74  24 

75  14 
75  07 
74  51 

74  30 

74  21 

75  25 
74  57 
74  13 

74  26 
74  23 

74  32 

75  06 
74  55 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 

74  48 

74  31 

74  32 

74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 

74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30 
74  10 
74  27 
74  02 
74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 

74  25 

74  31 

74  40 

74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  01 
74  18 


8  EST  win 

M  SP 
19   I 

289   EST  5P 


V«n  •■! 


■ 


70 
280 


E8T 
EST 
EST 
EST 
EST 


HA 

u 


Mil. 
SP 


7A 
HA 


1040  EST 

180  EST 

8  EST 

17  EST 

400  EST 

760  EST    4P 

185  EST 

»0.  EST    5P 

120  EST    6P 

300  EST 


8A 
9A 
9A 
5P 
8A 

4P  57 

8A  45 

5P  9 

6P  36 
6P 


S7 

... 

19 

19 

3 

24 

61 

760   EST        OP 
EST      I  MID 

33   EST  5Pl   5P   70 
30   EST        MID 

330   EST  8A   8A 


4:. 
'i 

se 


134 '  EST    5P 

5  EST 

194  EST    5P 
EST 

540  ESTi 

660  EST 

95  EST    5P 

100  est!   8P 

75  ,  EST 

100  EST   8P 


135 

128 

54 

75 

480 
157 

34 
660 

25 


5P   52 
5P 

5P   45 
MID 
K  1  r> 


7A 
5P 

HP 

BP 


17   43 
53   56 


EST  MID 

EST1  MID   MIDI  51 

est!  '  UID 

EST  6P   6P !  45 

EST  6P    6P 


62 


EST  I  6P 

EST  9A  9A 

EST  MID  MID 

EST  7A  7A 

EST  |  MID 


EST 

50   EST 

120 i  EST i 

90   EST 

50  1  est! 


9A 

MID 

MID 

6P 

5P 


210 i  EST       MID 
GO   EST       MID 

76   EST  HID   MID  I   3  1 

EST      I   7A 

62   EST  MID    8A   86 


400  EST 

11  EST 
99  EST 

12  EST 
769 '  EST 

870  EST 

140  EST 

100  EST 

60 :  EST 

182  EST 


4PI   4P 
MID   MID 

5P  j   5P 

MID  | 

8A    8A ! 


MID 

8A 


5P 
10P 


EST 

EST  I   8P ( 

EST    9A 

EST 

EST 


ESTi 
EST  I 
EST 
EST 
EST 


8A 
8P 
9A 
MID 
AR 


40  40  74  25 

40  39  74  21 

41  01  74  03 
39  40  75  20 


51 

22 

100 


450 
75 
10 
33 


23 
110 
320 


135 
103 


EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


EST  MID 
EST  MID 
EST    5P 

EST 

EST 

EST 
EST 
EST 
EST   6A 


HID 
MID 

10A 
9P 
6P   25 

8P  5 

MID  51 
MID 

6P  63 


MID 
6P 


NOON 
5P 

MID 

MID 

5P 

5P 

8A 

MID 

9A 

MID 


6P   48  48 

35  46 

41  41 

19  19 


U  8  WEATHER  BUREAU 
N  J  FORESTRY  SKRVICI 

us  ii orriu 

1118   I      S    IIIXHON 

SAMUEI     II    Ml     (  lll.l.FY 
JERSEY   CITY    WATER    WORKS 
III.NNI.T    K    MATIJK.'K 

IOTT 
PUIII.I-  It   G   CO 

NBWARK    WATER    DEPT . 
It    N    .1    DEPT   OF   CONSERVATION 
GERTRUDE    S   WILLIS 
N    W    MAGNESITE   CO 
J   A    PLUNKETT 

NEWARK    WATER   DEPT 
EDWARD   P  MOLITOR 
A   L  STEVBNSON 
HARRY    P  CAMPBELL 
I.   W    KLOCKNER 


L  S  DEPUF 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 
GEORGE  G  WADDILL 

E  E  CASE 


4    8 
50   95 


10P1  58   66 


10 

32   32 


59   59 
3 


10 

31 

3  '  13 


H. i.,  la  i.l.u. 


51 

34 

3 

3 

28 

19 

19 

77 

77 

50 

55 

2  3  4  5   7 

3 
2  3    9 

3 
1  1    :      1 


2  3    5 

CLOSED  12/31/49 

2  3    5 


2  3 
3 

2  3 
3 

2  3 

3 

2  3 

2  3 

3 

3 

3 

2  3 

3 


2  3 
3 

2  3 
3 
3 

3 
2  3 
2  3 

3 
2  3 

3 
2  3 

3 
2  3 
2  3 


DEPUE  2  3    5 

PASSAIC  VALLEY  WATER  CO   2  3    5 

STORM  WARNING  DISPLAY  STA  2  3  4  5 

ARTHUR  BACKMAN  2  3 

JAMES  LAWTON 


NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 


JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 
26  N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26  N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V.  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


3 
3 

3  4 
3 
3 

3 

3  4 
2  3  4 

3 
2  3 

2  3 
2  3  4 
2  3 

3  4 
2  3 

3 

3  4 
2  3 
2  3 
2  3 

3 
2  3 
2  3 


3 
2  3 

3 
2  3 
2  3 

2  3 
2  3 

3 
2  3 

3 


IRVING  J  NYGREN 


2  3    5 
2  3  4  5 

3 

3 

3  4 

3  4 

3  4 

3  4 

2  3    5 


W.R.P.C,  Chattanooga,  TeDii. 


10/30/50  900 


-O-    Bel 

/ 


/ 

LaytOD  3NW 

J* 

j  Culver-    Like 


NEW  JERSEY 


STATUTE  MILES 


Canlstear   Re 


rood    Lnke 
O 


y 


O   ^ 

Rlngwod 


X 


Newton  /  / 

-O  /  J Char  lot teburR    * 

Oak  Ridge  Res  q  -  ^y 

/   o  "*>. 


I 


Woodcllff  Like 
Raymond  Dam      ^   .   - 


\ 


Great    Men 


>— 


/  Billon     „.  .„    I„t7ke"l      \^~  O  MiHand    Part  •' 

/  o  \  "l        «•!•'  miiord      / 

JL    •  I    / 


Split  Rock  Pon< 
Boonton  .q. 
Plain-  l*      7 


( 


*"<»-<»-  L1UK-    Falls    Itr  Co 
^  >  I 


I  / 


r 

Phllllpsburg  Br 

b 

-o.  ^- 

Phi  1 1 tpsburg     / 


v.. 


s 


LOU  ;    Vnl  ley 


N.  (*  Rldgefteld 

Rutherford  .<>  / 


/ 


Essex   Fells  f  y 

_--\  O-  (        Jersey  Clt, 

_^»»-  V        Chatham  O      „  Irviniton   '!        -O     I 

•-T  \  Spr.agfieidO-o  jny  / 

/  /    H.t1hu.,    El.Za,e,h-®iN"^"B 

\  Plainfteld   Kestfield     i  Elizabethport 

>     .  ><>  ' 

f     Soneivllle  .^ . v       (j   R,h„ay 

;    °   r' 

X  O   Manvtlle 


Sandy    Hook   USCG 


STATION  LEGEND 
0       •      9     Precipitation  only 
tT1  Precipitation,  storage 

-O-    -♦-    -<►-    Precipitation  and  Temperature 
'        ♦     ->-    fteapi(o/ioi»,  remperohi/e  and  fvpportihon 

Cm    Secfjon  Center 

Type  of  gage         0    Non-recording : 

•    Recording:    »   Bo'A  fypes 

DouWe  cicc/e  comfcma.'io/w    Complete  Meteorological. 


-   96    " 


U.  S.  DEPARTMENT  OF  COMMERCE 

CHARLES  SAWYER,   Secretary 

WEATHER  BUREAU 

F.  W.  REICHELDKRFER,  Chl.l 


1950 


CLIMATOLOGICAL  DATA 


NEW  JERSEY 


t- 

►j   cr 

cr  *t 


C 

< 

'. 

U 

!-<• 

O 

Mj 


SEPTEMBER  1950 
Volume  LV  No.  9 


O 


X 


CHATTANOOGA:   1-950 


7 

O 

=- 

r*i 

I  1 

13 

H 

B 

7L 
O 

cr 

' 

n 

_ 

to 

o 

[  1 

- 

,- 

rn 

3 

-: 

NEW   JERSEY    -    SEPTEMBER    1950 
A.    E.    White,    Section  Director   -  Trenton 
WEATHER    SUMMARY 


September  temperature  averaged  3.0°  colder  than  normal  and  precipitation  averaged  a  little 
below  normal.  There  was  much  cloudiness,  and  sunshine  was  somewhat  deficient.  Several  tropi- 
cal storms  appeared  in  the  South  Atlantic,  some  reaching  the  southern  coast  of  the  United 
States  but  the  closest  such  storm  center  to  New  Jersey  passed  about  200  miles  off  shore  on 
the   11th,    causing  moderate  precipitation   and  gale   winds   on  the   Jersey   Coast. 

This  was  the  seventh  consecutive  month  averaging  colder  than  normal.  The  temperature  was 
almost  continuously  below  normal  and  the  latter  half  of  the  month  averaged  about  6  colder 
than  normal.  It  was  unusually  cold  for  the  season  on  the  17th  and  18th  and  from  about  th« 
23d  to  27th.  Light  frost  was  reported  in  interior  sections  on  the  17th,  18th,  24th  and  25th. 
No  killing  frost  occurred  during  the  month  but  several  northern  stations  reported  readings 
of  32°.  Readings  in  the  lower  twenties  were  registered  in  the  cranberry  bogs  but  there  was  nc 
damage  where  flooding  was  possible.  The  absence  of  frost  damage  in  the  uplands  was  evident! 
due  to  the  preponderance  of  cloudy  weather  at  night,  during  the  cold  periods.  It  was  the 
coldest    September   since   1928. 

The  principal  rainfall  occurred  from  the  10th  to  13th  during  approximately  a  week  of  w el 
weather  At  that  time,  nearly  all  stations  recorded  their  greatest  measurements,  but  rainfal. 
Ihen  and  for  the  month  as  a  whole  was  much  heavier  in  the  southern  counties.  Several  sta- 
ions  had  Monthly  rainfall  of  six  inches  or  more.  At  Seabrook  Farms,  five  miles  north  oi 
Bridleton  there  was  a  fall  of  6.22  inches  in  7  hours  on  the  11th,  and  very  heavy  falls  wer 
rented  at  the  s^me  time  at  Bridgeton  and  Canton,  the  storm  being  heaviest  in  Salem  and  CumJ 
berland   Counties. 

Measurable  precipitation  occurred  on   an   average  of    11   days   at    the  various    stations.      The    St  at. I 
monthly   average  was   3.34    inches   or   0.39   inches    less   than  normal.      The    average   for   the  High 
lands   was    3    12   '-0.84);     for    the   Red    Sandstone   Plain   2.03    (-2.02);    Southern   Interior  4.6; 
(+^94*      and    for    the    Sea   Coast    4.12    (+0.81)    inches.      The    accumulated   departures   for  thes, 
areas   for  Jhe  first   nine  months  of   this  year  were:      Highlands    -0.14;    Red  Sandstone  Plain   -3.34.1 
Southern   Interior   -3.49;    and   Sea  Coast    -1.58   inches. 

The  cool    damp  weather   of   September    interfered   somewhat   with   the  maturing  and  harvesting  o 
certain   crops. 
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related  .orks  by  the  C,   ;  of  Engineers.   This  Network,  now  n^ering  about 
2  000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
weaker  B^reau^hrough'worklng  funds  transferred  ■»;-»**«  "%S?"£'_™  be- 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250  000  per  year  be 
tween  1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Deoartment  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data^equlred  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred a"bout  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  fro.  Hydrocllm. 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins  which 
were  Issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unit, 
stales  but  since  the  Network  was  established  to  meet  the  nternal  require- 
ments  of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperatin 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  re 
erence  copies  of  the  Hvd?ologlc  Bulletin  Series  are  available  for  inspectl 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  puhllshed  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  In  the  Station  Index. 
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SUPPLEMENTAL    DATA 


ATLANTIC  C1TT  WB  CITT 
LONC  HKANCH 
MIARA   IK   AI> 
TMNTON    »B   CITT 


Wind.i    ■ 


1« 


i! 


N 


T* 


IS. 9 
8.4 

8.3 
T.O 


h 


40 
S3 
34 

24 


N 
HI 


]] 


m  jutnrr 
IBtHH    1M0 


R.LllV. 


^ 


?S 


tt 


98 


*s 


80 
T4 


Number  al  iUf.  will,  pieclplUtwo 


Si 


11 


ill 


7.8 
7.8 
7.2 
7.8 


IM 

T.bl.    2 


COMPARATIVE  DATA 


Temperature 

Precipitation 

Thi 

• 

> 
< 

1 

1 

1 

f 

c 

1 

• 
> 
< 

?! 

<  8 

ft  s 
-3  a 

■°    0 
6  » 
55  q 

1885 
1886 
1887 
1888 
1889 

1890 
1891 
1892 
1893 
1894 

1895 

64.2 
66.9 
61.6 
63.1 
64.8 

64.4 
68.7 
64. 2 
62.7 
68.8 

69.7 
65.1 
65.5 
68.6 
64.4 

69.9 
66.8 
64.6 
65.0 
64.8 

65.4 
68.9 
67.1 
65.7 
64.5 

93 
95 
90 
81 
90 

91 
95 
90 
90 
97 

109 

38 
36 
30 
29 
34 

33 
38 
33 
31 
31 

29 
30 
30 

31 
30 

32 
29 
30 
29 
23 

28 
33 
31 
29 

30 

0.83 
1.13 
3.66 
7.09 
8.36 

4.75 
2.46 
1.81 
3   20 
7.46 

1.07 
4.37 
1.65 
2.00 
5.88 

2.86 
3.38 

HI 

4.79 

5.23 
2.19 
8.08 
2.09 
3.30 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 

8:8 

0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

12 
14 

10 
6 
6 
8 
8 

5 
5 
S 
6 

10 

7 

8 
7 
14 
3 
8 

1896 
1897 
1898 
1899 

1900 
1901 
1902 
1903 
1904 

1905 
1906 
1907 
1908 
1909 

95 
99 

100 
93 

98 
94 
93 
92 
93 

90 
94 
92 
90 
89 

Year 

Temperature 

Precipitation 

e 
| 

< 

1 
i 

1 
* 

3 

e 

1 

e 
> 
< 

e  =3 

ST? 

1  o 

<  s 

•3  B 
■°  0 

Zq 

1910 
1911 
1912 
1913 
1914 

1915 
1916 

1917 
1918 
1919 

1920 
1921 
1922 
1923 
1924 

1925 
1926 
1927 
1928 
1929 

1930 
1931 
1932 
1933 
1934 

67.3 
66.4 
65.9 
64.4 
64.0 

68.5 
65.2 
61.5 

97 
90 
87 

96 
99 

97 
98 
87 
90 

96 

90 
99 
95 
90 
99 

96 
93 
97 
90 
100 

95 

100 

100 

93 

91 

32 
30 
28 
27 
24 

30 
31 
27 
29 
32 

30 
36 
27 
28 
29 

25 
32 
29 

29 

28 

32 
34 
27 
38 
35 

2.39 
2.88 
4.47 
3.87 
0.37 

2.08 
2.84 
2.74 
3.84 
3.26 

3.87 
2.35 
2.26 
3.78 
5.42 

2.92 
4.18 
2.66 
4.52 
4.74 

2.14 

1.98 
2.29 
6.07 
9.00 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

6 
9 
10 
9 
3 

5 
6 
6 
9 
8 

7 
8 
4 
7 
10 

7 

10 
5 

10 
8 

8 

6 

7 

10 

13 

62.2 
65.8 

66. 8 
70.2 
6S.7 
67.0 
62.2 

67.8 
64.5 
65.6 
62.6 
67.0 

69.4 
70.5 
66.4 
68.0 
67.3 

Temperature 

Precipitation 

£.! 

Year 

1 

i 

I 

1 

a 

e 
1 

1 

< 

e=a 

?! 

II 

■3  8 
6-. 

zq 

1935 

63.2 

89 

27 

6.12 

0.0 

8 

1936 

66.9 

94 

28 

4.30 

0.0 

8 

1937 

63.4 

98 

29 

2.83 

0.0 

6 

1938 

63.6 

95 

30 

9.67 

0.0 

13 

1939 

66.5 

98 

31 

1.49 

0.0 

8 

1940 

63.5 

93 

25 

4.41 

0.0 

5 

1941 

67.5 

98 

26 

0.28 

0.0 

2 

1942 

66.1 

96 

25 

4.55 

0.0 

8 

1943 

65.0 

98 

26 

1.85 

0.0 

6 

1944 

66.8 

99 

28 

7.93 

0.0 

9 

1945 

69.0 

96 

.as_ 

4.68 

0.0 

10 

1946 

67.5 

92 

34 

3.34 

0.0 

6 

1947 

67.0 

95 

19 

2.68 

0.0 

8 

1948 

66.2 

95 

28 

1.12 

0.0 

4 

1949 

63.8 

90 

31 

4.20 

0.0 

11 

1950 

62.9 

92 

29 

3.34 

0.0 

Period 

65.9 

3.73 

0.0 

See  reference  notes  following  Station  Index 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 
SEPTEMBER  1950 


Table  2 


ATLANTIC  CITT  WB  CITY 

BELLEPLAIN 

BELVIDERE 

BOON TON 

BRIDGETON 

BURLINGTON 
CANOE   BROOK 
CAPE   MAY 
CBARLOTTEBURG 
CHATSWORTE 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SERV  BLDG 

FLEMNGTON 

FREEHOLD 

HAKMOKTON 

HIGHTSTOWN 

INLIAN  KILLS  2  MI  WEST 

JERSEY  CITY 

LAKEWOOD 

LAMBERTVILLE 
LAYTON  3  MI  NW 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 

MILLVILLE  CAA  AIRPORT 
MOORESTOWN 
MORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATEHSON 

PEMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 
RIDGEFIELD 
RUNNEMEDE 
KUKYOH 
SANDY  BOOK 

SOBERVILLE 
SUSSEX 
TRENTON 

TRENTON  WB  CITY 
TUCKERTON 

WOODSTOWN  2  MI  NW 

STATE 


65.2 
64.1 
62.8 
60.8 
64.3 

65.  8M 
60. 6M 
66. 3M 
60.4 
62.8 

64.1 
63.7 
60.5 
62.5 
63.0 

65.  7M 

62.6 

62.8 

62.3 

62.3 

63  3 
59.8 
63.4 
62.9 
60.2 

63.9 
62.6 
61.6 
64.1 
63.4 

59.2 
63.3 
63.7 
63.5 
63.2 

63.  6M 
62.7 
63.  S 
62.3 
64.1 

62. 4B 

60.6 

61.9 

63.1 

62.6 

63.5 


•3 

IS 

la 

«  o 


1.6 
2.4 
2.5 
2.9 
4.1 

2.2 
3.4 
2.2 
2.1 


3.1 
3.3 

4.4 
3.2 

1.6 
3.9 
3.7 
5.4 
3.2 

2.7 
2.8 
2.1 
3.2 
2.7 


2.4 

2.5 

4.7 
3.0 
4.5 

1.7 
2.5 

2.6 
2.7 

2.4 

3.4 

•  3.5 

■  3.7 

■  4.9 

-  3.8 

-  4.3 


Temperature 


BS 

90 
67 
87 
BE- 
SS 
91 


91 
87 
88 
88 
87 

92 

87 
89 
83 
S8 

86 
84 
90 


90 
87 
87 
90 
87 

86 
90 
88 


87 
89 
88 
86 

88 
84 
8S 


24 
24+ 
25 
24 

25 
25 
25  + 
18 
25 

24+ 

25 

24 

17  + 
25 

25 
25 
24 
25 
25 


35  I  24 
17 


39 
38 

32 
37 
34 
38 
33 

35 
34 
38 
29 
45 

33 
35 
36 
40 
36 


18 

25 
25 
18+ 
25 

24 
25 

25 

25 


25 

18+ 

24+ 

25 

26+ 


No.  oi  dayB 


110 
119 


169 
134 

107 
107 

130 
124 

57 
131 
137 
132 
143 

117  j 
187  i 


113 
123 
144 
100 
112 


116 
102 
114 


127 

109 

146 

94 

141 
171 
142 
118 
128 


5.83 
7.12 
3.45 
1.87 
7.75 

3.78 
1.88 
5.21 
1.81 
3.61 


.32 


6. 

2.34 

2.41 

2.39 

2.77 

3.81 
2.44 
2.85 
1.86 
3.42 

2.70 
3.19 
2.16 
3.00 
1.76 

7.13 
5.23 
2.10 
1.75 
1.76 


3.79 
2.15 
4.03 
2.67 
2.44 

1.68 
2.39 
3.09 
2.71 
5.68 


Precipitation 


3.8 
«  o 


3.18 
3.49 

-  .33 
-2.25 

4.25 

-  .01 
-2.98 

2.12 

-  2.68 


2.83 
1.71 


1.40 
1.61 


1.86 
.07 

.97 
.72 

2.06 
.79 

2.69 


2.02 
2.07 

1.56 
2.52 
2.07 
.92 
2.78 

.35 
1.97 


-  2.10 
I   -    1.62 

-  1.97 

-  .69 
2.30 


2.27 
2.40 
1.95 
.53 
3.83 

1.75 
.63 


2.79 
.55 
.57 
.73 

1.33 

1.95 
1.03 
1.32 
.73 
1.55 

1.06 


1.50 
.49 

2.20 

2.44 

.59 

.64 

.75 

.62 
.54 
.88 
1.90 
.70 


1.18 
1.09 


Snow,  Sleet,  Hail 


10 

.0 

13 

.0 

13 

.0 

10 

.0 

14 

.0 

13 

.0 

14 

.0 

13 

.0 

11 

.0 

3 

.0 

13 

.0 

13 

.0 

3tT 


M 


No.  of  days 


10 
13 
G 


13 
10 
12 
11 
10 

9 
9 


8 
10 

S 


See  reference  notes  following  Station  Index 
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DAILY  PRECIPITATION 


tfcbU  « 

IUP7UI.. 

BUta 

D*T     1  M.  ..lb 



1 

1 

a 

4 

s 

a 

■ 

a 

9 

10 

11 

12 

13 

14 

IB 

[" 

11 

19 

20 

21 

It 

ATLAMTU     .ITT    IB 

■ 

T 

i  ii 

31 

08 

6. 

1.11 

.10 

61 

.01 

1   »l 

ti 

'. 

.1 

.     V 

T 

r 

»C 

11 

US.1       ItVBl     tMTK    IV  k 

01 

i  .-. 

91 

73 

.3 

T 

1  J 

.21 

T 

T 

T 

.90 

.01 

01 

Ui  '  "'LAIR 

.ai 

31 

.11 

1  41 

2    10 

on 

I4|       01 

M 

II'          1. 

.01 

.01 

■RUJIAR 

r 

T 

33 

r 

* 

9" 

08 

.     11 

■I        tl 

..« 

.10 

UIVIWII 

31 

111 

T 

63 

04 

.03 

T 

03 

111        ., 

'. 

MERLIN    I    III    WKST 

20 

1' 

131        30 

1    10 

■joditoi 

T 

T 

0. 

40 

13 

.21 

21 

T 

1 

.03 

.08 

11 

w  i  ivirroH 

3« 

SO 

18 

11! 

1    64 

T 

T 

.11 

■DRLI MOTOR 

.73 

73 

.01 

.0! 

.01 

1    73 

.21 

11 

.01 

CANI3TKAR    UtKRVOU 

.11 

01 

.11 

.11 

13 

12 

32 

T 

.01 

28       .03 

1.34 

CARVIi    ftROOK 

. 

13 

.31 

.34 

I 

■ 

7 

.02 

II        0 

1    91 

CARTON 

M 

43 

11 

4    1C 

07 

82 

1    44 

II 

111 

.!■ 

11 

9.38 

CAPB    HAT 

.07 

.13 

03 

.93 

1    46 

.13 

.01 

1    78 

.01 

.11 

CAPE    HAY 

1 

- 

• 

- 

.84 

1    37 

ci  am  orovk 

SO 

.« 

0 

38 

07 

.42 

13 

.01 

2     SO 

CRARLOTt 

.42 

03 

II 

01 

24 

II 

36 

04 

.02 

31 

03 

CRATS  WORTH 

,13 

.48 

T 

10 

.33 

.03 

1    78 

.48 

20 

CLAYTON 

1.20 

.'■> 

12 

l.Ot 

2    70 

.02 

T 

.23 

.78 

7 

8.32 

OLirrox 

T 

.40 

.37 

03 

.19 

48 

II 

.Of 

T 

1    78 

CU1VKR3    LAKE 

T 

.11 

2    29 

.11 

.09 

20 

.14 

.33 

T 

1    11 

DtBt' WATCH 

* 

.37 

2    16 

66 

.02 

.63 

14 

ELllARKTH 

.11 

u 

.03 

54 

.13 

23         39 

.10 

T 

T 

.04 

24 

.04 

1 

fLlZABKTUPOKT 

1 

.09 

.23 

.08 

11 

2« 

02 

70 

.03 

.07 

12 

nsKx  riui.s  SfcRV  BLOC 

.11 

.38 

.47 

.3! 

.31 

37 

T 

.04 

07 

04 

2   41 

ESSEX    FELLS    SERV    BLDO 

R 

.32 

U 

23 

.47 

.01 

.14 

FUMINGTVN 

'i 

07 

23 

T 

.58 

03 

09 

73 

.08 

.01 

.01 

.13 

.02 

31 

o; 

1 

PORTESCCE 

.03 

.10 

09 

2    1C 

1    31 

T 

.24 

.90 

.03 

.01 

.04 

■JZXBDLD 

39 

.06 

30 

.28 

1.33 

.10 

.20 

.10 

r 

.01 

nu  BOLD 

R 

IS 

10 

SO 

03 

1.43 

.01 

.18 

.06 

.03 

2.81 

QLASSBOBO 

* 

3    OC 

2  24 

.92 

.16 

8    32 

GREAT   HKADOWS 

.; 

40 

1.03 

.09 

34 

.03 

.01 

.01 

20 

.02 

i    1  1 

GREENWOOD  LACK 

T 

T 

28 

14 

23 

2« 

.52 

T 

.18 

.05 

1    1  i 

RAHMONTON 

• 

• 

.27 

T 

10 

.42 

1    95 

.96 

.11 

J    31 

RIGHTS TOWN 

14 

.01 

56 

T 

2  3 

.17 

1    03 

03 

.15 

T 

T 

.10 

T 

2    41 

1IGBTSTUWN    PCMPING   ST 

K 

64 

02 

20 

.06 

1    01 

.10 

.01 

.05 

2.09 

IHDIAK    111.13    2    HI    WSS 

14 

33 

.04 

19 

.02 

1.32 

T 

.02 

.19 

.58 

.03 

2    iy 

irvington 

.17 

.10 

.46 

.30 

.31 

.10 

.30 

■■1 

IRVINGTON 

R 

17 

.10 

.46 

.30 

.51 

.10 

30 

I    54 

JERSEY    CITT 

08 

73 

21 

.06 

63 

T 

.02 

.10 

1.88 

LAK5WOOD 

.02 

02 

37 

.04 

.03 

.71 

15 

1.55 

.01 

.02 

21 

.29 

T 

3    12 

LAMBERTYILLE 

.12 

.01 

52 

.37 

.02 

.09 

1.06 

.01 

01 

.32 

01 

T 

.14 

.02 

LATTON    3    III    Nl 

03 

27 

1.57 

16 

.09 

.31 

.36 

.03 

.34 

.03 

LITTLE    FALLS    WATER   CO 

T 

.24 

.10 

.27 

.45 

.09 

.30 

.53 

02 

.02 

.01 

.07 

nr 

2.16 

LITTLE    FALLS    WATER   CO 

R 

.33 

.27 

.02 

.55 

.21 

.07 

51 

04 

.01 

02 

.12 

2.15 

LONG    BRANCH 

11 

OS 

.18 

T 

81 

.03 

1    50 

03 

.09 

07 

.09 

.01 

T 

3.00 

LONG    BRANCH 

R 

.11 

.03 

.18 

I 

.81 

03 

1.50 

33 

.09 

.07 

.09 

.01 

T 

3    01) 

LORG   VALLEY 

.05 

.48 

.35 

.09 

.49 

.02 

04 

• 

.22 

.02 

1.76 

LUMBERTON 

R 

.20 

.37 

.45 

.09 

1.32 

.30 

.05 

.04 

2.62 

RACOPIN    INTAKE 

T 

.19 

.20 

22 

.15 

.49 

r 

.03 

11 

1.42 

lARYILLE 

.15 

T 

33 

, 

. 

.86 

T 

.15 

05 

.02 

1.56 

MARLBORO 

k 

.11 

.47 

.07 

1    50 

.10 

.08 

.12 

2    IS 

HARLTON    t    HI    WEST 

.04 

.53 

1.55 

22 

T 

2   21 

.02 

.04 

.41 

T 

.04 

5   06 

RATS    LANDING 

2    00 

.48 

.10 

33 

10 

1.00 

.05 

34 

1.00 

.05 

.03 

5   52 

MIDLAND   PARK 

* 

.03 

.19 

.90 

.06 

24 

54 

.01 

.01 

.02 

04 

.09 

.03 

:  jo 

■ILLVILLE 

.46 

.11 

10 

2    59 

2.13 

.02 

1.10 

.14 

.1C 

6.75 

IHILLVILLE 

R 

16 

.11 

10 

2.59 

2.13 

.02 

1.10 

.14 

.11 

6     .'5 

RILLVILLE  CAA    AIRPORT 

.40 

33 

14 

2.13 

2.20 

.01 

1.46 

32 

T 

14 

7    13 

1 MILTON 

.05 

32 

14 

.17 

.16 

.48 

.04 

.29 

.02 

.11 

.13 

l    91 

MOORS S TOWN 

T 

27 

.24 

T 

2.44 

.02 

.04 

1.75 

.05 

.39 

.03 

5.23 

■ORRIS    PLAINS 

.27 

.02 

.59 

02 

.24 

.02 

.20 

IB 

.35 

T 

.02 

.03 

16 

T 

2    10 

RSWARK   WB   AIRPORT 

8 

T 

15 

.03 

.38 

.22 

.05 

.64 

T 

T 

T 

I 

.09 

.19 

T 

1 .  75 

NSW    BRUNSWICK    EXP    STA 

.04 

.17 

.01 

.12 

30 

.75 

.20 

OS 

.12 

T 

T 

1 .  76 

WW    UILFORD 

12 

.50 

.09 

.09 

.56 

.06 

02 

1.44 

RBI   HILPORD 

R 

IBWTON 

.42 

.62       .33 

.07 

T 

.39 

.02 

.21 

.13 

.05 

2  .24 

OAK   RIDGE    RESERVOIR 

33 

.03 

• 

.25        19 

.25 

.14 

« 

.36 

.05 

.03 

• 

.31 

.04 

1.98 

ORANGE 

• 

.28 

• 

.70       .17 

02 

• 

.60 

.01 

.04 

.14 

1    M 

ORANGE 

» 

.28 

.70       .17 

02 

.60 

.01 

.04 

.14 

01 

1    37 

PATERS  O.N 

T 

.05 

.04 

.18 

.19       .23 

.28 

T 

.54 

T 

.03 

T 

T 

.06 

.03 

T 

1.53 

PEXBESrON    1    HI    EAST 

T 

.38 

.01 

.10 

.11 

.11 

.88 

.13 

01 

T 

T 

.37 

T 

T 

2. 10 

PHILLIPSBL'RG 

T 

.49 

I    90 

.77 

.31 

.48 

20 

T 

T 

T 

T 

.36 

T 

.09 

T 

4  .60 

PHILL.IPSSURG    BRIDGE 

.02 

.36 

1.18 

.55 

10 

.05 

.35 

.15 

.05 

.06 

2.87 

PLAINP1ELD 

.15 

T 

.25 

T 

.04 

.20 

.10 

.70 

.02 

T 

T 

.01 

T 

.27 

.01 

1 .75 

PLEAS ANTV ILLS 

.04 

70 

.07 

.06 

.36 

.50 

.11 

1.70 

.02 

T 

.04 

12 

.04 

.03 

3.79 

PRINCETON    WATER    ft'ORKS 

.06 

.33 

.60 

.22 

.11 

.11 

1.01 

.02 

.23 

T 

.07 

.05 

2.81 

UHWAT 

.18 

.18 

.35 

.05 

.58 

.02 

.05 

.15 

T 

1.66 

RABVAY 

s 

.18 

.18 

35 

.05 

.68 

.02 

05 

.15 

1.66 

!  BIDGSPIELD 

T 

.33 

.71 

.19 

• 

.73 

T 

.01 

.03 

.12 

.03 

2.15 

R1RGWOOD 

.09 

.20 

.30 

.15 

.33 

.61 

T 

T 

13 

.06 

1.87 

I  RORNEMEDE 

.03 

.25 

.90 

.43 

1.68 

.01 

.18 

T 

.41 

.18 

T 

02 

4.09 

DITOH 

.74 

.18 

.02 

.42 

.10 

.82 

.14 

.04 

.21 

2.67 

SARDT    BOOK 

.22 

.05 

.05 

.38 

.08 

1.29 

.06 

T 

.15 

.10 

.02 

.04 

2.44 

SEA  BROOK 

B 

.02 

.15 

.03 

44 

6.22 

.14 

1.50 

.02 

.04 

1.15 

.13 

.02 

.05 

9.91 
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.02 

.19 

.45 

.02 

.05 

.60 

.03 

02 

.30 

T 

1.68 

SPLIT   ROCK  POND 

01 

.35 

.08 

21 

.24 

.01 

.49 

.07 

.11 

.08 

.07 

1.72 
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H 

.22 

.02 

.61 

.33 

46 

.02 

.05 

.09 

.21 

2.01 
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.18 

1.18 

.12 

.11 

29 

.09 

T 

.10 

.02 

28 

.02 

2.39 
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1.21 

.05 

20 

1.40 

1.45 
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.98 
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.01 

1.07 
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1.24 

.01 
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.01 
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.04 

T 

T 

02 
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.09 
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1.35 

.40 

.05 
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.01 

.05 
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.01 
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1.05 

.09 

.30 
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1.53 

.08 

1.51 

.04 

12 
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.32 
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.01 
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.09 
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.06 

.29 

.56 
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B 
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T 
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HOURLY  PRECIPITATION 
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Table  4-Continued 
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DAILY  TEMPERATURES 
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56 

81 
81 

63 

55 

88 

80 

73 
59 

80 

65 
54 

80 
88 

65 
57 

88 

81 

63 
SB 

81 
88 

75 
59 

TO 

81 

68 

50 

80 
80 

75 
50 

;i. 


71   70 
S3   39 


00 
JO 


75   70 
61   47 


85   76 
69   68 


80 


85   80 
72   70 


MAX 

MIN 

88 
70 

86 
69 

81 
62 

MAX 

MIN 

88 
68 

87 
71 

78 
60 

MAX 
MIN 

87 
71 

84 

72 

80 
67 

MAX 
MIN 

92 
68 

87 
67 

83 
66 

MAX 
MIN 

87 
72 

84 
72 

72 
67 

MAX 
MIN 

89 
72 

86 
72 

76 
69 

MAX 

MIN 

83 
73 

83 
70 

75 
65 

MAX 

MIR 

88 
69 

82 
72 

74 
65 

MAX 

MIN 

86 
71 

86 
72 

76 
66 

MAX 
MIN 

84 
67 

82 
68 

73 
59 

MAX 
MIR 

90 
71 

88 
72 

86 
64 

VAX 

MIN 

89 
73 

82 
72 

74 

70 

MAX 
MIN 

86 
68 

85 

69 

83 
64 

MAX 
MIR 

90 
74 

87 
72 

84 

71 

MAX 
MIN 

87 

73 

83 
88 

70 
67 

MAX 

MIN 

87 
69 

86 
70 

76 

63 

MAX 
MIR 

90 
73 

84 
74 

74 
66 

MAX 
MIN 

87 
72 

84 
73 

81 
67 

MAX 
MIR 

86 
69 

84 
69 

83 
60 

MAX 
MIN 

90 
68 

88 

72 

84 
64 

MAX 
MIN 

68 
72 

86 
76 

82 
68 

MAX 

MIN 

88 
70 

85 
71 

80 
63 

MAX 
MIN 

86 
'1 

87 
71 

76 
66 

MAX 

MIR 

88 
74 

91 
74 

83 
69 

MAX 
MIN 

87 
73 

84 

72 

73 
64 

MAX 

MIN 

89 
72 

86 
74 

75 
67 

MAX 
MIN 

82 
75 

88 
70 

82 
70 

82   73 
65   45 


79   74 

66   45 


80   71 
59   53 


78   71 
56   52 


70   80 
62  !  51 


79 

50 


74   81 
46   40 


83   72   73 

64   47   51 


82 
47 


72   84 
S3   50 


70   74 

46   46 


80   76 
65   48 


83   80 
47   49 


82   82 
55   58 


83   84 
55   60 


82   62 
52   53 


87   85 
51  I  52 


81   80 
55   56 


66 
88 


70   78 
59   66 


73 
58 


87   73 
70   63 


64   61 

57   58 


79   77 
60   60 


80   79 
67   63 


77   84 
50   4S 


76   83   85 


84 
53 


80   75 

69   64 


84   76 
70   65 


76   79 
46   48 


81  i  75 
59  !  61 


83   81 
47  '  67 


86   81 

54   56 


72   77 
49   47 


72   77 

54   51 


78   73 
70   63 


1'. 

67 


75   70 
67   65 


79   78 
54  I  58 


75  |  80  I  87  !  86 
52   50   53   57 


79   77 
55   67 


86   73 
70   64 


73   82 
50  i  48 


75   84 
55   53 


84   81 
59   62 


81   78 

55  :  58 


84 
49 


77   74 
69   63 


77   72 
69  i  66 


80   75 
55   62 


86   85 
51  |  56 


74   79 
48   47 


76   84 
49   47 


80   76 
63   65 


82 

83 

65 

49 

79 

72 

58 

49 

S3 

73 

61 

52 

78 

72 

70 

48 

77   83 
51   50 


76 
68 


64  I  80 
43  I  60 


79   71 
68   61 


81   72 
70   65 


80   78 
60  I  60 


59 

57 

57 

61 

68 

50 

68 
57 

66 
56 

78 
60 

84 

54 

65 
54 

65 

53 

65 
54 

70 

56 

63 
55 

67 
55 

76 
57 

64 
55 

62 

56 

66 
56 

76 
59 

74 

61 

71 
58 

72 
55 

74 
58 

65 
55 

61 

56 

66 
56 

75 
61 

,5 

56 

61 

57 

67 

55 

77 
60 

65 
55 

62 
55 

65 

55 

73l 
61 

64 

56 

61 
57 

67 

57 

77 
59 

69 
56 

62 
55 

68 
56 

76 
59 

65 
53 

66 
51 

65 
54 

71 
55 

66 
55 

69 
55 

66 
55 

67 
58 

64 

56 

64 

59 

65 
59 

7b 
61 

7. 
55 

64 
53 

63 
54 

64 

56 

67 

59 

64 

56 

70 
57 

77 

57 

71 
57 

60 
57 

68 
57 

75 
61 

67 
54 

65 
54 

64 
54 

74 
57 

06 
57 

66 
57 

67 

57 

77 
62 

6  6 
56 

63 
5b 

66 
56 

75 
61 

7: 

53 

62 
52 

64 
53 

66 
55 

sa 

54 

67 
54 

66 
54 

67 
56 

67 
50 

63 
56 

67 
57 

76' 
60  j 

70 

55 

65 
55 

64 
56 

74 
58 

67 
56 

65 
55 

66 
56 

75 
60 

59 

65 
54 

68 
57 

72 
59 

55 

65 
56 

65 
55 

77 
60 

06 

58 

61 
57 

69 

56 

77 
59 

76 

56 

72 
54 

76 
56 

SO 

76   72 
52   42 


75   71 
54   39 


88 

4B 


75   70 
54   42 


6B 
44 


73   69 
56   42 


71 
55 


78 
56   43 


73   72 
55   40 


03 

•  11 


73 

r>5 


69   66 
68   SO 


66   71 

Ml   VI 


6S   72 
52   S3 


70   78   66   70 
55   SO   54   62 

70 


73   87 
80   61 


70   73 
55   56 


78   72   76   75   69 
51   55   64   62   63 


75   59 
S3   54 


65   70 
57   53 


66   73 
58   55 


77   63 
55   50 


68   74 
59   51 


69   64 
59   33 


80   77   69   62   69   76   73   72 


74   71 

52   37 


74   69 
55   35 


68  ,  65 

55   45 


73 
34 


60 

59 


72 
56 


73 

53 


71 

55  1 


.1 
54 


73   65 
60   60 


68   77 
55   55 


71   73 
50   53 


68   71 
58   53 


63   73 
56   S3 


67   69 
56   51 


74   62 
54   48 


71   71 
55   53 


67   70 
56   54 


S3   BS 
44   47 


71   55 
37   38 


57   60 

38   38 


66   51 

40   35 


58   S3 
41   42 


S3   60 
48   44 


70   54 

36   32 


72   56 
46   45 


56:  57 
38   34 


60   59 
36   33 


82  as 

BO   SI 


ao  as 

38   38 


ei  as 

48   45 


87   83 

43   43 


59   67   65 
46   43   49 


61   69   66 
51   49   SS 


58   64 
44   44 


i.i   N 

B*   62 


74   7B 
82   B7 


S9   74 
68   ■ 


88   87 
40   45 


85   72 
S3   59 


87   70 
89   81 


as  62 
43   S3 


61   65   68   63   68 
45   47   54   55   60 


64   65   63 
44   42   45 


63   68   67 
37   38   49 


67   72 
39   45 


64   77 
49   56 


65   64 
35  j  36 


59   60 
36   36 


59  !  58 
38   37 


58 
44 

66 
42 

6  5 
41 

65 
51 

73 

56 

85 

4  6 

68 
45 

51 

68 

47 

77 
56 

63 
38 

64 

39 

66 

30 

64 

41 

72 

5'. 

80 

47 

69 
41 

66 
46 

69 

76 
59 

64   68 
44   46 


73  ,  73 
52   52 


65   68 
56   54 


65   75 
59   58 


67   70 
60   S3 


68 
49   36 


57   58 
37   36 


61   58 
33   34 


54   56 
42   40 


72   71   74 
41   43   49 


60   68 
46   44 


61   68 
40   38 


62   63 

48  !  SO 


65   71  i 

57   53 


62   64 

50   45 


78 

54   45 


76   70 
48   38 


72 
42 

76 
42 

73 
38 

74 
54 

73 
38 

74 
55 

75 
38 

70 
50 

38 

72 
59 

72 
40 

69 
56 

75 

41 

74 
56 

72 
32 

70 
51 

57 

55 

64 
59 

71 
56 

68 
55 

61 
55 

70 
58 

67 
59 

64 
59 

67 
59 

69 
57 

76 
57  1 

67 

59 

78 
58 

69 
59 

72 

55 

71 

52 

60 
54 

7  2 
57 

61 

57 

74 
66 

67 

57 

73 

5c 

76 
55 

7  0 

59 

79 
55 

74 
58 

72 
58 

65 

5  3 

78 

5£ 

69 
53 

67 
59 

4, 

69 

48 

77   72 
56   54 


62   70 
58   49 


74   62 

57   50 


64  i  72 

55  I  50 


62   70 

56   46 


74  i  69 
S3   53 


63   70 
56  i  47 


70   69 
56   54 


74  1  57 
52   50 


80   68 
54   53 


50 

35 

60 
32 

5<J 
3  5 

59 
36 

55 
34 

58 

34 

75 

59 

65   67   65 
43   37   45 


60   69   66 
46   45   49 


45   43   50 


65   77 
47   59 


71   74 
54   55 


65   75 
48   59 


66   77 
48   58 


65   70 
46   57 


65   76 
47   58 


68   75 
45   59 


67   75 
45   48 


5  1  68   67   68 
38   35   4e   4  5   47   44   51 


53   57 
39   38 


68   53 
36   32 


62   66   65 

47   46   53 


36   40  43 


60   68   67 
43   42   47 


59   68   66 
46   43   47 


63   71 
50   59 


53   59 
40   39 


62   66   65 

47   42   45 


66   68   66 


67 
40 


61   66 
47   45 


57   58 
38   40 


66   70 
56   53 


73   70 
55   54 


69   71 
56   52 


71  !  55 
39   37 


68   58 
38   34 


65  :  60 
38  .  40 


58   62 
35   33 


62   67   69 
42   47   49 


60   68   66 
45   41   47 


64   66   68 
47   44   49 


70   67 
44   49 


64   65 
56   54 


64   69 
55   43 


63   77 
56   55 


71   68 
51   50 


74   56 
35   3? 


53   61 
38   34 


58  ,  59 
40   38 


70   71 
32   29 


57   63   62 
41   36   48 


49   46   51 


59   68   67 
43   4?   48 


66   88   72 
32   36  I  40 


66  75 

49  59 

65  66 
41  45 

66  69 

46  49 

65  77 

51  59 

70  73 

47  58 

67  78 

45  54 

61  83 

49  59 

67  75 

46  58 

67  75 

50  58 

72  70 

40  38 


See  relorence  notes  following  Station  Index. 
-    105    - 


70    4 
86. » 


74     I 
S4.0 


72   6 

52.9 


70   4 
51    1 


72    1 
56.5 


73    3 
58.2 


12    I 
49   0 


73    7 
18   8 


70.9 
49.8 


72.7 
S2.8 


72   7 
55.5 


73   3 
54    1 


71.4 
49.6 


73.2 
51.8 


72.0 
54.0 


76.6 
54.8 


70.9 
54.2 


72  8 
52.7 


69.0 
55.5 


71.7 
52.8 


72.5 
54.0 


69.9 
49.6 


74.1 

52.7 


70.2 

55.5 


70.4 
50.0 


73.0 
54.7 


71.1 
54.1 


71  .9 
51.2 


72.3 
55.9 


[71.5 
55.2 


69.7 
48.7 


3.6 
2.9 


b: 


73.5 
53.4 


73.4 
53.0 


73.1 
54.1 


71.9 
53.5 


72.4 
54   l 


75.5 
49.0 


DAILY  TEMPERATURES 

NEW   JERSEY 

Table  5 -Continued 

Station 

Day  of  month 

• 
| 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12  I  13      14  |  15  !  16 

17 

18 

19 

20  ;  21 

j 

22  j  23 

1 

24 

25     26  j  27 

28 

29 

30 

31 

■1 

SANDY  HOOK 

MAX 

86 

82 

74 

82 

76 

73 

78 

80 

72 

75 

71 !    65      67:     66J    78  1    75 

65 

70 

70 

62  j    72 

62      67 

58 

59 

64 

65 

63 

65 

70 

70.. 

MIN 

74 

74 

68 

65 

52 

52 

59 

62 

64 

64 

64      54      51      58 1    62      60 

511    51 

52 

52      59 

59 

58 

45 

45 

51 

52 

57 

56 

61 

57.' 

SOMERVILLZ 

MAX 

88 

86 

77 

SO 

73 

77 

83 

81 

82 

79 

73      67      64      67      77      75 

70      74 

70 

69      75 

65 

71 

56 

60 

61 

681    66 

68 

68 

72.: 

MIN 

71 

72 

66 

56 

47 

52 

46      52 

69 

67      57      56      56      59]    52 

37  [    37 

52 

59      60 

56 

49 

34 

33 

45 

43  '    47 

46 

44 

52.. 

1 

SUSSEX 

MAX 

84 

81 

75 

75 

74 

73 

81 

80 

83 

75 

72      65      64      65 1    71 l    68  i    64 !    70 

70 

65 |    75 |    67 

66 

54 

57 

59 

65 

64 

66 

70 

69.1 

I 

MIN 

70 

70 

68 

66 

45 

43 

44 

44 

56 

64 

62      54 1    54,     551     58 

56 

36      35 

50 

54  j    55      51 

12 

35 

36 

46 

45 

49 

45 

52 

51. 1 

TRZNTOW 

MAX 

88 

86 

73 

80 

73 

75 

80 

83 

82 

82 

73 |    661    61      67      76 

74 

67      73 1    72 

66      69 i    63 

70 

49 

60  j    60 

69      67 

67 

78 

MIN 

70 

69 

64 

57 

50 

50 

49 

54 

55 

67 

62      53]    54,    531    57 

52 

42      41 

53 

56 

55 

54 

45      36 

36 

45 

42 

42 

47 

56 

52.: 

I 

TRENTON   WB  CITY                         1     MAX 

87 

83 

72 

78 

70 

71 

78 

82 

79 

80 

72      63 

61       66      74 

73 

65      71 

71 

65 

66 

61 

68 

52 

57 

59 

67 

65 

66 

75 

69.! 

MIN 

75 

72 

67 

59 

55 

55 

55 

60 

60 

70 

63      57 

57      56 

61 

57 

46  j    46 

57 

58 

58 

56 

47 

41 

40 

49 

48 

52 

51 

60 

56.  \ 

? 

TUCKERTON 

MAX 

86 

85 

74 

76 

75 

68 

72 

78 

77 

78 

77      70 

69      67 

73 

72 

71  j    65 

72 

70 

69 

64 

68 

67 

61 1    59 

57 

60 

63 

66 

70.- 

1 

MIN 

74 

71 

69 

66 

49 

53 

49 

52 

51 

71 

68      59 

59      58 

61 

55 

44      39 

60 

61 

56 

57 

55 

37 

37 |    36      36 

50 

50 

61 

M.I 

' 

WOODSTOWK    2   MI   N» 

MAX 

90 

89 

85 

76 

811     70 

73 

80 

83 

82 

83      72 

65      60 

70 

77      75!    68 

73 

76 

67 

66 

63 

70 

54  j    56      59 

67 

65 

65 

72.1 

KIN 

70 

74 

69 

65 

53      52      49      55      55 

1          :          i          1 

65      69      61 

1          1 

57      57 

57 

56 1    47      44 

1          1 

48 

59 

59 

56 

54      40 

1 

39      42      43 

50 

1 

52 

53 

55.1 

Table  6 

EVAPORATION  AND  WIND 

1 

1 

: 

: 

Day  of  month 

Station 

Is 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

I 

r 

CANOE    BROOK 

WIND 

6 

4 

5 

2 

6 

7 

5 

4 

2 

5 

3 

3 

2 

5 

2 

12 

14 

10 

13 

6 

1 

4 

I 

4 

IS 

4 

2 

4 

0 

1 

15! 

: 

PLEASANTVIIAE 

EVAP 

.16 

.20 

.12 

.01 

.19 

.16 

.13 

.16 

.08 

.08 

.04 

.08 

.14 

• 

• 

.18 

.IS 

_ 

.26 

.06 

- 

. 

_ 

_ 

- 

_ 

_ 

_ 

- 

. 

_ 

. 

WIND 

50 

42 

10 

11 

30 

39 

36 

3 

13 

31 

S      95 

17 

33 

5 

47 

61 

17 

40 

16 

7 

32 

LS 

52 

J9 

16 

7 

18 

12 

2 

80 

RUNYON 

EVAP 

.04 

.08 

.18 

.08 

.08 

.08 

.08 

.07 

.09 

.08 

.02 1.10 

.02 

.06 

.04 

.06 

.06 

.06 

.04 

.06 

.06 

.27 

.06 

.06 

,06 

.06 

.06 

.04 

.04 

.04 

2.1' 

WIND 

4 

6 

6 

4 

6        9 

8 

11 

6 

5 

7      39 

31 

7 

7 

8 

S 

5 

1 

4 

6 

5 

14 

4 

6 

5 

5 

6 

5 

5 

24; 

REFERENCE   NOTES 

I 
i 

: 
: 

■ 
• 

The   four  digit    identification   a 

umbe 

rs    1 

a   th 

e    index   number   column  of    the   Station   Index   are   assigned  on  a   state  basis.      There  will   be  no  duplication 

Jf 

numbers  within   a   State. 

Figures   and    letters   following   t 

lie  S 

tatl 

on  n 

ame, 

such   as   12   SSW,    indicate  distance   in  miles   and   directions  from  the   post   office. 

i 

Observation   tines  given   in  the 

Stat 

ion 

Inde 

k  ar 

s    in   local   standard    time. 

| 

Delayed   data    and  corrections   wl 

11  b 

e  ca 

rrle 

i     only   in   the   June   and  December   issues   of   this   bulletin. 

! 

Monthly   and   seasonal    snowfall    f 

jr  t 

be  p 

rece 

ling 

12  months  will  be  carried   in   the   June   issue   of   this  bulletin. 

Stations   appearing    in   the    Index 

,   bu 

t   fo 

r  wh 

lch 

data   are   not    listed   in  the   tables,    are  either  missing  or  received   too   late   to   be    included   in  this    Is 

aue. 

Unless  otherwise   indicated,    din 

3ns  i 

onal 

uni 

ts  used   in  this   bulletin  are:      Temperature   in    °F,    precipitation  and  evaporation   in   Inches,   and  wind 

aovement 

Id  Biles.      Evaporation  is  measu 

red 

in  t 

tte  s 

tandard  Weather  Bureau  type  pan  of   4  foot   diameter  unless  otherwise  shown  by   footnote   following  Table  6. 

Sleet   and   hall   were    included   in 

sno 

ifal 

1   av 

erag 

es    in  Table    1,    beginning  with   July    1948. 

Aaounts   in  Table   4   are   from  rec 

ordi 

ng  g 

ages 

Traces   are   not    shown. 

Amounts   in   Table  3  are   from  non 

-reci 

□rdi 

ag  g 

ages 

,    unless  otherwise   Indicated. 

Data    in  Tables  3,    5,    6  and  snow 

fall 

in 

rabl 

B   7 

are  for   the   24  hours  ending  at   time   of   observation.      See   the  Station    Index   for  observation   time. 

Snow  on  ground   in  Table  7   is  at 

obs 

a-rva 

tion 

tlm 

s   for  all  except   Weather  Bureau  ar      C.A.A.    stations.      For   these   station*  snow  on   ground   values  are  at 

7:30  p.m.    E.S.T. 

-      No   record    in  Tables    3, 

1, 

S,    7 

and 

the 

Station    Index.      No   record    in  Tables   2   and   5,    Is    Indicated   by   no   entry!)      When  hourly   precipitation   is  missing         ; 

or   accumulated    for   seve 

ral 

lays 

,    on 

Ly   the    first   and    last   days   are  shown   in  Table   4. 

+      And   also   on   a    later   dat 

s  or 

dat 

•      Amount    Included    in   foil 

□win 

S  me 

asur 

amen 

t,    time   distribution  unknown. 

6      Station   not   equipped   wi 

th   a 

rec 

□rdi 

"g    S 

age.      See   Table   4    for  6-hourly  measured   amounts. 

B      Adjusted    to   a    full   mont 

ti. 

E      Water   equivalent    of   sno 

»fal 

1   wb 

ally 

or 

partly  estimated,    using   a   ratio  of   1    inch  water   equivalent    to  every   10    Inches   of   new   snowfall. 

M      One   or   more   days   of    rec 

3rd 

DISS 

Ing; 

se 

>   Table    5    for   detailed   dally   record.      Deg-ee   day   data,    if   carried   for    this   station,    have   been   adjusted 

to   represent    the   value 

for 

a    fu 

11    m 

□nth 

1 

R      Dally   values   and   montbl 

y    to 

tal 

from 

recording  gage.      All   other  data   in   table   3   are    from  non-recording  gageB. 

T      Trace,    an   amount    too   sm 

all 

to  in 

easu 

re. 

V      Includes   total    for   prev 

Lous 

mo.. 

th. 

Sub 

jcrlptlon  Price;      15   cents   per  co 

py. 

lont 

hly 

and 

Annual;    $1.50   per   year.       (yearly  subscription    Includes   the  Annual    Summary.)      Checks,    postal    notes 

an-1 

money  orders   should   be  made   paya 

ble 

to   t 

be  T 

reas 

urer  of    the   United   States.      Remittances   and   correspondence   regarding  subscriptions   should    be   sent    to 

1  In: 

Weather  Records   Processing  Cecte 

r,    4 

30   P 

0Bt 

Offl 

ce  Building,    Chattanooga  2,   Tennessee. 

Sm  r«(or*nca  not**  following  Station  Indwx. 

- 

06 

STATION  INDEX 


-r  ■     in      ,  , 
ItOTIMIUH     IftO 




Tin*  ol 

T 

*        County 

[>i*lnag« 

| 

| 

..I*.,  | 

<   )I>MIV*I 

H»Ui  i 

Station 

a 

a 

1.1,1— 

J 

1 

I 

J 

1 

I 

1 

tUNTif  city  to 

0325  ATLANTIC 

,  OASTAJ 

.1"  U 

74  25 

8 

H  i 

mil 

MID 

76 

U  8  WEATHER  bUlIAU 

2  3  4  5   7 

KR  STATE  FOREST 

0528  IIII1I  LING  TON 

COASTAL 

39  35 

74  28 

EST 

6P 

N  J  FORESTRY  SERVICE 

3 

Kip  la  in 

0690  CAM  MAY 

COASTAL 

39  18 

74  52 

49 

EST 

5P 

5P 

55 

55 

MRS  ID  C  HOFFMAN 

2  3    5 

turn; 

0721  MONMOUTH 

COASTAL 

40  10 

74  02 

19 

EST 

MID 

8 

8       CITY  WATER  DKPT 

3 

0729  WARREN 

DK1.AWARK 

40  50 

75  05 

289 

5P 

5P 

57 

57 

MIX30N 

2  3    5   7 

tILIN  1  • 

0787  CAMDEN 

MULLICA 

39  48 

74  58 

70 

EST 

7A 

a 

SAMUEL  H  MC  CULLEY 

3 

■MTON 

0907  MORRIS 

PASSAIC 

40  54 

74  24 

280 

EST 

8A 

8A 

41 

59      JERSEY  CITY  WATER  WORKS 

2  3    5 

1028  CUMBERLAND 

DELAWARE 

39  26 

75  14 

30 

8A 

i.l' 

61 

ii  '■•.! .  r  K  MATLACK 

2  3    5 

•00*  LAWN 

UOt;  CAMDEN 

DELAWARE 

39  53 

75  07 

30 

EST 

II' 

8 

8       (   11  SCOTT 

CLOSED  12/31/40 

ton 

1211  BURLINGTON 

DELAWARE 

40  04 

74  51 

12 

EST 

UP 

37 

63 

SERVICE  IICCO 

2  3    5 

1  RESERVOIR 

1327  SUSSEX 

PASSAIC 

41  07 

74  30 

1040 

EST 

8A 

NEWARK  HA'If.H  DEP1 

3 

fit  BROOK 

1335  ESSEX 

PASSAIC 

40  45 

74  21 

180 

EST 

9A 

9A 

19 

19 

19 

N  J  DEIT  OF  CONSERVATION 

2  3    5 

INI,  \ 

1343  SALEM 

DELAWARE 

39  28 

75  25 

8 

EST 

9A 

3 

GERTRUDE  S  WILLIS 

3 

UK  MAY 

1351  CAPE  MAY 

COASTAL 

38  56 

74  57 

17 

EST 

SP 

5P 

24 

61 

N  w  kAGNESITE  CO 

2  3  4  5 

£DAK  GROVE 

1472  ESSEX 

PASSAIC 

40  52 

74  13 

400 

EST 

8A 

J  A  PLUNKETT 

3 

lAILOTTEBURG 

1582  PASSAIC 

PASSAIC 

41  03 

74  26 

760 

EST 

4P 

4P 

57 

57 

NEWARK  WATER  DEPT 

2  3    5   7 

UTIIAN 

1590  MORRIS 

PASSAIC 

40  44 

74  23 

185 

EST 

8A 

45 

45 

EDWARD  P  MOLITOR 

3 

ttTSWORTH  5  S 

1598  BURLINGTON 

COASTAL 

39  48 

74  32 

90 

EST 

5P 

5P 

9 

9 

WILLIAM  S  HAINES 

2  3    5   7 

.ayton 

1708  GLOUCESTER 

MAURICE 

39  39 

75  06 

120 

EST 

6P 

6P 

36 

56 

HARRY  P  CAMPBELL 

2  3    5   7 

-INTON 

1749  HUNTERDON 

RARITAN 

40  38 

74  55 

300 

EST 

6P 

6 

1.  W  KLOCKNER 

3 

1LVERS  LAKE 

2130  SUSSEX 

DELAWARE 

41  10 

74  47 

760 

EST 

5P 

48 

L  S  DEPUE 

3 

BPWATKR 

2209  SALEM 

DELAWARE 

39  41 

75  30 

EST 

MID 

DU  PONT  DE  NEMOURS  CO 

3 

JIABETH 

2644  UNION 

COASTAL 

40  40 

74  14 

33 

EST 

SP 

5P 

70 

70 

UNION  CO  PARK  COMMISSION 

2  3    5 

-IIABETHPORT 

2652  UNION 

PASSAIC 

40  39 

74  12 

30 

EST 

MID 

SEWAGE  TREATMENT  PLANT 

3  4 

I3IX  FELLS  SERVICE  BLDG 

2768  ESSEX 

PASSAIC 

40  SO 

74  17 

330 

EST 

8A 

8A 

BOROUGH  ESSEX  FELLS 

2  3  4  5 

JM1NGTON  1  NE 

3029  HUNTERDON 

RARITAN 

40  30 

74  52 

134 

EST 

5P 

5P 

52 

63 

DONALD  YOUNG 

2  3    5   7 

HTESCUE 

3102  CUMBERLAND 

DELAWARE 

39  14 

75  10 

5 

EST 

5P 

F  A  RODENBAUGH 

3 

IIIHOLD 

3181  MONMOUTH 

RARITAN 

40  IS 

74  17 

194 

EST 

5P 

•5P 

45 

45 

FRANK  J  MOREAU 

2  3  4  5  7 

BSBORO 

UtAT  MEADOWS 

3291  GLOUCESTER 

DELAWARE 

39  42 

75  07 

EST 

MID 

PROF  SANGREE 

3  4 

3416  WARREN 

RARITAN 

40  53 

74  56 

540 

EST 

MID 

EDWARD  NUISMER 

3  4 

IIKXVOOD  LAKE 

3516  PASSAIC 

PASSAIC 

41  09 

74  20 

660 

EST 

7A 

WATER  SUPPLY  COMMISSION 

3 

IMMONTON 

3662  ATLANTIC 

MULLICA 

39  38 

74  48 

95 

EST 

5P 

5P 

17 

43 

J  G  WILSON 

2  3    5 

GHTSTOWN 

3951  MERCER 

RARITAN 

40  16 

74  31 

100 

EST 

8P 

8P 

53 

56 

JAMES  R  PICKERING 

2  3    5   7 

;gbtstown  pumping  station 

3956  MERCER 

RARITAN 

40  17 

74  32 

75 

EST 

MID 

DEPT  WATER  AND  SEWERS 

3  4 

IDIAN  MILLS  2  w 

4229  BURLINGTON 

MULLICA 

39  48 

74  45 

100 

EST 

8P 

8P 

59 

60 

EDWARD  ENTWISTLE 

2  3    5   7 

ITINGTON 

4260  ESSEX 

COASTAL 

40  43 

74  15 

EST 

MID 

SEWAGE  TREATMENT  PLANT 

3  4 

SSEY  CITY 

4339  HUDSON 

COASTAL 

40  44 

74  04 

135 

EST 

MID 

MID 

51 

51 

JERSEY  CITY  WATER  DEPT 

2  3    5 

iKJHURST  AIRPORT 

4596  OCEAN 

COASTAL 

40  02 

74  19 

128 

EST 

MID 

U  S  NAVY 

3  4 

iIEWOO:'  1  EKE 

4627  OCEAN 

COASTAL 

40  06 

74  13 

54 

EST 

6P 

6P 

45 

45 

GEORGE  G  WADDILL 

2  3    5   7 

IMBERTVILLE 

4635  HUNTERDON 

DELAWARE 

40  22 

74  57 

75 

EST 

6P 

6P 

62 

62 

E  E  CASE 

2  3    5 

iTTON  3  NW 

4735  SUSSEX 

DELAWARE 

41  13 

74  50 

480 

EST 

6P 

6P 

48 

48 

A  M  DEPUE 

2  3    5 

TITLE  FALLS  WATER  CO 

4887  PASSAIC 

PASSAIC 

40  53 

74  14 

157 

EST 

9A 

9A 

35 

46 

PASSAIC  VALLEY  WATER  CO 

2  3    5 

KG  BRANCH 

4987  MONMOUTH 

COASTAL 

40  18 

74  00 

34 

EST 

MID 

MID 

41 

41 

STORM  WARNING  DISPLAY  ST1 

2  3  4  5 

WG  VALLEY 

5003  MORRIS 

RARITAN 

40  48 

74  46 

660 

EST 

7A 

7A 

19 

19 

ARTHUR  BACKMAN 

2  3    5  7 

IMBSKTON 

5055  BURLINGTON 

DELAWARE 

39  58 

74  48 

25 

EST 

MID 

JAMES  LAWTON 

3  4 

XOPIN  INTAKE 

5071  PASSAIC 

PASSAIC 

41  01 

74  24 

EST 

9A 

NEWARK  WATER  DEPT. 

3 

JtVILLE 

5197  SOMERSET 

RARITAN 

40  33 

74  34 

50 

EST 

MID 

4 

R  R  STONE 

3 

klLBORO 

5244  MONMOUTH 

COASTAL 

40  20 

74  14 

120 

EST 

MID 

GEROW  BRILL 

3  4 

|  ALTON  1  W 

5252  BURLINGTON 

DELAWARE 

39  54 

74  55 

90 

EST 

6P 

8 

DAVID  GRISCOM 

3 

.TS  LANDING 

5346  ATLANTIC 

GREAT  EGG  HARBOR  39  27 

74  44 

50 

EST 

5P 

5 

ELMER  EARLE 

3 

DLANT  PARK 

5503 .BERGEN 

PASSAIC 

40  59 

74  09 

210 

EST 

MID 

3 

HARRY  MITCHELL 

3 

LU.VILLE 

5576  CUMBERLAND 

MAURICE 

39  24 

75  03 

60 

EST 

MID 

9 

L  J  GALLAHER 

3  4 

IOXVILLE  CAA  AIRPOBT 

5581  CUMBERLAND 

MAURICE 

39  22 

75  04 

76 

EST 

MID 

MID 

3 

3 

CIVIL  AERO  ADM 

2  3  4  5   7 

LTON 

5597  MORRIS 

PASSAIC 

41  01 

74  32 

EST 

7A 

JERSEY  CITY  WATER  WORKS 

3 

WRESTOWN 

5728  BURLINGTON 

DELAWARE 

39  58 

74  57 

62 

EST 

MID 

8A 

86 

86 

JAPANESE  BEETLE  LAB 

2  3    5   7 

IRSIS  PLAINS  1  W 

5769  MORRIS 

PASSAIC 

40  50 

74  30 

400 

EST 

4P 

4P 

4 

8 

JAMES  C  LONG 

2  3    5   7 

IWARK  WB  AIRPORT 

6026  ESSEX 

COASTAL 

40  42 

74  10 

11 

EST 

MID 

MID 

50 

95 

U  S  WEATHER  BUREAU 

2  3  4  5   7 

hw  BRUNSWICK  EXPERIMENT  STA 

6062  MIDDLESEX 

RARITAN 

40  29 

74  27 

99 

EST 

5P 

5P 

92 

95 

NEW  JERSEY  EXP  STATION 

2  3    5   7 

i  :i  MILFORD 

6146  BERGEN 

HACKENSACK 

40  57 

74  02 

12 

EST 

MID 

31 

HACKENSACK  WATER  CO 

3  4 

XTON 

6177  SUSSEX 

DELAWARE 

41  03 

74  45 

769 

EST 

8A 

8A 

66 

66 

C  M  WHEELER 

2  3    5   7 

1  K  RIDGE  RESERVOIR 

6460  PASSAIC 

PASSAIC 

41  02 

74  30 

870 

EST 

4P 

NEWARK  WATER  DEPT. 

3 

tANGE 

6560  ESSEX 

PASSAIC 

40  47 

74  14 

140 

EST 

MID 

9 

COUNTY  ENGINEER 

3  4 

TERSON 

6775  PASSAIC 

PASSAIC 

40  55 

74  10 

100 

EST 

8A 

8A 

79 

78 

P  J  DEL  VECCHIE 

2  3    5   7 

IMBERTON  1  E 

6843  BURLINGTON 

DELAWARE 

39  58 

74  41 

60 

EST 

5P 

5P 

20 

20 

CHARLES  A  DOEHLERT 

2  3    5   7 

'  IILLIPSBURG 

6974  WARREN 

DELAWARE 

40  41 

75  12 

182 

EST 

10P 

10P 

58 

66 

TOWN  ENGINEER 

2  3    5 

IILLIPSBURG  BRIDGE 

6979 'WARREN 

DELAWARE 

40  42 

75  12 

EST 

8A 

10 

JOINT  TOLL  BRIDGE  COMM 

3 

AIM7IELD 

7079  UNION 

RARITAN 

40  37 

74  25 

120 

EST 

8P 

8P 

58 

61 

S  K  PEARSON 

2  3    5   7 

EASANTVILLE 

7131  ATLANTIC 

COASTAL 

39  25 

74  31 

8 

EST 

9A 

9A 

26 

51 

26 

N  J  DEPT  OF  CONSERVATION 

2  3    5   6 

INCETON  WATER  WORKS 

7328  I  MERCER 

RARITAN 

40  19 

74  40 

90 

EST 

MID 

PRINCETON  WATER  CO 

3 

(AKERTOWN 

7372  1  HUNTERDON 

DELAWARE 

40  34 

74  57 

645 

EST 

Alt 

WILLIS  W  VAIL 

3  4 

HWAY 

7393  UNION 

RAHWAY 

40  36 

74  15 

20 

EST 

MID 

10 

LOUIS  FONTENELLI 

3  4 

DGEFIELD 

7545  BERGEN 

HACKENSACK 

40  50 

74  00 

80 

EST 

MID 

HID 

32 

32 

GEORGE  P  KIRSTEN 

2  3    5   7 

NGWOOD 

7587  iPASSAIC 

PASSAIC 

41  08 

74  16 

305 

EST 

10A 

2 

NO  JERSEY  WATER  SUPPLY 

3 

NNEMEDE 

7817  CAMDEN 

DELAWARE 

39  51 

75  04 

42 

EST 

9P 

9P 

HENRY  D  MOSHER 

2  3    5   7 

NTON 

7825  MIDDLESEX 

COASTAL 

40  26 

74  20 

18 

EST 

6P 

6P 

25 

26 

26 

N  J  DEPT  OF  CONSERVATION 

2  3    5   6 

TBERFORD 

7833  BERGEN 

PASSAIC 

40  49 

74  07 

51 

EST 

8P 

8P 

5 

5 

HAROLD  SCOTT 

2  3    5 

XDY  HOOK 

7869;  MONMOUTH 

COASTAL 

40  28 

74  01 

22 

EST 

7P 

MID 

51 

51 

U  S  COAST  GUARD 

2  3  4  5 

ABROOK 

7936  CUMBERLAND 

DELAWARE 

39  30 

75  14 

100 

EST 

MID 

SEABROOK  FARMS 

3  4 

MERVILLE 

8194  SOMERSET 

RARITAN 

40  35 

74  37 

65 

EST 

6P 

6P 

63 

66 

W  E  HAVER 

2  3    5   7 

LIT  ROCK  POND 

8402 

MORRIS 

PASSAIC 

40  58 

74  28 

EST 

10A 

JERSEY  CITY  D  P  W 

3 

■RINGFIELD 

8423 

UNION 

COASTAL 

40  43 

74  18 

EST 

MID 

N  J  DEPT  OF  CONSERVATION 

3  4 

BBKX 

8644  SUSSEX 

HUDSON 

41  13 

74  36 

450 

EST 

6P 

6P 

51 

34 

MARSHALL  HUNT 

2  3    5   7 

EDESBORO 

8680  GLOUCESTER 

DELAWARE 

39  45 

75  19 

75 

EST 

6P 

3 

E  R  HTJRFF  CO 

3 

EDESBORO  5  NW 

8685  jGLOUCESTER 

DELAWARE 

39  47 

75  24 

10 

EST 

NOON 

3 

SUN  OIL  CO 

3 

MS  RIVER 

8816  OCEAN 

COASTAL 

39  57 

74  14 

33 

EST 

5P 

28 

ROBERT  F  SNYDER 

3 

KNTON  NO  2 

8878 

MERCER 

DELAWARE 

40  14 

74  46 

105 

EST 

MID 

MID 

19 

19 

E  H  RISTOW 

2  3    5 

SNTON  WB  CITY 

8883 

MERCER 

DELAWARE 

40  13 

74  46 

56 

EST 

MID 

MID. 

77 

77 

U  S  WEATHER  BUREAU 

2  3  4  5   7 

CKERTON 

8899 

OCEAN 

COASTAL 

39  37 

74  21 

23 

EST 

5P 

5P 

50 

55 

LLOYD  V.  SAMPSON 

2  3   5 

,  XELAND 

9135 

CUMBERLAND 

MAURICE 

39  29 

75  01 

110 

EST 

5P 

59 

59 

ROBERT  JONES 

3 

NAQUE  RAYMOND  DAM 

9187 

PASSAIC 

PASSAIC 

41  02 

74  18 

320 

EST 

8A 

3 

WATER  SUPPLY  COMMISSION 

3  4 

, TCBVNG 

9271 

UNION 

PASSAIC 

40  40 

74  25 

EST 

MID 

BONNIE  BURN  SANITARIUM 

3  4 

1 STFIELD 

9455 

UNION 

RAHWAY 

40  39 

74  21 

135 

EST 

9A 

10 

TOWN  ENGINEER 

3  4 

ODCLIFF  LAKE 

9832  1 BERGEN 

HACKENSACK 

41  01 

74  C3 

103 

EST 

MID 

31 

HACKENSACK  WATER  CO 

3  4 

lODSTOWN  2  NW 

9910  SALEM 

DELAWARE 

39  40 

75  20 

16 

EST 

6A 

6A 

3 

13 

CHARLES  CLARK 

2  3    5 

NEW  STATIONS 

;x»on 

0346 

CAMDEN 

DELAWARE 

... 

39  54 

75  04 

50 

EST 

IIP 

IRVING  J  NYGREN 

3 

W.R.P.C.,    Chattanooga,    Tenn.    11/17/50   900 
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CHATTANOOGA:   1950 


NEW  JERSEY  -  OCTOBER  1950 
A.  E.  White,  Section  Director  -  Trenton 


WEATHER  SUMMARY 

October  was  comparatively  warm  and  dry.  There  was  measureable  rainfall  on  an  average  of  onlj 
seven  days.  Sunshine  percentage  was  near  normal  in  contrast  to  the  preceding  month  of  Septen 
ber  which  was  unusually  cloudy.  The  State  average  temperature  was  57.4°,  or  2.5°  above  norma]] 
this  being  the  first  month  since  February,  1950  to  average  warmer  than  normal.  With  avera§j 
precipitation  of  1.88  inches,  which  is  1.60  inches  less  than  normal,  it  was  the  driest  mont 
since  November,  1949. 

The  month  began  with  unseasonably  warm  weather  on  the  first  three  days.  During  that  periocl 
readings  in  the  eighties  were  common.  It  was  also  unusually  warm  from  the  18th  to  20th  ail 
a  warm  period  during  the  last  three  days  almost  matched  the  one  at  the  first  of  the  month: 
The  highest  temperature  recorded  was  90°  at  Rutherford  on  the  1st.  There  were  several  briti 
cool  periods  with  temperature  below  normal,  during  which  frost  occurred  in  some  sections  tt 
the  coolest  weather  of  the  month  when  the  first  generally  killing  frost  occurred  was  on  til 
27th.  At  that  time,  a  temperature  of  17°  was  registered  at  Layton  and  several  other  northei,lj 
stations  reported  near  20°. 

Precipitation  was  below  normal  at  all  stations.  The  greatest  monthly  amount  was  3.22  inch«< 
at  Princeton  and  the  least  was  0.69  inch  at  Sandy  Hook.  From  the  9th  to  13th,  was  a  wti 
period  but  precipitation  was  only  moderate.  The  principal  rainfall  of  the  month  occurred 
around  the  23d  when  a  dozen  or  more  stations  recorded  amounts  in  excess  of  1.50  inches.  Tt 
greatest  falls  at  that  time  were  1.98  at  Atlantic  City,  1.96  at  Clayton  and  1.94  inches  z\ 
Moorestown.  There  was  very  little  precipitation  after  the  23d.  There  was  no  snow.  Hail 
was  reported  at  quite  a  number  of  stations  on  the  12th  in  connection  with  thunderstorms  whic: 
were  rather  general  on  that  day. 

The  average  precipitation  for  the  Highlands  was  1.87  (-1.79);  for  the  Red  Sandstone  Plai, 
1.83  (-1.80);  for  the  Southern  Interior  2.00  (-1.51);  and  for  the  Sea  Coast  1.60  (-1.9H 
inches.   The  accumulated  departures  for  these  areas  for  the  year  1950  to  the  end  of  Octobt 
were:   Highlands  -1.93;  Red  Sandstone  Plain  -5.94;  Southern  Interior   -5.00;  and  Sea  Coas 
-3.49  inches. 

Gale  winds  were  registered  in  coastal  areas  on  the  9th,  12th  and  23rd,  but  elsewhere,  no  veil 
strong  winds  were  reported.  Fog  was  reported  in  parts  of  the  State  on  the  1,3 ,17 ,18 ,19 ,2( 
22,24,29,  and  30th.  On  the  19th,  one  person  was  killed  in  a  highway  accident  near  Flemingtor 
due  to  the  heavy  fog.  The  weather  of  the  month  was  favorable  for  harvesting  crops  and  seet 
ing  fall  grains.  While  some  quite  low  temperatures  were  recorded  during  October  in  the  crai 
berry  bogs,  heavy  damage  was  averted  by  flooding.  The  1950  crop  season  was  generally  satis 
factory  from  the  weather  standpoint.      --A.E.W. 
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Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
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data  required  In  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  In 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat 
Network  stations  were  presented  in  bulletins  (Hydrologlc  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unite 
States,  but  since  the  Network  was  established  to  meet  the  Internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for  , 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref; 
erence  copies  of  the  Hydrologlc  Bulletin  Series  are  available  for  lnspecticj' 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.  C. 

Many  other  records  published  In  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices-,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 
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RTESCl'K 

Mold 

EBBOLP 

UT    MKADO*S 

1AKB 

S1TSTV)*S 

31TSTOWN    1*1' Ml' IMG    ST 

dun  mills  2  hi  wes 
eebuhst  airport 

OWOOP 
H»FRrV!LLE 
\TOS      ■    Ml    Kl 

TTLK    FALLS    WATER   CO 
TTLF.    FALLS    WATER   CO 
*G    BRANVH 
■0   BRANCH 

kg  valley 
;rton 

■■  rAKE 
KVIl.l.E 
RL8OR0 

rlton  1  hi  west 

ts  lauding 
0land  park 
UVillE 

lltille  caa  airport 

LTOM 

MttSTOTN 
RRIS    PLAINS 
ffJJtK   WB  AIRPORT 

*   BRl'NSWICK    EXP    STA 

.■  MLFORD 
t  MILFORD 

•ton 

k  ridge  reservoir 

*PGB 

AMGE 

TSRSON 

EBERTON    1    UI    EAST 

lLLlt*S3URG 
ILLIPSBURC    BRIDGE 

AIRFIELD 

EASANTV I LLE 

IMCETON    WATER    WORKS 

SWAY 

HfAY 

DGBFIELD 
HGIOOD 
KHEMEDE 
HTON 

THERFORD 

KDT  HOOK 
ABIOOK 

riLLE 
LIT  ROCK  POND 
■IIGFIELD 


EDESBORQ 

KDBSBORO  5   HI    NT 
■5  RIVER 
CTTOS        NO  2 

OTTOJJ    WB   CITY 

JEBRTUN 

UQUE    RAYHOHD   DAH 

HAQUE    RAYHOND   DAH 

rCHDNG 

3ITIELD 
SWIELD 
3DCL1FF    LAKE 
i  30CLIFF    LAKE 
3DSTOWN    2    HI    NW 


D*y  i>)  month 
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41 

J» 

1* 

ia 

M 

i* 

08 

13 

14 

| 

10       11       12       13       14      13       IS 


» 

0       T 


.28 

T 

.26 

.54 

.93 

66 

.01 

12 

T 

.12 

1    26 

60 

T 

11 

.11 

• 

.26 

04 

.71 

.03 

.20 

T 

02 

.12 

.07 

.03 

.05 

55 

.15 

.27 

.10 

53 

T 

.05 

39 

T 

.12 

.04 
.04 
05 
.09 
.20 
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.20 

.30 
.30 
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.42 

.79 

.76 

.04 

.93 

T 

.49 

22 

T 

.14 

.40 

3U 
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.09       .30       .25        01 


17 


18      19     20     21 
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02       .02         17 


10 
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4H 
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44 

42 
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1.50 
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1.45 
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T 

T 
.02 
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T 
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T 

"1 

09 

T 

T 
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1    42 

■4 

I 

1    92 

1    UK 

2   61 

2  04 
1.91 

2    27 

i  n 

1  78 

2  14 
1.96 
2.18 

1  •>» 

2  S3 
1  70 
2. IS 

1.98 
I    63 

1.98 


2  12 
2.08 
1.74 
1    74 

i    P.4 


1  49 
1.43 
1  39 
1  39 
.90 

2.09 
2-74 
1  65 
1  42 
1.42 


1    28 
1.21 

1    52 


2 

92 

2 

'14 

1 

62 

I 

88 

1 

0] 

1  63 
2.19 
1.83 


1.90 
2.46 
2.19 


1.67 
1.53 
1.53 


1.54 
1.70 
1.90 
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HOURLY  PRECIPITATION 


NEW   JERSE' 
OCTOBER    1951 


A.  M  Hour  ending 


MILLVILLE 
SEA BROOK 


HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST   AIRPORT 

LITTLE  FALLS  WATER  CO 

MILLVILLE 

RAHWAY 

SEA BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

ORANGE 

RAHWAY 

SEABROOK 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


LITTLE    FALLS    WATER   CO 
WATCHUNG 


ATLANTIC    CITY    WR 

ELIZABETHPORT 

ESSEX    FELLS    SERVICE    BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW    MILFORD 

ORANGE 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON   WE  CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


LITTIE    FALLS    WATER   CO 
SPRINCFIELD 


ATI.ANTIC   CITY   WB 


LITTLE   FALLS   WATER  CO 


37 

.11 

.01 

07 

.04 

.06 

01 

02 

.02 
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01 

32 

.08 
.21 

.03 

34 

.10 

.03 
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.05 


.02 
.01 
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.08 

.04 
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HOURLY  PRECIPITATION 


■  II    AIRIVK1 


rUlKTK'    CITY    WB 


rUNTIC    CITY   WB 

LIIABETHPORT 

SSEX  FtLLS   SERVICE   BLDG 

MEHOLP 

RUT   VKAUOIS 

N    PUMPING    ST  A 
TON 


A  M  Mam  ....i..... 


URST  AIRPORT 

FALLS    WATER   CO 
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UMTOS1 
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;»li      '    N 
ItXBORO 
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LIZABETHPORT 

ITTLE   FALLS  WATER  CO 
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PRINGFIELD 

ATCHING 


REAT  MEADOWS 

ITTLE    FALLS   WATER   CO 

ONG   BRANCH 

EWARK   WB   AIRPORT 

RANGE 

AEWAY 

AKAQUE    RAYMOND   DAM 


SSEX  FELLS   SERVICE  BLDG 

REEHOLD 

ITTLE   FALLS  WATER  CO 

EWARK  WB  AIRPORT 

EW   MILFORD 

RANGE 

PRINGFIELD 

ATCHUNG 

ESTFIELD 

OODCI  IFF    LAKE 


.ITTLE    FALLS   WATER   CO 
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.05 
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.01 


.01 
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II        u 
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M 
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.05      .06 
01         01 

04         04 
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.48 

1.31 
.44 
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.48 

.48 

1.03 

1.68 

.91 

.89 

.50 

.41 

.39 

.53 

1.05 

.47 

1.05 

.69 

.59 

.52 

.54 


.02 
.03 
.05 
.02 
.02 


.04 
.01 
.01 
.01 
.02 
.04 
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.06 
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DAILY  TEMPERATURES 


NEW    JERS: 
OCTOBER   1» 


Station 

Day  of  month 

i 

1    2   3 

j 1 1 

4   5 

6 

7 

8 

9 

10 

11   12 

13 

14 

15  16 

17 

18 

19 

20 

21 

22 

23 

24 

25  26 

27 

28 

29 

30 

31 

< 

ATLANTIC  CITY  WB 

MAX 
MIN 

73 
56 

73   72 
62   58 

64 

51 

60 
47 

62 
48 

64 
61 

66 

63 

66 
62 

71 
55 

70   69 
55   55 

62 
49 

63 
47 

67 

50 

60 
47 

68 
57 

63 
57 

69 
58 

76 
54 

64 
48 

64 
49 

61 

52 

57 
52 

66   57 
50   42 

56 
38 

66 
56 

65 
60 

80 
58 

78 
61 

66 

53 

BELLEPLAIN 

MAX 
MIX 

81 
50 

81   80 
50   55 

71 
50 

65 

41 

66 
35 

65 

57 

62 

53 

65 
60 

71 
52 

73   70   62   62!  70 

48   52   51   34  j  52 

63 
42 

75 
44 

70 
54 

76 
50 

75 
57 

70 
40 

74   63 
45  44 

57 
50 

66 
49 

56 

33 

61 
25 

70 

42 

75 

55 

79 
51 

80 
52 

69 
17 

BELVIDERE 

MAX 
MIN 

86   86   84 
50   53   52 

70 
49 

65 
34 

70 

36 

63 
43 

68 
55 

64 
61 

72 
59 

69 
48 

64 
53 

60   66 
46   39 

56 
47 

69 
33 

72 
35 

78 
47 

75 
48 

71 
56 

70 
35 

72   60 
36   47 

56 
42 

63 
49 

55 

38 

57 
26 

63 

70 
53 

79 
46 

80 

46 

66 
4E 

BOONTON 

MAX 

MIN 

75 

48 

85 
50 

81 

52 

79 
50 

66 
37 

63 
32 

66 
43 

64 

53 

66 
58 

66 
59 

73 
47 

68 
51 

62 
50 

59 

35 

63 
46 

55 
31 

64 
33 

69 
39 

79 
49 

73 
54 

69 
36 

67 
36 

72 
39 

51 
45 

52 
48 

63 
36 

53 
24 

56 
28 

64 
46 

69 
45 

76 
48 

86 
43 

BRIDGETON 

MAX 

MIN 

78 

55 

80 
56 

76 
59 

67 
53 

61 
45 

67 
42 

64 
55 

69 
55 

66 

62 

68 
58 

70 
49 

67 
56 

61 
48 

60 
42 

65 
48 

66 
44 

70 
48 

68 
53 

72 
53 

72   68 
61   43 

70 
45 

66 

52 

55 
50 

64 
49 

54 

38 

55 
34 

69 
44 

70 

51 

75 
50 

76 
50 

67 

49 

BURLINGTON 

MAX 
MIN 

87 
56 

86 
60 

83 
56 

72 
52 

62 
45 

68 
53 

68   68 
48   58 

69 
61 

72 
63 

72 
56 

65 
49 

58 
44 

61 

46 

56 
54 

63 
46 

65 

55 

73 

58 

71 

50 

74 
58 

72 
51 

70 
52 

68 
48 

55 
50 

66   56 
48   40 

67 
35 

67 
43 

74 
57 

79 
56 

78 

58 

69 
51 

CANOE  BROOK 

MAX 

MIN 

76 
48 

86 

47 

82 
51 

82 
51 

68 
32 

66   65 
35   48 

65 
49 

70 

57 

66 
60 

76 
43 

70 
55 

65 
46 

60 
36 

66 
49 

55 

31 

63 
33 

64 
32 

81 
48 

78 
52 

71 
29 

70 
39 

75 
44 

51 
45 

57  i  65 

49  j  30 

55 
24 

55 
31 

65 
47 

74 

41 

78 

39 

66 
42 

CAPE  MAT 

MAX   73 
MIN   60 

79 
60 

74 
58 

67 
53 

63 
51 

62  j  67 

54   58 

69 
59 

67 

58 

75 
60 

74 

60 

74 
60 

65 

63 

51 

68 
•49 

68 
38 

74 
52 

69 
55 

71 
60 

79 
62 

66 
44 

71 
53 

66 
54 

60 

51 

67  j  62 

51 1 

60 
26 

68 
45 

73 

59 

75 
59 

73 

58 

69 
53 

CHARLOTTEBURG 

MAXJ  83 

MIN  !  50 

80 

45 

81 
46 

78 
47 

67 
31 

65  j  62 
27   40 

63 
51 

64 
56 

72 
57 

67 
46 

63 
53 

60 
46 

63 
39 

59 
43 

62 
38 

69 
39 

78 
43 

75 
45 

70 
54 

65 
30 

73 
31 

69 
44 

49 

41 

601  55 

46   37 

55 

20 

63 
28 

69 
54 

75 
44 

73 
47 

67 
42 

CLAYTON 

MAX 
MIN 

81 
52 

84 
57 

80 

j  59 

60 
54 

63 
42 

69   63 
39   52 

68 

55 

66 
61 

70 
59 

70 
49 

67 
54 

60 
47 

60 
42 

61 
51 

65 

39 

70 

44 

72 
52 

75 
51 

73 
56 

69 
39 

72 
41 

66 
52 

56 

50 

63   54   57 
51  |  37   30 

69 
43 

72 
55 

76 
51 

77 
52 

68 
48 

ELIZABETH 

MAX 
MIN 

87   82   84  J  76 
52   55  1  57  1  50 

68 

38 

69   66 
41   55 

69 
56 

67 
60 

77 
61 

70 
57 

67 

54 

63 
46 

65 
39 

57 
50 

66 
37 

71 
39 

SO 
52 

79 
56 

76 
56 

70 
36 

74 
41 

61 

48 

55 
48 

68  |  59  |  57 
50:  36   30 

64 
36 

73 

54 

82 
48 

81 
49 

70 
48 

ESSEX  FELLS  SERV  BLDG 

MAX 
MIN 

74 
54 

84 
50 

82 
54 

81 
48 

62 
33 

62   63 
34   38 

65 
42 

64 
47 

66 
58 

74 

45 

70 

51 

65 
42 

66 
40 

72   64 
48   32 

70 
38 

68 
48 

74 
58 

72 
48 

70 
33 

66 
34 

74 
38 

50 
42 

51   64 

46  34 

52 
24 

50 
31 

62 
44 

70 
45 

78 
46 

67 
42 

FLEMINGTON 

MAX 

MIN 

87 
54 

86 
48 

82 
53 

68 
50 

65 

31 

66 
29 

62 
43 

68 
55 

62 
60 

72 
60 

71 

46 

65 
52 

61 
47 

64 
37 

57 
40 

63 
28 

71 
32 

71 
42 

77 
47 

71 
52 

70 
30 

73 
34 

60 
47 

56 
42 

64   54 
50   33 

58 
22 

65 
33 

75 
47 

78 
41 

80 

45 

66 
42 

FREEHOLD 

MAX 
MIN 

83 
50 

82 

55 

82 
57 

67 
52 

64 
39 

65 

3  5 

63 
56 

66 
54 

62 
57 

73 

60 

70 
48 

68 
53 

60 
47 

61 
39 

55 
45 

63 
36 

70 

37 

77 
54 

76 
54 

72 
54 

68 
35 

73 
44 

61 
49 

54 
48 

64 
50 

55 
36 

55 
27 

66 
39 

74 
54 

78 
51 

7  5 
55 

67 
47 

BIGHTSTOWN 

MAX 
MIN 

84 
50 

84 
52 

81 
54 

70 
52 

62 
38 

6  5 
36 

62 
52 

67 
52 

63 
60 

71 

60 

71 
49 

65 
55 

60 
47 

61 
39 

57 
49 

63 
34 

72 
36 

77 
55 

75 
57 

73 
60 

71 
34 

71 
42 

63 
49 

55 
48 

64 
50 

55 
36 

58 
28 

66 
38 

73 

53 

77 
53 

75 
56 

69 
47 

INDIAN  MILLS  2  MI  WEST 

MAX 
MIN 

83 
49 

84 
48 

84 
53 

66 
51 

65 
34 

71 
30 

65 
49 

68 

49 

64 
61 

72 
61 

73 
45 

69 

56 

63   63 
47   35 

60 
49 

67 
33 

73 
37 

77 
52 

79 
52 

74 
53 

73 
31 

76 
37 

63 
51 

57 
49 

66 
47 

57 
30 

61 

21 

70 
42 

77 

50 

78 
49 

79 
49 

70 
•15 

LAKEWOOD 

MAX 

MIN 

83 
47 

80 
49 

82 
52 

65 
48 

65 
35 

64 
30 

64 
56 

67 

57 

63 
60 

75 
61 

72 
48 

67 
50 

60   61 
47   37 

57 
37 

62 
35 

71 

35 

79 
48 

77 
47 

76 
47 

66 
31 

70 
36 

59 

50 

56 
49 

66 
45 

57 
2  B 

55 
25 

67 
29 

72 
48 

79 
47 

78 
50 

68 
44 

LAMBERTVILLE 

MAX 
MIN 

88 
51 

85 
51 

83 
55 

70 
51 

67 
36 

69 
34 

63 
45 

68 
48 

63 
61 

72 
60 

70 
47 

65 
53 

61   62 

48  ,  36 

55 
40 

68 
33 

72 

35 

79 

48 

77 
50 

71 
54 

70 
33 

74 
38 

58 
49 

57 
44 

65 
51 

55 
3  3 

60 
26 

69 
41 

7  5 
54 

79 
45 

80 
47 

69 
45 

LAYTON  3  1!  Nl 

MAX 
MIN 

86 
50 

84 

52 

82 
51 

66 
45 

64 
28 

68 
29 

64 
36 

65 
50 

67 
58 

74 
52 

68 
40 

62 
50 

57,  65 
47  1  32 

63   66 
36   30 

70 

29 

81 
42 

72 
43 

68 
53 

70 
25 

77 
29 

65 

43 

53 

45 

62 
45 

55 
32 

59 
17 

60 
29 

66 
43 

81 
46 

78 

68 
40 

LITTLE  FALLS  WATER  CO 

MAX 
MIN 

76 

48 

87 
51 

82 
54 

82 
50 

70 
36 

66 
34 

74 
48 

72 
53 

67 

58 

68 

58 

75 
47 

70 
56 

65   62 
46   40 

68   58 
49   32 

69 
35 

72 
35 

78 
51 

77 
57 

74 
33 

76 
40 

75 
45 

56 
46 

58 
49 

64 
35 

55 
26 

58 
33 

70 

52 

73 
46 

80 

46 

70 
44 

LONG  BRANCH 

MAX 
MIN 

80 
53 

78 
56 

73 
57 

63 

50 

62 
42 

S3 

4(1 

65 
58 

69 

59 

64 
61 

75 
55 

70 

50 

65 
51 

60   60 
47   42 

57 
46 

62 
42 

68 
41 

74 
54 

73 
55 

72 
51 

63 
47 

65 
43 

58 
53 

56 
53 

65 
44 

54 
39 

53 
35 

65 
41 

70 
55 

76 
54 

75 
55 

66 
49 

LONG  VALLEY 

MAX 
MIN 

74 
47 

83 
45 

82 

50 

81 
46 

65 
31 

63 

29 

68 
41 

61 

46 

65 
54 

72 
59 

74 
44 

68 
46 

64   60 
43   33 

63 
42 

54 
28 

OS 
30 

73 

36 

79 
45 

74 

50 

72 
31 

74 
34 

73 
43 

51 
36 

53 
45 

70 
33 

60 
22 

60 
29 

63 
43 

70 
41 

80 
44 

68 

40 

MILLVILLE  AIRPORT 

MAX 

MIN 

81 
52 

85 
52 

81 
53 

61 

48 

65 
38 

71 

37 

65 
53 

69 
55 

67 

61 

71 
51 

72 

49 

68 
51 

62   62 
44   39 

67 

45 

67 
40 

74 

45 

70 
51 

75 
50 

75 

50 

73 

41 

76 
41 

60 

50 

58 
47 

65 
43 

56 
33 

59 
28 

69 
44 

75 
55 

77 

51 

79 
50 

69 
4  6 

MOORESTOWN 

MAX 
MIN 

84 
50 

85 
52 

81 
54 

63 
43 

65 
38 

69 
37 

62 

50 

67 
54 

64 
61 

70 
60 

71 
50 

09 
51 

60  '•    60 
48  1  41 

55 
50 

64 
36 

72 

40 

75 
54 

75 

56 

73 
47 

72 
36 

71 
41 

50 

56 
46 

65 
41 

56 
34 

60 
28 

69 
46 

75 
54 

78 
54 

77 
52 

68 
16 

MORRIS  PLAINS 

MAX 
MIN 

86 
52 

81 
49 

81 
50 

79 

50 

65 
36 

65 

31 

62 
47 

64 
53 

65 

59 

73 
59 

68 
45 

66 
54 

60 
46 

64 
36 

59  !  69 
41   31 

70 
33 

80 
44 

76   73 
47   55 

69 
32 

73 
35 

69 
46 

52 
45 

65 
49 

59 
32 

56 
24 

63 
31 

71 
49 

78 
48 

7  8 
15 

69 
43 

NEWARK  WB  AIRPORT 

MAX 
MIN 

85 
53 

80 
57 

85 
61 

67 
50 

64 

43 

66 

4  6 

67 

54 

67 
56 

68 
61 

77 
54 

71 
49 

66 
50 

61 
45 

63 
42 

56  1  63 
42  42 

68 
42 

76 

50 

77   71 
57   50 

64 
42 

69 
43 

56 

48 

55 
50 

65 
48 

55 
41 

53 
35 

62 
42 

71 
56 

80 
52 

79 

55 

68 
18 

NEW  BRUNSWICK  EXP  STA 

MAX 
MIN 

83 
54 

80 
55 

80 
55 

75 
52 

64 
39 

64 
11 

63 
55 

65 
57 

63 
60 

72 
61 

69 
50 

6  7 
56 

60 
47 

61 
41 

57  j  62 
50  |  40 

70 

38 

78 
49 

74  72 
54^  59 

69 
38 

72 
41 

61 

48 

54 
48 

63 
51 

59 
38 

53 
30 

65 
40 

72 
53 

77 
50 

76 

55 

67 
48 

NEWTON 

MAX 
MIN 

76 
45 

84 
47 

82 

48 

80 
47 

69 
30 

65 
28 

66 

40 

64 
19 

65 
55 

67 
58 

73 
45 

65 

52 

60 
47 

57 
39 

63 
46 

57 
27 

64 

30 

69 
40 

79 
42 

73 
57 

66 
29 

68 
32 

72 
45 

48 
41 

53 
47 

BO 

36 

50 
19 

55 
28 

62 
14 

67 
41 

76 
47 

66 
41 

PATERSON 

MAX 

MIN 

77 
53 

87 
56 

84 

58 

85 
51 

68 
40 

67 
39 

67 
42 

67 
51 

68 
57 

69 
59 

76 

48 

71 
52 

62 
47 

61 
39 

66 
48 

54 
35 

65 
38 

71 
45 

78 
49 

79 
57 

70 
38 

70 
41 

76 
45 

51 
45 

54 
48 

66 
4(1 

56 
30 

58 
34 

64 
44 

72 
48 

79 
52 

68 
46 

PEMBERTON  1  MI  EAST 

MAX 
MIN 

82 

51 

84 
50 

82 
54 

73 
53 

64 
38 

67 

3  5 

64 
52 

68 
52 

66 
60 

72 
60 

I? 

68 
52 

60 
47 

60 
37 

59 
48 

64 
37 

73 
38 

76 
54 

78 
50 

73 
61 

72 
36 

71 

41 

68 
50 

56 
49 

65 
50 

58 
33 

61 
28 

69 
41 

75 
53 

77 
46 

76 
48 

69 
16 

PHILLIPSBURG 

MAX 
MIN 

86 
51 

85 
50 

84 

51 

80 
50 

70 
36 

64 
34 

66 
44 

68 
53 

67 
60 

70 
59 

70 
48 

66 
54 

60 
47 

68 
38 

60 
49 

63 
34 

69 
35 

77 

45 

78 
47 

74 
54 

70 
35 

69 
39 

68 

48 

58 
44 

64 

49 

80 

37 

55 
26 

64 

41 

67 
53 

76 
45 

76 

46 

69 
15 

PLAINFIELD 

MAX 
MIN 

87 
48 

84 
52 

84 
56 

70 

51 

70 
36 

67 
38 

65 
51 

88 
58 

65 
61 

76 
61 

71 
47 

64 

53 

64 
46 

67 
37 

54 
49 

64 
35 

74 

37 

80 
50 

78 
54 

74 

57 

71 
34 

73 
39 

57 

49 

55 

47 

66 
44 

60 
33 

58 
27 

64 
36 

75 
52 

82 
48 

82 
47 

70 
46 

PLEASANTVILLE 

MAX 
MIN 

75 
49 

77 
50 

80 
48 

79 
52 

62 
40 

64 
35 

67 
58 

66 
57 

67 
60 

66 
59 

72 

46 

72 

56 

69 
48 

63 
38 

64 
50 

68 
42 

66 
4  0 

71 

55 

73 
51 

74 
60 

77 

40 

68 
35 

71 
48 

58 
51 

65 
48 

65 
34 

62 
28 

63 
42 

68 
55 

72 
52 

79 
51 

69 
47 

RIDGEFIELD 

MAX 

MIN 

85 
53 

83 
54 

83 
55 

67 
47 

66 

37 

88 

39 

65 
52 

69 
54 

69 
60 

76 

60 

70 
49 

65 

57 

60 
45 

64 

40 

53 
37 

66 
36 

71 

38 

75 
51 

77 

55 

72 
43 

69 
37 

72 
45 

51 
47 

53 
47 

64 
51 

55 
34 

58 
28 

65 
38 

73 
58 

79 
49 

78 
47 

68 
46 

RUNNEMEDE 

MAX 
MIN 

84 
50 

85 
52 

83 
55 

63 
49 

65 
40 

71 

3b 

64 
50 

69 
52 

64 

61 

72 
51 

72 
47 

70 

50 

63 
48 

62 
37 

58 
43 

67 
36 

72 
41 

75 
53 

77 
53 

76 
49 

72 
35 

75 
42 

62 
50 

57 
46 

67 
44 

58 

35 

60 
27 

70 
44 

76 
53 

80 
48 

80 
48 

70 
16 

RUNYON 

MAX 

MIN 

82 

50 

86 
56 

84 
56 

76 
48 

70 
50 

68 

68 
40 

66 
42 

66 

50 

74 
52 

68 
44 

70 

46 

70 
40 

68 
40 

70 
40 

70 
27 

72 
36 

75 
44 

74 

76 

72 
48 

71 
46 

68 

40 

62 

50 

62 

58 

60 
19 

68 
30 

76 
50 

78 
56 

80 
64 

71 
44 

RUTHERFORD 

MAX 
MIN 

90 

60 

85 
64 

83 
60 

70 
50 

66 
44 

65 

BO 

68 
54 

67 
58 

69 
60 

77 
54 

70 
49 

64 
50 

62 
47 

65 
42 

55 
43 

66 
42 

70 
39 

78 
48 

79 
56 

72 
47 

68 
37 

73 
43 

58 
47 

54 
47 

65 
49 

56 
42 

55 
30 

65 
37 

71 
57 

78 
48 

78 
49 

69 
18 

SANDY  HOOK 

MAX 
MIN 

76 
58 

73 

61 

70 
60 

64 
56 

60 
48 

62 
53 

65 
56 

67 
58 

69 
60 

73 
61 

70 
54 

75 
56 

66 
52 

61 
47 

56 
53 

62 
50 

68 

51 

73 
50 

70 

56 

72 
61 

62 
52 

61 
57 

57 
53 

55 
53 

66 
55 

55 
45 

53 
40 

64 
49 

68 
55 

73 
54 

72 

57 

6  5 
53 

SOMERVILLE 

MAX 
MIN 

88 
47 

84 
50 

84 
53 

71 
56 

67 
34 

88 

34 

64 
49 

88 

57 

63 
60 

75 
60 

71 
46 

66 

53 

62 

45 

65 
35 

55 
46 

64 
34 

73 
34 

80 

46 

78 
50 

73 
54 

70 
31 

73 
36 

59 

46 

55 
44 

65 

50 

59 
33 

58 

66 
41 

74 
54 

81 
44 

79 

45 

59 
44 

See  reference  note*  following  Station  Index. 
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fell  S  -I'ontimMd 


MIX 

8INT0N 

umw  WB  CITY 

Hdkto* 

lOODSTOWN    3   III    m 


DAILY  TEMPERATURES 


,»i.,n>.    ItM 


74      S3 
48      32 


83      83      83      «3      66 

33      33      3«      47      38 


VAX      8.1      83      81      63      63 
M1N      37      60      38      48      19 


MAX      78      73      76      63      63 
U1N      31      49      47      52      38 


66      63 
31      41 


68      64 
36      48 


63      67 
41      38 


67      63 
31      37 


ii    ia 


a     i 


19       18 


17       111 


MAX 
M1N 


73      80      84      80     63 
30      S6      57      52      43 


63      63 
41      53 


BO     81 

39      38 


„  :      68 
39      47 


67      64 
35      81 


,.  i      81 
58      61 


i.i.     8  I 
45      54 


33      03 
47       3H 


39     64 
43      30 


33      60      57 


r.l      i.i 
44      39 


39      60 
48      43 


■•<     88 

40       36 


54      63 
45      43 


88    n 

33      43 


73      79 
39      49 


70       78 
43      S3 


20      21      22      2.1      24      29      20      27  I     SO     II        j 


73      69 

47      56 


n    n 

M     68 


68      74      57      53      61 
30      33      44      44      47 


70       72 
36      41 


74      71 
81       4', 


39      36      64 
47      43      44 


34      33      S3 
38      33      33 


53     60      67 
33      38      43 


63      38     68 
39      33      46 


63      71 

■        4/ 


74      79 
33      48 


73      78 
37      32 


»8    « 
43.6 


1 1 
14 


n 

i.i 


68.7 


67    3 
49   4 


V. 

56 

34 

63 

73 

74 

74 

70 

67 

73 

33 

SS 

36 

47 

SO 

Ml 

38 

66 

66 

81 

i 

47 

38 

S3 

43 

41 

34 

SI 

80 

39 

36 

51 

30 

48 

38 

28 

49 

B2 

37 

57 

4K 

1 

88 

61 

57 

SH 

1... 

72 

78 

75 

73 

70 

70 

57 

56 

63 

56 

;h 

87 

74 

77 

H7 

7 

^K 

38 

47 

39 

43 

49 

$2 

33 

39 

42 

46 

48 

49 

37 

30 

ii, 

44 

SO 

> 

51 

46 

" 

able  6 


PLIASANTVILLE 
80KYON 


EVAP 
WIND 


EVAP 
WIND 


J L 


EVAPORATION  AND  WIND 


Day  of  month 


Is? 


81    75 
863 


1  .40 
484 


Unless    other-wise 
in  alles.      Evapora 


REFERENCE    NOTES 

roe   four   digit    identification   numbers   In   the   Index   number   column  of   the  Station    Index   are   assigned  on   a   state   basis.      There  will   be   no  duplication  of 
numbers  within  a   State. 

Figures   and    letters    following   the  Station  name,    such   as    12  SSW ,    indicate   distance   in  miles    and   directions    from   the   post   office. 
Observation   times   given   in  the  Station    Index   are   in   local   standard  time. 

Oelayed  data   and  corrections  will   be  carried  only    in  the  June   and  December    issues   of  this   bulletin. 
Monthly   and  seasonal   snowfall   for   the  preceding   12  months  will   be  carried   in   the  June    issue  of  this   bulletin. 
jStitions   appearing   in  the   Index,    but    for  which  data   are   not    listed   In   the   tables,    are   either  missing  or  received   too    late   to  be   included   in   this    issue. 

indicated,    dimensional  units   used   in  this   bulletin  are:      Temperature    in   "F,    precipitation   and   evaporation    in    Inches,    and  wind   movement 
atlon    is  measured   in   the  standard  Weather   Bureau  type  pan  of   4    foot    diameter   unless   otherwise   shown  by    footnote   following  Table  6. 

Sleet    and  hail  were    Included    in  snowfall   averages    in  Table    1,    beginning  with  July   1948. 
Amounts    in  Table   4    are    from   recording   gages.      Traces    are   not   shown. 
Amounts    in  Table   3   are   from  non-recording   gages,    unless   otherwise    indicated. 

^.ta   in  Tables   3  .    5 ,    6   and  snowfall    in  Table   7    are    for   the  24  hours   ending  at    time  of   observation.      See   the   Station   Index   for   observation   time. 
I  Snow  on  ground    in  Table   7    is    at    observation   time    for   all   except   Weather   Bureau    and  C.A.A.    stations.      For   these   stations   snow  on   ground   values    are   at 
7:30  p.m.    E.S.T. 

-     No   record   In  Tables   3,    4,    6,    7   and  the  Station   Index.      No   record   in  Tables   2   and   5,    is   indicated   by   no  entry.      When   hourly   precipitation    is  missing 

or   accumulated   for   several   days,    only   the    first    and   last   days   are   shown   in  Table   4. 
+     And  also  on  a    later   date  or  dates. 

•      Amount    included   in   following  measurement,    time   distribution   unknown. 
6      Station  not    equipped  with   a   recording   gage.      See  Table   4   for  6-hourly   measured   amounts. 

I     Wat«teqUIvalent1of"snow'fall  wholly  or   partly   estimated,    using   a   ratio   of   1    inch  water    equivalent    to   ever,    10   Inches   of   new   snowfall. 
M     One  or  more  days   of   record  missing;      see  Table   5   for   detailed   daily   record.      Degree   day   data,    if  carried    for    this   station 

to   represent    the  value    for   a   full   month. 
R      Daily  values   and  monthly   total    from  recording   gage.      All   other   data    in  table   3   are    from  non-recording   gages. 
T     Trace,    an   amount    too   small    to  measure. 
V      Includes   total    for   previous  month. 

Subscription  Price:      15   cents   per  copy,    Monthly  and  Annual;    $1.50  per   year.       (Yearly  subscription    Includes    the  Annual   Summary    )      Checks  •    P"**!    »£« 
and  money  orders   should   be  made   payable    to  the  Treasurer   of   the  United  States.      Remittances    and   correspondence   regarding  subscriptions    should   be  sent    to 
the  Weather  Records   Processing   Center,    430  Post   Office  Building,   Chattanooga   2,   Tennessee. 


have   been  adjusted 


See  reference  notes  following  Station  Index. 
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STATION  INDEX 

NEW  JERSE* 
OCTOBER  1951 

Time  o 

Years  of 

6 
2        County 

Drainage 

0 

■ 
2 

£ 

observati 

3Q 

record 

Observer 

Refer  to  tables 

Station 

d 
1 

d 

M 
B 

T3 

1 

a 

i 

a 

a 

1 

0, 

a 

f 

d 
2 

3 

J 

3 

s 

N 

& 

£ 

<fi 

> 

ATLANTIC  CITY  WB 

0325  ATLANTIC 

COASTAL 

39  22 

74  25 

8 

EST 

MID 

MID 

76 

76 

U  S  WEATHER  BUREAU 

2  3  4  5  7 

BASS  RIVER  STATE  FOREST 

0528  BURLINGTON 

COASTAL 

39  35 

74  28 

EST 

6P 

3 

N  J  FORESTRY  SERVICE 

3 

BELLEPLAIN 

0690  CAPE  MAY 

COASTAL 

39  16 

74  52 

49 

EST 

5P 

5P 

55 

55 

MRS  ED  C  HOFFMAN 

2  3    5 

BELMAR 

0721  MONMOUTH 

COASTAL 

40  10 

74  02 

19 

EST 

MID 

8 

8 

CITY  WATER  DEPT 

3 

BELVIDERE 

0729  WARREN 

DELAWARE 

40  50 

75  05 

289 

EST 

5P 

5P 

57 

57 

MISS  C  S  HIXSON 

2  3    5   7 

BERLIN  1  W 

0787  CAMDEN 

MULLICA 

39  48 

74  56 

70 

EST 

7A 

8 

SAMUEL  H  MC  CULLEY 

3 

BOON TON 

0907  MORRIS 

PASSAIC 

40  54 

74  24 

280 

EST 

8A 

8A 

41 

59 

JERSEY  CITY  WATER  WORKS 

2  3    5 

BRIDGETON 

1028  CUMBERLAND 

DELAWARE 

39  26 

75  14 

30 

EST 

8A 

6P 

61 

66 

BENNET  K  MATLACK 

2  3    5 

BROOKLAWN 

1106  CAMDEN 

DELAWARE 

39  53 

75  07 

30 

EST 

4P 

8 

8 

C  D  SCOTT 

CLOSED  12/31/49 

BURLINGTON 

1211  BURLINGTON 

DELAWARE 

40  04 

74  51 

12 

EST 

6P 

6P 

37 

63 

PUBLIC  SERVICE  E  &  G  CO 

2  3    5 

CANISTEAR  RESERVOIR 

1327  SUSSEX 

PASSAIC 

41  07 

74  30 

1040 

EST 

8A 

NEWARK  WATER  DEPT. 

3 

CANOE  BROOK 

1335  ESSEX 

PASSAIC 

40  45 

74  21 

180 

EST 

9A 

9A 

19 

19 

19 

N  J  DEPT  OF  CONSERVATION 

2  3    5 

CANTON 

1343  SALEM 

DELAWARE 

39  28 

75  25 

8 

EST 

9A 

3 

GERTRUDE  S  WILLIS 

3 

CAPE  MAY 

1351  CAPE  MAY 

COASTAL 

38  56 

74  57 

17 

EST 

5P 

5P 

24 

61 

N  W  MAGNESITE  CO 

2  3  4  5 

CEDAR  GROVE 

1472  ESSEX 

PASSAIC 

40  52 

74  13 

400 

EST 

8A 

J  A  PLUNKETT 

3 

CHARLOTTEBURG 

1582  PASSAIC 

PASSAIC 

41  03 

74  26 

760 

EST 

4P 

4P 

57 

57 

NEWARK  WATER  DEPT 

2  3    5   7 

CHATHAM 

1590  MORRIS 

PASSAIC 

40  44 

74  23 

185 

EST 

8A 

45 

45 

EDWARD  P  MOLITOR 

3 

CHATSWORTH  5  S 

1598  BURLINGTON 

COASTAL 

39  48 

74  32 

90 

EST 

5P 

5P 

9 

9 

WILLIAM  S  HAIN 

2  3    5   7 

CLAYTON 

1708  GLOUCESTER 

MAURICE 

39  39 

75  06 

120 

EST 

6P 

6P 

36 

56 

HARRY  P  CAMPBELL 

2  3    5   7 

CLINTON 

1749  HUNTERDON 

RARITAN 

40  38 

74  55 

300 

EST 

6P 

6 

L  W  KLOCKNER 

3 

CULVERS  LAKE 

2130  SUSSEX 

DELAWARE 

41  10 

74  47 

760 

EST 

5P 

48 

L  S  DEPUE 

3 

DEEPWATER 

2209  SALEM 

DELAWARE 

39  41 

75  30 

EST 

MID 

DU  PONT  DE  NEMOURS  CO 

3 

ELIZABETH 

2644  UNION 

COASTAL 

40  40 

74  14 

33 

EST 

5P 

5P 

70 

70 

UNION  CO  PARK  COMMISSION 

2  3    5 

ELIZABETHPORT 

2652  UNION 

PASSAIC 

40  39 

74  12 

30 

EST 

MID 

SEWAGE  TREATMENT  PLANT 

3  4 

ESSEX  FELLS  SERVICE  BLDG 

2768  ESSEX 

PASSAIC 

40  50 

74  17 

330 

EST 

8A 

8A 

BOROUGH  ESSEX  FELLS 

2  3  4  5 

FLEMINGTON  1  NE 

3029  HUNTERDON 

RARITAN 

40  30 

74  52 

134 

EST 

5P 

5P 

52 

63 

DONALD  YOUNG 

2  3    5  7 

FORTESCUE 

3102  CUMBERLAND 

DELAWARE 

39  14 

75  10 

5 

EST 

5P 

F  A  RODENBAUGH 

3 

FREEHOLD 

3181  MONMOUTH 

RARITAN 

40  15 

74  17 

194 

EST 

5P 

5P 

45 

45 

FRANK  J  MOREAU 

2  3  4  5   7 

GLASSBORO 

3291  GLOUCESTER 

DELAWARE 

39  42 

75  07 

EST 

MID 

PROF  SANGREE 

3  4 

GREAT  MEADOWS 

3416  WARREN 

RARITAN 

40  53 

74  56 

540 

EST 

MID 

EDWARD  NUISMER 

3  4 

GREENWOOD  LAKE 

3516  PASSAIC 

PASSAIC 

41  09 

74  20 

660 

EST 

7A 

WATER  SUPPLY  COMMISSION 

3 

HAMMONTON 

3662  ATLANTIC 

MULLICA 

39  38 

74  48 

95 

EST 

5P 

5P 

17 

43 

J  G  WILSON 

2  3    5 

HIGHTSTOWN 

3951  MERCER 

RARITAN 

40  16 

74  31 

100 

EST 

8P 

8P 

53 

56 

JAMES  R  PICKERING 

2  3    5   7 

HIGHTSTOWN  PUMPING  STATION 

395G  MERCER 

RARITAN 

40  17 

74  32 

75 

EST 

MID 

DEPT  WATER  AND  SEWERS 

3  4 

INDIAN  MILLS  2  W 

4229  BURLINGTON 

MULLICA 

39  48 

74  45 

100 

EST 

8P 

8P 

59 

60 

EDWARD  ENTWISTLE 

2  3    5  7 

IRVINGTON 

4260  ESSEX 

COASTAL 

40  43 

74  15 

EST 

MID 

SEWAGE  TREATMENT  PLANT 

3  4 

JERSEY  CITY 

4339  HUDSON 

COASTAL 

40  44 

74  04 

135 

EST 

MID 

MID 

51 

51 

JERSEY  CITY  WATER  DEPT 

2  3    5          i 

LAKEHURST  AIRPORT 

4596  OCEAN 

COASTAL 

40  02 

74  19 

128 

EST 

MID 

U  S  NAVY 

3  4 

LAKEWOOD  1  ENE 

4627  OCEAN 

COASTAL 

40  06 

74  13 

54 

EST 

6P 

6P 

45 

45 

GEORGE  G  WADDILL 

2  3    5   7 

LAMBERTVILLE 

4635  HUNTERDON 

DELAWARE 

40  22 

74  57 

75 

EST 

6P 

6P 

62 

62 

E  E  CASE 

2  3    5          , 

LAYTON  3  NW 

473  5  SUSSEX 

DELAWARE 

41  13 

74  50 

480 

EST 

6P 

6P 

48 

48 

A  M  DEPUE 

2  3    5 

LITTLE  FALLS  WATER  CO 

4887  PASSAIC 

PASSAIC 

40  53 

74  14 

157 

EST 

9A 

9A 

35 

46 

PASSAIC  VALLEY  WATER  CO 

2  3    5 

LONG  BRANCH 

4987  MONMOUTH 

COASTAL 

40  18 

74  00 

34 

EST 

MID 

MID 

41 

41 

STORM  WARNING  DISPLAY  ST/ 

2  3  4  5 

LONG  VALLEY 

5003  MORRIS 

RARITAN 

40  48 

74  46 

660 

EST 

7A 

7A 

19 

19 

ARTHUR  BACKMAN 

2  3    5  7 

LUMBERTON 

5055  BURLINGTON 

DELAWARE 

39  58 

74  48 

25 

EST 

MID 

JAMES  LAWTON 

3  4 

MACOPIN  INTAKE 

5071  PASSAIC 

PASSAIC 

41  01 

74  24 

EST 

9A 

NEWARK  WATER  DEPT. 

3 

MANVILLE 

5197  SOMERSET 

RARITAN 

40  33 

74  34 

50 

EST 

MID 

4 

R  R  STONE 

3 

MARLBORO 

5244  MONMOUTH 

COASTAL 

40  20 

74  14 

120 

EST 

MID 

GEROW  BRILL 

3  4 

MARLTON  1  W 

5252  BURLINGTON 

DELAWARE 

39  54 

74  55 

90 

EST 

6P 

8 

DAVID  GRISCOM 

3 

MAYS  LANDING 

5346  ATLANTIC 

GREAT  EGG  HARBOI 

39  27 

74  44 

50 

EST 

5P 

5 

ELMER  EARLE 

3 

MIDLAND  PARK 

5503  BERGEN 

PASSAIC 

40  59 

74  09 

210 

EST 

MID 

3 

HARRY  MITCHELL 

3 

MILLVILLE 

5576  CUMBERLAND 

MAURICE 

39  24 

75  03 

60 

EST 

MID 

9 

L  J  GALLAHER 

3  4 

MILLVILLE  CAA  AIRPORT 

5581  CUMBERLAND 

MAURICE 

39  22 

75  04 

76 

EST 

MID 

MID 

3 

3 

CIVIL  AERO  ADM 

2  3  4  5   7       J 

MILTON 

5597  MORRIS 

PASSAIC 

41  01 

74  32 

EST 

7A 

JERSEY  CITY  WATER  WORKS 

3 

MOORE STOWN 

5728  BURLINGTON 

DELAWARE 

39  58 

74  57 

62 

EST 

MID 

8A 

86 

86 

JAPANESE  BEETLE  LAB 

2  3    5   7 

MORRIS  PLAINS  1  W 

5769  MORRIS 

PASSAIC 

40  50 

74  30 

400 

EST 

4P 

4P 

4 

8 

JAMES  C  LONG 

2  3    5  7 

NEWARK  WB  AIRPORT 

6026  ESSEX 

COASTAL 

'0  42 

74  10 

11 

EST 

MID 

MID 

50 

95 

U  S  WEATHER  BUREAU 

2  3  4  5  7       ; 

IT5W  BRUNSWICK  EXPERIMENT  STA 

6062  MIDDLESEX 

RARITAN 

40  29 

74  27 

99 

EST 

5P 

5P 

92 

95 

NEW  JERSEY  EXP  STATION 

2  3    5   7 

NEW  MI  I.FORD 

6146  BERGEN 

HACKENSACK 

40  57 

74  02 

12 

EST 

MID 

31 

3  4 

NEWTON 

6177  SUSSEX 

DELAWARE 

41  03 

74  45 

769 

EST 

8A 

8A 

66 

66 

C  M  WHEELER 

2  3    5   7 

OAK  RIDGE  RESERVOIR 

6460  PASSAIC 

PASSAIC 

41  02 

74  30 

870 

EST 

4P 

NEWARK  WATER  DEPT. 

3 

ORANGE 

6560  ESSEX 

PASSAIC 

40  47 

74  14 

140 

EST 

MID 

9 

COUNTY  ENGINEER 

3  4 

PATERSON 

6775  PASSAIC 

PASSAIC 

40  55 

74  10 

100 

EST 

8A 

8A 

79 

78 

P  J  DEL  VECCH1E 

2  3    5   7 

PEMBERTON  1  E 

6843  BURLINGTON 

DELAWARE 

39  58 

74  41 

60 

EST 

5P 

5P 

20 

20 

CHARLES  A  DOEHLERT 

2  3    5  7 

PHILLIPSBURG 

6974 | WARREN 

DELAWARE 

40  41 

75  12 

182 

EST 

10P 

10P 

58 

6b 

TOWN  ENGINEER 

2  3    5 

PHILLIPSBURG  BRIDGE 

6979  WARREN 

DELAWARE 

40  42 

75  12 

EST 

8A 

10 

JOINT  TOLL  BRIDGE  COMM 

3 

PLA INFIELD 

7079  UNION 

RARITAN 

40  37 

74  25 

120 

EST 

8P 

8P 

58 

61 

S  K  PEARSON 

2  3    5   7 

PLEASANTVILLE 

7131  ATLANTIC 

COASTAL 

39  25 

74  31 

8 

EST 

9A 

9A 

26 

51 

26 

N  J  DEPT  OF  CONSERVATION 

2  3    5   6 

PRINCETON  WATER  WORKS 

7328  MERCER 

RARITAN 

40  19 

74  40 

90 

EST 

MID 

PRINCETON  WATER  CO 

3 

QUAKERTOWN 

7372  HUNTERDON 

DELAWARE 

40  34 

74  57 

645 

EST 

AR 

IWILLIS  W  VAIL 

3  4 

RAHWAY 

7393 

UNION 

RAHWAY 

40  36 

74  15 

20 

EST 

MID 

10 

LOUIS  FONTENELLI 

3  4 

RIDGEFIELD 

7545 

BERGEN 

HACKENSACK 

40  50 

74  00 

80 

EST 

MID 

MID 

32 

32 

GEORGE  P  KIRSTEN 

2  3    5   7 

RINGWOOD 

7587 

PASSAIC 

PASSAIC 

41  03 

74  16 

305 

EST 

10A 

2 

NO  JERSEY  WATER  SUPPLY 

3 

RUNNEMEDE 

7817 

CAMDEN 

DELAWARE 

39  51 

75  04 

42 

EST 

9P 

9P 

HENRY  D  MOSHER 

2  3    5   7 

RUNYON 

7825 

MIDDLESEX 

COASTAL 

40  26 

74  20 

18 

EST 

6P 

6P 

25 

26 

26 

N  J  DEPT  OF  CONSERVATION 

2  3    5   6 

RUTHERFORD 

7833  BERGEN 

PASSAIC 

40  49 

74  07 

51 

EST 

8P 

8P 

5 

5 

HAROLD  SCOTT 

2  3    5 

SANDY  HOOK 

7869 | MONMOUTH 

COASTAL 

40  28 

74  01 

22 

EST 

7P 

MID 

51 

51 

U  S  COAST  GUARD 

2  3  4  5 

SEABROOK 

7936 .CUMBERLAND 

DELAWARE 

39  30 

75  14 

100 

EST 

MID 

SEABROOK  FARMS 

3  4 

SOMERVILLE 

8194  SOMERSET 

RARITAN 

40  35 

74  37 

65 

EST 

6P 

6P 

63 

66 

W  E  HAVER 

2  3    5   7 

SPLIT  ROCK  POND 

8402  MORRIS 

PASSAIC 

40  58 

74  28 

EST 

10A 

JERSEY  CITY  D  P  W 

3 

SPRINGFIELD 

8423  UNION 

COASTAL 

40  43 

74  18 

EST 

MID 

N  J  DEPT  OF  CONSERVATION 

3  4 

SUSSEX 

8644  SUSSEX 

HUDSON 

41  13 

74  36 

450 

EST 

6P 

6P 

51 

34 

MARSHALL  HUNT 

2  3    5   7 
3 
3 
3 

SWEDESBORO 

8680  GLOUCESTER 

DELAWARE 

39  45 

75  19 

75 

EST 

6P 

3 

E  R  HURFF  CO 

SWEDESBORO  5  NW 

8685  GLOUCESTER 

DELAWARE 

39  47 

75  24 

10 

EST 

NOON 

3 

SUN  OIL  CO 

TOMS  RIVER 

8816  OCEAN 

COASTAL 

39  57 

74  14 

33 

EST 

5P 

28 

ROBERT  F  SNYDER 

TRENTON  NO  2 

8878  MERCER 

DELAWARE 

40  14 

74  46 

105 

EST 

HID 

MID 

19 

19 

E  H  RISTOW 

2  3    5 
2  3  4  5   7 
2  3   5 

3 

3  4 

TRENTON  WB  CITY 

8883  MERCER 

DEIAWARE 

40  13 

74  46 

56 

EST 

MID 

MID 

77 

77 

U  S  WEATHER  BUREAU 

TL'CKERTON 

8899  OCEAN 

COASTAL 

39  37 

74  21 

23 

EST 

5P 

5P 

50 

55 

LLOYD  V.  SAMPSON 

VINELAND 

9135  CUMBERLAND 

MAURICE 

39  29 

75  01 

110 

EST 

5P 

59 

59 

ROBERT  JONES 

WANAQUE  RAYMOND  DAM 

9187  PASSAIC 

PASSAIC 

41  02 

74  18 

320 

EST 

8A 

3 

WATER  SUPPLY  COMMISSION 

WATCHUNG 

9271 

UNION 

PASSAIC 

40  40 

74  25 

EST 

MID 

BONNIE  BURN  SANITARIUM 

3  4 

3  4 

3  4 

2  3    5 

WESTFIELD 

9455 

UNION 

RAHWAY 

40  39 

74  21 

135 

EST 

9A 

10 

TOWN  ENGINEER 

WOODCLIFF  LAKE 

9832 

BERGEN 

HACKENSACK 

41  01 

74  03 

103 

EST 

MID 

31 

HACKENSACK  WATER  CO 

WOODSTOWN  2  NW 

9910 

SALEM 

DELAWARE 

39  40 

75  20 

16 

EST 

6A 

6A 

3 

13 

CHARLES  CLARK 

NEW  STATIONS 

AUDOBO* 

0346 

CAMDEN 

DELAWARE 

39  54 

75  04 

50 

EST 

IIP 

IRVING  J  NYGREN 

3 

W.R.P.C.,  Chattanooga,  Tenn.  12/27/50  825 
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NEW    JERSEY  -   NOVEMBER   1950 

A.    E.  White,   Section  Director   -  Trenton 

WEATHER  SUMMARY 

November  weather  was  featured  by  record  breaking  heat  for  the  season  during  the  first  week,  and  one  of  the  mo. 
destructive f  widtatopL  on  the  25th,  that  ever  struck  this  State.  Precipitation  was  mucn  above  normal  due  large 
to   the   heavy  rainfall   on  the   25th.      Total   sunshine  was   near   normal. 

The  month  began  with  unseasonably  warm  weather.  On  the  1st  and  2d,  nearly  »"  »*B;j?n|tbg1J^»at^;^he^«^J 
their  previous  hxgh  records  for  November.  The  highest  registered  was  88  on  the  1st  at  Elizabeth,  w&lcn  exceea 
thrnrevious  hiKh  record  for  the  State  by  5°.  The  first  10  days  averaged  approximately  10  warmer  than  normal 
was  a^o  ^usually  warn  on  the  16th  and  20th.  The  remainder  of  the  month  after  the  10th,  however,  was  mostly  cold 
than  normTl  Resulting  in  a  State  departure  for  the  month  of  only  2.3°  above  normal.  The  lowest  temperature  r 
ported  was   13°    at   Runyon  on  the    14th  and  Layton  on  the    15th. 

for   the  Coast   -2.19   inches. 

Snowfall  was  of  minor  importance  averaging  only  one   inch  for   the  State     though  some   north  Jersey   localities  had  mcl 

thly   totals  up   to  three   or   four   inches.      The  principal  snowfall  was   on  tne   28th. 

THE    STORM  OF  NOVEMBER   25,    1950. 
*  m       »k»^  ve.     loin  mm   he  lone  remembered  bv   the  people  of  New   Jersey  and   adjacent    areas.      WhiB 

In  tM,  at.t..     ThJ  lJi«  of  l«e   in  tu.   .tor.  .as   .uch  gr.nter  th.n  In  oith.r  of  thoe.  taricnnss. 

mmmfMnmwmmii 

ing  heavy  much  of  the  time.  Amounts  for  the  day  of  3  00  ^esor^re  were  the  %\le  Bur^ngtonMportedT^ 
idk  nea/the  coast  *  *™  j*"?**  **?%*£  0^*£^M£ThX^l^^  «»*  s*ste-  of  treJ 
%!g£&iZi**Z?£SZZ£™  win7d.inAhiesSo;  mucl  of  hf  damage  *£*{.•«•  »*  -  *>"'  ™"«  *J 
areas  was   due   to   flooding  of  homes   caused  by   the   heavy  rains   and  wind  driven  tides. 

*w      t«^.=   «*  m>»        From   all   reDorts      it   appears   that   the  storm  caused  the   death  of* 

have   been   induced  by   the   storm. 

No  part  of  the  State  escape, L  -««.  **  wind, ^-  ^  ;-^«ttfly-^jrtL-;oStocSi?lnS-l!ia8o;  t^STS 
the   northwestern  quarter  of   the   State.      The  heavy   damage  was   fnaeaiiy   uu  indicate  that   property  damle 

and  whole  gale  winds.      J^ile  official  ^tmates  are  n^  gel        mablr   port      in  die  ^P   buildin> 

in  New  Jersey  exceeded  $30,000,000.  The  principal  forms  of  dam^e  J^e.  <i£ u^£  The  Public  Service  Electlc 
particularly  to  roofs,  windows  and  store  fronts  (2)  P°»«  "Jr«°"^i cost  oi  restoring  which  was  enormous;  afc 
and  Gas  Company  reported  service  disrupted  to  375  .°?°  ^J"*8™'  to  five  da vs  was  of  great  importance.  (3)  I- 
the   damage  from  lack  of  heat,   electricity  and  refrigeration  from  one  to  five  da ys  *"  °*   «""  La£        trees  over  L 

and  Civil   Defense  units. 

for   similar   reasons.  AEW 
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SUPPLEMENTAL    DATA 
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Wind  direction 


1! 
II 


in    p 


<ra 


Jl 


!l 


R.l.liv.    huml.dlv   avmagaa 


s   ?s 


?5 


5S 


Nmnl.i  d  .i.v.  will!  pm  ii.ltattoe. 


Si 


II 


Hi 


1 


«n.«<rrn-   *  ITY  IB  CITY 

ILOHC    HKANl'll 

'wtari  in  ap 

T8JHTOK    WB    CITT 


Froa  vleual   obeerva- 
tlooa;    not    neceeearlly 
the    (ulnt    .11*. 


Ml 
SW 


17 
17 


17.4 
14.4 
11.2 
10.7 


72 
70 
82* 
64 


I 

ai 

K 


25 
29 
25 
25 


80 
79 


87 
85 


88 
85 


68 

60 


6.3 
6.2 

6.1 
6.7 


COMPARATIVE  DATA 


Temperature 

Precipitation 

s.  g 

T«ar 

• 

I 

•  -3 

•3  i 

1 

* 

?! 
11 

~°    0 

6  « 
Z  P 

1885 

44.8 

76 

18 

4.53 

1886 

44.5 

73 

17 

4.49 

1887 

41.5 

72 

13 

1.94 

6 

1888 

45.8 

77 

8 

3.97 

10 

1889 

45.7 

69 

13 

8.48 

13 

1890 

43.8 

74 

11 

.82 

8 

1891 

42.2 

70 

6 

2.39 

4 

1892 

41.9 

71 

12 

7.29 

11 

1893 

41.8 

70 

11 

3.48 

7 

1894 

40.3 

76 

11 

3.34 

10 

1895 

45.7 

80 

12 

3.17 

0.0 

10 

1896 

48.2 

78 

12 

3.05 

3.2 

8 

1897 

43.8 

74 

10 

4.59 

1.3 

12 

1898 

42.4 

70 

11 

6.76 

14.7 

14 

1899 

44.0 

71 

17 

2.29 

1.1 

7 

.1900 

47.5 

79 

15 

3.43 

T 

9 

1901 

38.5 

69 

10 

2.38 

0.8 

6 

1902 

49.3 

80 

20 

2.20 

0.2 

8 

1903 

39.9 

79 

3 

1.26 

T 

6 

1904 
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6 
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1.6 
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42.1 

70 
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0.1 

6 

1*06 

43.6 

70 

8 
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2.3 

6 
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43.5 

68 

13 

5.65 

0.8 

13 

1908 

43.1 

72 

2 
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46.4 

80 

12 

2.36 

2.1 
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1910 

40.4 

71 

13 

3.79 

1.4 

9 

1911 

41.3 

73 

13 

5.17 

1.7 

10 

1912 

45.3 

76 

11 

3.43 

1.3 

6 

1913 

46.2 

77 

21 

2.71 

T 

7 

1914 

43.3 

80 

6 

2.60 

0.7 

6 

1915 

44.0 

75 

17 

1.69 

0.0 

8 

1916 

43.3 

75 

12 

2.11 

T 

8 

1917 

39.8 

68 
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.56 
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43.9 

71 

12 
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7 

1919 

43.7 

76 

13 

3.74 

T 

11 

1920 

43.0 

74 

12 

4.41 

0.2 

10 

1921 

44.3 

79 

18 
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0.1 

14 
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44.3 

73 

13 

.91 

0.2 
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1923 

43.1 

72 

11 

2.51 

0.0 

7 

1924 

42.9 

77 

1 

2.03 

1.3 

5 

1925 

42.0 

76 

10 

3.40 

0.7 

9 

1926 

42.5 

76 

8 

4.04 

T 

9 

1927 

47.9 

78 

15 

4.02 

0.1 

11 

1928 

45.1 

78 

13 

1.90 

0.3 

9 

1929 

44.5 

_aa_ 

4 

2.73 

0.4 

10 

1930 

44.1 

73 

2 

3.70 

0.2 

9 

1931 

50.3 

80 

14 

.82 

1.6 

6 

1932 

42.0 

71 

3 

7.81 

T 

9 

1933 

40.6 

78 

7 

1.01 

0.6 

7 

1934 

47.3 

80 

10 

2.91 

0.1 

11 
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1935 

47.8 
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8 

4.95 

2.1 

13 

1936 

41.1 

80 

3 

1.18 

1.3 

6 

1937 

43.7 

72 

10 

4.56 

0.2 

9 

1938 

45.6 

80 

-   7 

3.42 

12.6 

12 

1939 

41.5 

78 

12 

1.86 

0.2 

4 

1940 

43.5 

76 

10 

4.66 

1.0 

10 

1941 

46.8 

78 

13 

2.90 

0.0 

5 
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44.9 

78 

12 

4.14 

T 

10 

1943 

42.4 

73 

9 

2.89 

T 

6 

1944 

43.8 

76 

13 

6.44 

0.9 

9 

1945 

46.1 

80 

11 

5.54 

2.  1 

12 

1946 

48.3 

78 

10 

1.45 

T 

7 

1947 

42.0 

67 

10 

6.49 

T 

10 

1948 

49.8 

83 

17 

4.66 

T 

13 

1949 

43.8 

80 

2 

1.61 

0.4 

8 

1950 

46.3 

88 

13 

5.49 

1.0 

Period 

44.0 

3.35 

1.1 
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lo  addition  to  the  cllmatological  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydrocllma- 
Cic  Network  Stations  which  were  formerly  reproduced  In  the  Hydrologlc  Bulletin 
hieries.   The  Hydroclimatlc  Network  Is  a  nationwide  net  of  rain  gages — mostly  of 
.the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
jistablished  In  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Vrmy ,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
|>f  rainfall  Intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
.,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
feather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
ay  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
jtween  1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
lata  required  In  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  In 
the  Western  States. 


Previous  to  the  Introduction  of  this  bulletin  series,  data  from  Kydroc lima tic 
Network  stations  were  presented  In  bulletins  (Hydrologlc  Bulletins)  which 
were  Issued  monthly  for  each  of  6  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologlc  Bulletin  Series  are  available  for  inspection 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  In  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


See  reference  notes  following  Station  Index 
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0 

to 
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8  I 

ATLANTIC  CITY  WB 

49.2 

3.6 

80 

27 

26 

477 

0 

5 

3.67 

.85 

2.61 

25 

T 

0 

8 

2 

i 

BELLE PLAIN 

47.3 

2.5 

85 

20 

15 

532 

0 

15 

6.73 

3.98 

3.75 

25 

0 

t 

8 

4 

2 

BELVIDERE 

81              1 

21 

26 

0 

6.16 

2.78 

4.00 

25 

2.3 

10 

6 

1 

BOONTON 

43.7 

2.0 

80             2        |      20 

15 

0 

18 

5.69 

2.09 

2.85 

26 

9 

4 

2 

BRIDGETON 

47.5 

1.7 

82 

21 

26 

0 

13 

7.11 

4.29 

5.76 

25 

T 

0 

5 

3 

1 

BURLINGTON 

49.6 

3.8 

85 

24 

14+ 

468 

0 

7 

8.25 

5.08 

4.00 

26 

0 

0 

8 

5 

3 

CANOE  BROOK 

44.6 

2.8 

84 

17 

14 

0 

17 

6.05 

2.22 

2.23 

26 

9 

5 

3 

CAPE   MAY 

51.  OM 

3.7 

83 

372 

0 

4.94 

2.30 

0 

0 

7 

CHAR  LOT TEBURG 

42.6 

1.6 

81 

1+ 

15 

15 

667 

0 

17 

7.26 

3.48 

3.33 

25 

2.8 

3 

28 

12 

5 

3 
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46.5 

87 

18 

14+ 

551 

0 

14 

5.95 

2.90 

25 

T 

0 

7 

3 

2 

CLAYTON 

47.0 

2.3 

82 

20 

26 

540 

0 

13 

4.10 

1.24 

3.05 

25 

.1 

T 

28 

8 

4 

1 

ELIZABETH 

48.2 

4.2 

88 

23 

15 

505 

0 

12 

4.81 

1.57 

1.85 

25 

T 

0 

9 

5 

2 
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44.4 

84 

21 

13+ 

0 

18 

6.58 

3.40 

26 

2.0 

9 

4 

2 
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45.3 

1.5 

84 

1+ 

17 

15 

583 

0 

15 

5.05 

1.84 

1.72 

25 

2.5 

1 

28 

11 

6 

2 

FREEHOLD 

47.3 

2.4 

83 

1+ 

20 

26 

534 

0 

13 

5.76 

1.83 

2.70 

25 

.  3 

0 

7 

5 

2 

HAMMONTON 

48.8 

5.6 

86 

23 

15 

491 

0 

13 

T 

0 

BICBTSTOWK 

49. 6M 

5.7 

82 

459 

0 

4.26 

1.00 

2.43 

25 

.7 

0 

9 

4 

1 

INDIAN  MILLS  2   MI  W 

46.3 

2.3 

86 

17 

13+ 

561 

0 

15 

5.72 

2.60 

4.20 

25 

T 

0 

8 

3 

1 

JERSEY   CITY 

45.8 

.8 

80 

1+ 

27 

26 

579 

0 

11 

T 

0 

LAKKWOOD 

47. 3M 

3.3 

85 

1+ 

16 

15 

528 

0 

4.24 

1.14 

1.96 

25 

T 

21+ 

8 

5 

2 

LAMBERTVILLE 

46.2 

2.9 

84 

20 

27 

560 

0 

14 

5.38 

2.16 

2.90 

25 

1.5 

0 

10 

4 

1 
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42.2 

2.7 

85 

13 

15 

678 

0 

22 

4.78 

1.63 

1.29 

25 

2.1 

2 

28 

10 

7 

2 

LITTLE    FALLS   WATER 

45.9 

2.7 

84 

22 

15 

0 

14 

5.21 

1.74 

1.95 

26 

1.5 

1 

28 

12 

4 

2 

LONG   BRANCH 

46.9 

2.3 

83 

1+ 

25 

26 

543 

0 

14 

4.50 

1.11 

2.58 

25 

T 

0 

9 

4 

1 
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42.5 

1.4 
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18 

15 

0 

18 

5.62 

1.14 

2.0 
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MILLVILLE  CAA   AIRPORT 

46.4 

84 

22 

26 

561 

0 

16 

4.79 

3.58 

25 

T 

T 

25+ 

8 

3 

1    1 

MOORESTOWN 

46.4 

3.2 

84 

21 

26 

559 

0 

12 

5.97 

2.73 

2.90 

26 

1.7 

2 

28 

6 

5 

3 

MORRIS   PLAINS 

45.2 

83 

20 

15 

590 

0 

15 

6.31 

2.76 

25 

2.0 

2 

28 

10 

5 

2 

NEWARK  WE   AIRPORT 

47.0 

3.0 

85 

26 

26 

546 

0 

10 

5.07 

1.64 

2.74 

25 

T 

0 

8 

3 
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47.8 

4.0 
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1+ 
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0 

12 

5.10 
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2.25 
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1.8 

1 

28 

9 

5 
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41.3 

.3 

81 

17 

13  + 
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20 

6.33 

3.10 

3.65 
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2.5 

3 

29 

9 

4 
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47.3 

.9 
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20 

15 
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0 

14 

3.45 

.22 

2.20 

25 

0 

0 

8 

3 
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PHILLIPSBURG 

45.3 

3.3 

84 

21 

26 

564 

0 

14 

5.38 

2.21 

2.60 

25 

4.0 
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28+ 

8 

7 
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PLA  INFIELD 

46.5 

3.4 

86 

22 

14+ 

557 

0 

14 

6.55 

3.21 

3.40 

25 

1.5 

T 

28+ 

7 

5 
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RIDGEFIELD 

45.1 

1.9 

85 

25 

13+ 

597 

0 

17 

4.86 

1.68 

1.94 

25 

.1 

T 

23 

7 

4 
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RUNNEMEDE 

46.5 

86 

21 

26 

556 

0 

IS 

5.06 

3.55 

25 

1  .0 

T 

28 

7 

3 
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RUNYON 

45.5 

2.7 
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13 

14 

590 

0 

13 

5.42 

2.05 
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48. 5M 

2.7 
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29 

6 

5 
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45.9 
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43.9 
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46.9 
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4.16 
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26 

0 
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5.71 

2.14 

26 

1.2 

1 

28 

6 

4 

3    I 

STATE 

46.3 

2.3 

5.49 

2.14 

l- 

1.0 

1 

See   reference  noteB  following  Station   Index 
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5.14 
4.50 
4.50 
E3.62 
5.19 

ICOPIN    INTAKE 

UITILLE 

UtLBORO 

U0.TOH    1    HI    TEST 

ITS  LANDING 

R 

.05 

.06 
.73 
1.54 
.15 
.38 

1.40 

.02 

.62 

1.03 

.01 
T 

.04 
.03 

T 
.03 

.09 
.02 

.01 

.60 
.65 
.08 
.10 

1.00 
T 

.09 
.44 
.46 

.10 

.04 

1.21 

2.02 

2.98 
4.37 
3.71 

3.40 

.06 
.18 

.06 

.06 
3.03 
.18 
.29 
.03 

.04 

.01 

7.38 
8  3   3.3 
'       I 
6.07 
6.02 

IDUNTJ   PARK 
LLV1LLE 
LtTILLE 

LLTILLE   CAA    AIRPORT 
LTON 

8 

.07 

.14 

.03 
.36 
36 
.42 

.03 

1.89 
1.09 

.02 

.02 
.05 
.02 

.02 

.04 
.10 

.51 
.51 
.54 
.02 

1.05 
.08 
.08 
.16 

1.06 

.01 
.01 
.01 
.02 

.58 

2.15 
3    49 
3.49 
3.58 
1.03 

T 
4.40 

.03 
.03 

.01 

12 

•-Z 
.13 
.01 

04 

.02 

10 

5.96 
4.83 
4.63 
4.79 
8.21 

30USTOWN 

JKBIS    PLAINS 

DUK   TB   AIRPORT 

Iff   BRUNSWICK    EXP    STA 

II  ■1LFORD 

X 

.13       .20 

T      1  1.35 

1      .20 

1      .02    1.97 

1.10 

1.50 
.02 

1.18 
.09 

.02 

.01 
.01 

T 

T 

.03 
.06 

T 

.05 
T 
.06 

T 

.13 
.57 
.04 
.92 

.44 

.74 
.12 
60 
.06 

T 

T 
.01 

T 
T 

1.20 
2.76 
2.74 
2.25 
1.80 

2.90 
.53 
T 
.35 

T 

:S 

.23 
.40 

.16 

T 

T 
T 

7 
7 

5.97 
6.31 
5.07 
5.10 
5.08 

Iff  KILFOKD 

nrroH 

VI  RIDGE    RESERVOIR 
UJKjX 

nau 

» 

02    1.961      .10 

IS       .021.10 
.15       .23       .94 

T 

.04 

.01 
.02 
.12 

.02 

.90 
.14 

.08 
.53 
.84 

.06 

1.80 

.57 
3.96 

3.65 
LSI 

.16 
.18 
.27 

.08 

.05 

7 
.02 

5.07 
6.33 

8.71 

a 

•           •         2.10 
.01    1.56!     .01 

.03 

.03 

.59 
.57 

.06 
.06 

.01 
.01 

1.15 
1.13 

15 

.15 

4.09 
3.53 

ISBERTON-  I    HI    EAST 

1ILLIPSBURG 

HLLIPSBURG    BRIDGE 

-AIRFIELD 

IIHCBTON    WATER   WORKS 

.16 

.30       .44 

.22       .55 

!     .31 

T        1.60 

.39 

.25 

.04 

1    88 

T 

.03 
T 

T 
.02 

T 
.14 

T 

.20 

.09 

.05 

.05 

T 

.01 

T 

.10 

.38 

.46 
.39 
.35 
.50 
.08 

T 

T 

T 

T 

T 

2.20 
2.60 

3.40 
2.50 

.04 

.95 

3.32 

T 

T 
T 

.16 
.25 
.21 
.30 
T 

T 
T 

T 

3.45 
5.38 
4.78 
6.55 
4.77 

lAKSRTOrN 

.08,1.37 

.01 

.02 

.04 

.62 

3.95 

T 

.42 

.02 

6.53 

■HWAV 

DGKFIRLD 
HQVOOD 

R 

.02 

T 

.04 

1.27       .06 
1.80 
.05       .94 

T 

.02 
T 

T 

.05 
.05 
.04 

.02 
.05 

.66 
.66 
.50 
T 

.04 

.06 

.36 

1.01 

T 
.01 

Toi 

2.89 

2    90 

1.94 

.85 

2.72 

r 

.01 

T 

.15 
.11 
21 
15 

.02 
.01 

T 

5.06 
5.20 
4.86 
5.83 

KTBMKDE 
VTON 

DDT   BOOK 
ABSOOK 

R 

.87! 

.24         64 
.37       .90 
.32! 
.18;     .78 

.01 

.03 

T 

I 

.26 

T 

.24 

.68 
.58 

T 

3.55 
.20 

3.60 

2.00 

T 

.10 

-68 

.26 
T 

5.06 
5.42 
4.73 

VRBTILLE 

T 

.21, 

.09 

.17 
.43 

r 

6.57 
3.33 

.03 

.20 
.36 

7.47 
5.20 

LIT  ROCK  POND 
HUG  FIELD 
3SEX 
SDKS  BO  RO 

R    ' 

.10 
.20 

.05'1.29 
1    91       .09 

.16 'I. 15 
T        1 .  07 
T           .55 

.02 

.02 

.02 

.06 
.02 
.07 

.01 
.60 
.07 

.91 

.08 
.40 

.01 

T 

.01,1.10 
2.31 
4.00 

3.30 
1.50 

.10 
.22 
.20 

.03 

.02 
.20 

7.01 
5.25 
7.99 

KDESBORO    6    HI    NT 

T 

T 

.051 

r 

I 

T 
.01 

T 

.40 
.43 

T 

4    13 

.17 

12 

.07 

T 

T 

5.77 
5.97 

MS  BITER 
SNTO.V         NO   2 
KJtTON   WB   CITY 
CKSRTON 

R 

.50,     .54 
1.4T       .01 
1-33       .01 

.10    1.80 

.06 

.02 
.01 

.13 
.08 

T 

.32 
.22 

1.05 
.12 
.06 

T 

T 

1.57 
3   04 
2.31 

T 
.03 

.23 

11 

T 
T 

3.66 
5.34 
4.16 

NELAND 

.10!     .26 

T 

.75 

T 

2.57 

.15 

T 

3.83 

lAQUB    RAYMOND    DAM 

KAQCK    RAYHOND    DAW 

TCHUNG 

STFIELD 

STFIBLD 

R 

R    1 

1 

.09 

.09 

.04 
.96 

1.13 
.34 

2.06 

1.00 
.08 
.01 

1.79 
.07 

1 

.05 
.03 
.06 
.02 

.05 
.02 
.02 

.76 
51 

.79 
.03 
.06 
.08 
.50 

.58 
.04 

T 

.03 

.73   2.46 
3.16       .15 
!.B5 

2.56       .32 
!    88 

.05 

.29 
.02 
.24 

10 

5.31 
5.31 
4.90 
5.77 
5.83 

XCLIPF  LAKE 
3D8TOWN   2    HI    NT 

.08 

1.62 

.10 
1.10 

1 

.06 

.02 

1 

1 

.  99 .    .07 
.33 

1            1 

2.08 

1. 90  12. 14 

1             1 

16 

.22 

- 

5.16 
5.71 

See  rtieroaon  notes  following  Station  Index. 
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HOURLY  PRECIPITATION 


NEW    JERSEY 
NOVEMBER   1950 


ESSEX  FELLS  SERVICE  BLDG 

GREAT    MEADOWS 

LITTLE  FALLS  WATER  CO 

NEW   MILFORD 

ORANGE 

RAHWAV 

WANAQUE    RAYMOND   DAM 


ATLANTIC    CITY   WB 

ELIZA BETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG    BRANCH 

LOMBERTON 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW   HILFORD 

ORANGE 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WANAQDE  RAYMOND   DAM 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN   PUMPING   STA 

IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG   BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW   MILFORD 

ORANGE 

RAHWAY 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 


ATLANTIC  CITY  WB 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

LAKEHURST    AIRPORT 

LITTLE  FALLS  WATER  CO 

MILLVILLE 

RAHWAY 

TRENTON  WB  CITY 


CAPE  MAY 

GREAT   MEADOWS 

HIGHTSTOWN  PUMPING   STA 

LONG  BRANCH 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW   MILFORD 

RAHWAY 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE   RAYMOND  DAM 

WATCHUNG 

WESTFIELD 


ESSEX   FELLS   SERVICE  BLDG 

GREAT   MEADOWS 

HIGHTSTOWN    PUMPING    STA 

LITTLE  FALLS  WATER  CO 

NEW   MILFORD 

ORANGE 

RAHWAY 

SPRINGFIELD 

WATCHUNG 

WE8TFIELD 


ELIZABETHPORT 


ATLANTIC  CITY   WB 
CAPE   MAY 


A.  M.  Houi  ending 


.09 

.02 

.01 

.01 

.01 

.10 

.04 

.02 
.02 

P.  M.  Hour  ending 


-1st- 


.01 

(12 


.07 
.02 
.06 

.05 
.01 
.22 


.02 
.01 

.01 
.02 

.01 
.02 
1.08 
.02 
.02 


.02 
.05 
.02 


.01 

01 

.07 

.01 

.01 

.01 

.01 

.03 

.01 

.01 
.03 


.02 
.03 


.02 

02 


03 
.  01 


.02 

.03 


-3d- 


-4th- 


01 
06 


.30 
.02 
.01 


.01 
.02 
.12 
08 


.01 

.01 


.25 
.12 


.01       .02 
.01 


.02      .03      .01 
»  .13 

.01      .01 

.02 
.01 


10         11         12 


.01 
.05 


.02 
.02 


.02 
.02 
.01 
.29 


.02  .02 

.10      .10 

*  * 

.01 


.09 
.02 


-5th 


.02 
.03 


.02 

.01       .40 


.02      » 

.36 


-10th- 


.01 
.01 


.01 

.01 


.01      .01 
.01 


.01       .01 

.01       .01 
.01 


-11th- 


-16th- 


.01 
01 


.01 
.25 


.63 

1.06 

.31      .31 

.33 

.63 


.54 
.29 
.81 


.  :*6 
.48 


.05 
38 


.78 
.17 
.05 
.41 
.87 


.09 
.06 
.42 

.29 
.07 
.35 


.07 
.02 
.75 
.03 
.08 
.31 
.09 
.06 

.08 
.06 
.02 
.04 
.10 


-17th- 


-19th- 


-20th- 


.01      .01 
.01 


.01 
.01      .02 


.03 

.01 


.03 
.01 

.01 


.01 
.01 


.02 
.02 
.03 
.02 
.38 


.01      .01 
.01      .01 


.01 
.01 


.04      .06      .08       .14      .06      .04 
.02      .02      .01       .08      .05      .0! 


S«a    r«f»r«nc« 


follnwinr  Station  Index. 
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ML 

JUii 

Li 

rr 

IrAJ 

lrl 

A 

(  ) 

^ 

Nil 

nun 

CM.  4  -1'oottau.d 

worm  in 

A  M  Houi  Mtdlsg 

P  M  Hou>  .odliHi 

SUHou 

1 

1 

2 

3 

4 

8 

8 

7 

8 

e 

10 

it 

12 

1 

3 

3 

4 

8 

8 

7 

B 

e 

10 



11 



13 

$ 

■POH 

.02 

.01 

.01 

.03 

.07 

.03 

.10 

OS 

.M 

ItMIX    TOLL!    SERTICI    BLOC 

.01 

03 

02 

.07 

.09 

.07 

.32 

03 

03 

.M 

i     K 

.01 

.07 

.07 

13 

21 

.06 

.07 

.12 

1 

.02      .04 

.02 

.02 

.02 

IS 

.08 

.04 

.OS 

.41 

IRVM     HUMS 

.02 

.02 

.07 

.01 

.OS 

.08 

.07 

07 

.03 

.33 

BMTITOWN    PUMPING    STA 

.01 

.01 

.01 

.04 

.07 

.01 

10 

,01 

.06 

.31 

Iirvim 

.02 

.01 

.05 

07 

.10 

,18 

.09 

.  18 

.78 

JUKllUKM    WKPORT                            « 

• 

• 

• 

• 

• 

.10 

• 

• 

• 

.nni,  r^us  wai-rs  co 

.01 

.01       .01 

.01 

.01 

OJ 

.01 

.04 

.08 

09 

.01 

.33 

.06 

.03 

.11 

,ONC    HKA-.CH 

■UKiumOH 

.01 

.03 

.05 

.09 

14 

.16 

.11 

.61 

.01 

.01 

.01 

.01 

.01 

.0* 

.03 

.06 

.28 

.04 

.03 

.38 

.08 

.11 

.16 

(ILLVILLE 

.03 

.25 

14 

.04 

.03 

.51 

ICTARK    «B    AIRPORT 

.02 

.01 

.02 

.05 

.06 

.03 

IK 

.11 

.07         .17 

in  riuord 

.02 

.02 

.03 

.08 

.10 

.07 

.37 

.13 

OS            90 

■Mil 

.04 

.02 

.01 

.07 

.  12 

.OS 

.  13 

.06 

.08 

.57 

uuniAT 

■  KAMii*  K 
.PRINGKTELP 
UNTO*    »tl    CITT 

.02 

.01 

.04 

.08 

.05 

.13 

21 

.05 

.08 

.66 

.02 

.03 

.01 

.03 

.03 

.04 

.03 

.31 

.04 

.04 

.02 

.07 

.11 

.03 

.17 

.03 

.07 

.10 

.01 

.02 

.02 

.01 

.07 

.05 

.04 

.22 

AKAQUV    RAYMOND   DAM 

.05 

.04 

.04 

.09 

.09 

.30 

.06 

.03 

.04 

.02 

.76 

ATCHUNG 

.04 

.01 

.04 

.07 

.06 

.07 

.12 

.03 

.08 

.51 

-2 

st- 

'TLANTIC   CITT  WB 

.09 

.02 

.01 

.01 

.03 

.01 

.02 

.19 

•.API   MAY 

.08 

.02 

.01 

.01 

.06 

.02 

.20 

XIZABKTBPORT 

.05 

.01 

.01 

.07 

3SBX    FELLS    SERVICE    BI.PG 

.04 

.01 

.01 

05 

.11 

■BOLD 

.03 

.03 

.01 

.07 

LASSBORO 

.06 

.04 

.04 

.  14 

BEAT    MEADOWS 

.07 

.02 

.09 

ilGBTSTOWN   PUMPING    STA 

.02 

.02 

.01 

.01 

.06 

BV I  NCTON 

.07 

.03 

.10 

AIEHUBST   AIRPORT                              6 

• 

.84 

.04 

.ITTLK  FALLS   WATER   CO 

.06 

.04 

.01 

.02 

.13 

OIK    BRANCH 

.09 

.05 

.01 

.15 

•UMBERTON 

.04 

.04 

.08 

ELMBO 

.05 

.04 

.09 

ILLVILLE 

.01 

.02 

.04 

.01 

.08 

HARK  WB  AIRPORT 

.06 

.03 

.02 

.01 

.12 

31   MILFORD 

.05 

.02 

.01 

.oe 

RANGE 

.04 

.01 

.01 

.06 

AST  AY 

.03 

.01 

.01 

.01 

.06 

KABROOK 
PR1<SGFIKLD 
RENTON  WB  CITT 

.04 

.06 

.04 

.02 

.01 

.17 

.03 

.01 

.01 

.01 

.01 

.01 

.08 

.03 

.02 

.01 

.06 

AHAQUE   RAYMOND  DAM 

PLMUHi 

SSTFIBLD 

.02 

.01 

.03 

.04 

.01 

.01 

.06 

.01 

.01 

.03 

.02 

.06 

.04 

.06 

.18 

.06 

.04 

.50 

-22d- 

BSTFIELD 

.04 

1 

.04 

-23d- 

TLANTIC   CITT  WB 

.01 

.01 

.01 

.03 

APE  MAY 

AKiHURST  AIRPORT                           6 

» 

* 

•          • 

* 

.02 

OKG    BRANCH 

.01 

.01 

ILLVILLE 

01 

.01 

•EWARK   *B   AIRPORT 

.01 

.01 

URGE 

.01 

.01 

-24th- 

AHAQUE  RAYMOND  DAM 

| 
-25th- 

.01 

.01 

.01 

.03 

iTLANTIC  CITY  WB 

.07 

.23 

.28 

.28 

.19 

.05 

.04 

.12      .07 

.25 

.52 

.45 

.01 

.02 

.03 

2.61 

■LIZABETHPORT 

.04 

.12 

.14 

.25 

.29 

.18      .18 

.08 

.18 

.11 

.07 

.10 

.31 

.02 

.02 

2.09 

:SSEX   FELLS    SERVICE   BLDG 

.01 

.14 

.16 

.26 

.28 

.26      .18 

.20 

.28 

.15 

.05 

.11 

1.12 

.10 

.01 

3.31 

•REiHOLD 

.27 

.34 

.29 

.11 

.09      .17 

.24 

.16 

.14 

.86 

.05 

.03 

2.78 

.LASSBORO 

.04 

.24 

.60 

.50 

.60 

.50 

.30 

.20 

.60 

.30      .30 

.12 

.04 

4.34 

IREAT    MEADOWS 

.03 

.02 

.11 

.30 

.35      .14 

.16 

.18 

.40 

.27 

.20 

.30 

.50 

.16 

.04 

.04 

.01 

3.21 

(IGHTSTOWN  PUMPING   STA 

.01 

.05 

.25 

.19 

.20 

.03 

.06      .29 

.23 

.29 

.24 

.66 

.05 

.01 

.03 

2.58 

RVINGTON 

.01 

.04 

.13 

.15 

.22 

.30 

.19      .17 

.10 

.11 

.15 

.03 

.09 

.30 

.03 

.03 

2.05 

ACHUKST  AIRPORT                           6 

* 

• 

* 

• 

* 

.36 

* 

* 

*           * 

» 

1.00 

* 

* 

* 

* 

• 

.24 

.TITLE  FALLS  WATEB  CO 

.01 

.02 

.16 

.18 

.18 

.30 

.23 

.17      .17 

.16 

.14 

.04 

.06 

.20 

.46 

.08 

.02 

3.58 

ORG    BRANCH 

.06 

.13 

.32 

.47 

.30 

.22      .31 

.05 

.06 

.07 

.03 

.51 

.02 

.02 

.01 

2.58 

■UMEEBTON 

.01 

.01 

.02 

.21 

.37 

.43 

.3< 

.20 

.02 

.26      .39 

.53 

1.17 

.20 

.02 

4.18 

[AELBOBO 

.14 

.48 

.71 

.35 

.15      .18 

.11 

.16 

.14 

.13 

.43 

2.98 

ILLVILLE 

* 

• 

• 

1.76 

• 

• 

* 

* 

* 

* 

1.26      • 

« 

* 

• 

* 

.47 

3.48 

UWARE  WB  AIBPORT 

.01 

.01 

.03 

.15 

.15 

.20 

.20 

.15      .21 

.12 

.17 

.18 

.10 

.46 

.35 

.23 

.02 

2.74 

BW  MILFOBD 

.02 

.01 

.11 

.06 

.04 

.22 

.22      .28 

.18 

.08 

.18 

.09 

.04 

.05 

.14 

.08 

1.80 

"BANGE 

.04 

.18 

.10 

.03 

.09 

.64 

.03 

.01 

.01 

1.13 

AHWAY 

.02 

.02 

.06 

.01 

.04 

.05 

.01 

.28 

.48 

.29 

.24      .20 

.20 

.19 

.16 

.50 

.11 

.02 

.02 

2.90 

KABROOE 

.12 

.33 

.30 

.53 

.52 

.52 

.50 

1.17 

1.68      • 

* 

.90 

6.57 

PBINGFIBLD 

.01 

.01 

.11 

.18 

.28 

.27 

.20      .15 

.13 

.22 

.13 

.04 

.21 

.34 

.01 

.02 

2.31 

BENTON  WB  CITY 

.01 

.20 

.27 

.28 

.18 

.02 

.05      .34 

.18 

.08 

.16 

.48 

.03 

.02 

.01 

2.31 

AHAQUE   RAYMOND  DAM 

.01 

.01 

.08 

.23 

.37 

.25 

.25 

.29 

.29      .19 

.19 

.14 

.14 

.10 

.10 

.52 

3.16 

ATCHUNG 

.01 

.12 

.19 

.30 

.25 

.18      .15 

.21 

.24 

.21 

.09 

.58 

.28 

.01 

.03 

2.83 

ESTFIELD 

.10 

24 

.34 

33 

.20      .19 

.21 

.28 

.20 

.07 

.40 

.27 

.01 

.02 

.01 

.01 

2.  88 

-26th- 

AHAQUE   RAYMOND  DAM 

.02 

.03 

.08 

.02! 
-27th- 

.15 

TLANTIC   CITY  WB 

.06 

.03 

.09 

LIZABETHPORT 

.03 

.03 

REFHOLD 

.01 

.06 

.07 

LASSBORO 

.04 

.04 

.04 

.12 

IGHTSTOWN  PUMPING  STA 

.01 

.01 

.02 

.04 

RVINGTON 

.01 

.01 

.02 

AKEHBRST  AIBPORT                           6 

• 

• 

* 

• 

ONG   BRANCH 

.02 

.02 

.04 

DMBERTON 

.01 

.01 

.01 

.01         .04 

ABLBORO 

.06'        .06 

ILLVILLE 

.01 

.01 

.01 

.03 

AHWAY 

.01 

.01 

RENTON  WB  CITY 

.01 

.02 

.03 

en   fbllo*lng  Station   lodes. 
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Table  4-Continucd 


HOURLY  PRECIPITATION 


NEW  JERSEY 
NOVBMBER  1950  jk 


ELIZA BETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGHTSTOWN   PUMPING   STA 

IRVINGTON 

LAKEHORST  AIRPORT  6 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO 

MIL1.VILLE 

NEWARK  WB  AIRPORT 

NEW  MILFORP 

ORANGE 

RAHWAY 

SEA BROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 


FREEHOLD 
RAHWAY 


CAPE  MAY 
GREAT  MEADOWS 


A.  M.  Hour  ending 


.05 
04 


.01 
.03 


05 
.04 
.05 
.02 
.01 


.02 
.01 


.02  .03 

.03  .04 

.05  .01 
.02 


.03  .03 

.04  .07 

.07  .04 

.03  .03 

.02  .01 

.06  .02 

.01 

.04  .01 

»  * 

.05  .03 

.01  .02 

.04  .03 

.03  03 


.03 
.04 


.02  .03 

.13  .01 

.01  .04 

.05  .01 

.01  .01 


.01 

.01  .01 

.20 

.03  05 

.02  .01 

05  .03 

01  .05 


.06 
.02 


.01 
.28 


.  01 
02 


.01  02 
.02  .01 
.01   .03 


P.  M.  Hour  ending 


10    11    12    1    2  |  3 

_J I 


-28th- 


.03  J  .02   .05   .03 


.01   .01   .03 
.02   .01 


.02 
.03 
.02   .03   .01 


.04        .01 
.04   .01   .01 


.01 
.01 


-29th- 

.01   .01   .03   .05 
.01 

-30th- 


.17 
.14 
.31 
.06  (B'' 

.17 

.  16  t»s 

.19 

.34  ♦"«• 

.24 

-1"  .... 

.13  f» 

.23 

.16 

.15 

.11 

.20 

.22 

.11 

.29 

.24 


.12 
.02 


REFERENCE  NOTES 

The  four  digit  Identification  numbers  In  the  Index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 

numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW,  Indicate  distance  in  miles  and  directions  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  fcr  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  Included  in  this  issue. 

UnleBS  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   Temperature  in  °F,  precipitation  and  evaporation  in  inches,  and  wind  movement 
In  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  In  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Weather  Bureau  and  C.A.A.  stations.   For  these  stations  snow  on  ground  values  arc  at 
7:30  p.m.  E.S.T. 

-  No  record  in  Tables  3,  4,  6,  7  and  the  Station  Index.   No  record  in  Tables  2  and  5,  Is  Indicated  by  no  entry.   When  hourly  precipitation  is  mlssln 
or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

+   And  also  on  a  later  date  or  dates. 

•   Amount  Included  in  following  measurement,  time  distribution  unknown. 

6   Station  not  equipped  with  a  recording  gage.   See  Table  4  for  6-hourly  measured  amounts. 

E   Wate^'equlvalent  of"snowfall  wholly  or  partly  estimated,  using  a  ratio  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall 

M  One  or  more  days  of  record  missing;   see  Table  5  for  detailed  dally  record.   Degree  day  data,  if  carried  for  this  station,  have  been  adjusted 

to  represent  the  value  for  a  full  month. 
R   Dally  values  and  monthly  total  from  recording  gage.   All  other  data  in  table  3  are  froa  non-recording  gages. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 

Subscription  Price:   15  cents  per  copy,  Monthly  and  Annual;  $1.50  per  year.   (Yearly  subscription  includes  the  Annual  Summary . )   Checks ,  postal  notes 
and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to 
the  Weather  Records  Processing  Center,  430  Post  Office  Building,  Chattanooga  2,  Tennessee. 
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»■  jim.ii.T 
-  i  a  ItM 

4 

| 

B 

10 

II   13 

13   14   13   16 

20 

■ 

J 

TLANT1C  CITY  IB 

>  <  \   110   73 
HIS   S3   S3 

V. 

66 

1  1 
41 

57   84   68 

-.7   58 

M 

10 

48   50 

1     18    15 

50   53 
34   32 

57 
41 

at 

60   30 
40   40 

» 

4  1 

44 

35 

M 
40 

n 

■  < 

5« 

42 
27 

44 

31   39 
31   26 

33 

56.6 

£1.1  >  1 

MAX   05   81 
KIM   54   58 

78 
49 

75 
56 

61 

47 

58   69 
29   34 

ra 

42 

48   4H 

54   47 
38   28 

49   52 
22   21 

59 

70  65 

39   47 

SO 
40 

52 

4  0 

43 

44 

25 

52 

27 

H 

sa 

60 

44 

45 

22 

48   40   39   41 

26   32   24   31 

69.5 

16  0 

ILV  II 

MAX   til   80 
KIN   48   48 

88 

48 

68 
43 

1... 
.5 

56   65 

7  2   64 

."   15   40 

50   47 
35 

43 

49 

53 

60 

5. 

48 

3H 

1,1 

58 

41 
30 

36 

29 

ia 

1 1 

58   48 
48   21 

37   36 

25   31 

35 
29 

38 

30 

54  9 

OONTON 

MAX 

■n 

78 

47 

80 
48 

79 
46 

58 
46 

87 

Ml 

53 

30 

68 

32 

1.8   72 
46   47 

53   45 
38   24 

4?. 

22 

30 
20 

55 

22 

57 
38 

48 

58 
27 

64 

34 

36 
30 

41 
22 

i, 
so 

34   59 
37   23 

37 
24 

.111 
29 

36 
30 

37 
30 

54  5 
32  II 

■  I  PCKTON 

MAX 

MIN 

82 

55 

79 
55 

70 
54 

7'.' 
54 

71 

IS 

56 
33 

64 
41 

18 

71   62 
53   45 

45 

.18 

45 

31 

4  6 
28 

47 
28 

57 
27 

69 
43 

63 
40 

48 
38 

58 
30 

1.7 
18 

60 
36 

44 

30 

33 
32 

58 
3  7 

61   36 
32   21 

41 
26 

3. 
29 

36 
27 

44       57  1 
32       37  9 

URl.lNGTON 

MA\ 

■  ID 

85 
59 

S2 
55 

72 
57 

74 
58 

aa 

IS 

60   69   67 
36   52   4  7 

75   63 
52   47 

51   41   46 
38   32   25 

48 
24 

58 
27 

70 
44 

69 
45 

48 
35 

61«>  67 
38   60 

66 
38 

44 

34 

46 
34 

54 
4  3 

54 

47 

48 
24 

41 
32 

38 
33 

38 
25 

45         sa 

40  H 

HOOK 

MAX 
M1N 

M 

44 

8.1 
45 

84 
48 

64 

50 

.17 

BO 

61   59   68 
29   28   37 

70   75 
46   47 

57   47   49 

33   21   18 

48 
17 

51 
IB 

37 
32 

65 
42 

32 
34 

50 
21 

62 

28 

64 
34 

39 
27 

42 
20 

39 

28 

58 
38 

5B 
23 

39 
27 

41 
31 

37 
29 

36       58  7 
30       32. S 

apk  may 

MAX 

min 

83 
58 

74 

62 

74 
54 

74 
57 

41 

56   65 
46   53 

67   6J 

50   52 

55   54   54 
33   37   30 

53 
20 

59 
32 

67 
52 

61 
44 

52 
38 

59 
40 

62 

19 

61 

47 

56 

36 

l.li 

41 

44   41 

40 

41       58.2 
33       43  7 

BARLOTTKHURG 

max 

M1N 

81 

43 

81 
45 

75 
45 

65 
45 

98 

90   66   65 
28   26   35 

70   63 
50   44 

50   43 
25   16 

43 

16 

48 

20 

55 
15 

62 
33 

60 

42 

50 
34 

50 
19 

62 
40 

57 
29 

40 
27 

44 

sa 

56   55 
40   21 

35   33 
25   29 

32 

27 

35       54  0 

27       31.2 

BATSKORTB 

MAX 

MIX 

87 
48 

64 
45 

70 
52 

66 

57 

6  5 
47 

60 

26 

70   73 
34   40 

75   62 
48   47 

50 
34 

18 
27 

50 
21 

50 
18 

61 
18 

73 
33 

62 
40 

48 
32 

64 
23 

1,7 
11. 

62 
34 

45 

26 

50 
26 

54 

:i4 

60 

34 

47 
22 

46   38 
28   30 

38 
21 

44       59.0 
30       34  0 

LAYTON 

MAX 
MIN 

82   80 
55   55 

67 
53 

72 
55 

69 
47 

56 
32 

66   69 
37   46 

52 

62 
48 

48 
37 

45 
28 

47 
26 

48 
26 

57 
25 

70 
42 

63 
42 

48 
38 

58 
30 

63 
49 

53 
36 

43 
29 

50 
30 

56 

35 

59   39 
36   20 

40   37   37 
25   30   25 

4  2 
31 

56.6 
37  3 

LIZA  BETH 

MA\ 
MIN 

88 
50 

85 
51 

74 
50 

70 
51 

69 
19 

59 

32 

68   71 
34   43 

77 
51 

66 
49 

52 
39 

50 
27 

48 
25 

54 
24 

58 
23 

68 
46 

60 
47 

51 
37 

62 
24 

66 
42 

61 
34 

45 

29 

41 
26 

53 
31 

60   58 
50   25 

42   39 
29   32 

35   41 
33   31 

59.0 
37  3 

3SFX  FELLS  SERV  BLOG 

MAX 
MIN 

81 
50 

84 
46 

82 
45 

59 
46 

66 

49 

52 
30 

52   58 
31   34 

64 
44 

72 
44 

54   46 
37   23 

46 

21 

46 
22 

50 
21 

55 
25 

65 
37 

52 
34 

48 
22 

62 
12 

65 
32 

50 
32 

48 
28 

45 

31 

54   60 
40   22 

45   44 

24   26 

35 
28 

36 
28 

55  9 
32.8 

LKMINGTON 

MAX 
MIN 

84 
46 

84 
46 

ra 

50 

72 
49 

69 

is 

58 
26 

66   64 

_6   35 

73 
45 

68 
45 

56   46 
36   22 

46 

16 

51 
22 

58 
17 

64 
29 

61 
42 

50 
38 

59 
18 

6  5 
36 

59 
34 

43 
29 

38 
20 

50 
34 

56   59 
49   19 

40 
26 

37 
32 

37 
26 

41 
25 

57.7 
32.9 

1EEBOLD 

MAX 
MIN 

83 
54 

83 
55 

68 

51 

70 
54 

68 
15 

57 
3! 

68   70 
40   48 

72 
54 

64 

47 

47   48 
38   25 

47 

25 

49 

25 

58 
26 

69 
41 

60 
43 

47 
38 

61 
27 

65 
16 

61 
33 

42 
29 

46 
27 

S3 
37 

58'  43 
42   20 

43 
29 

39 
31 

36 
25 

30 

57.2 
37  3 

4JOIONTON 

MAX 

MIN 

86 
62 

84 
51 

71 
50 

69 
55 

61 

IK 

58 

31 

71  ,  76 
36  :  46 

74 
50 

64 
48 

63 
43 

50 

27 

50 
29 

53 
24 

61 
23 

63 
45 

59 
48 

55 
46 

65 
28 

68 
43 

63 
34 

45 
26 

58 
34 

57 
18 

59 
32 

38 
28 

42 
29 

42 
24 

39 
24 

4  6 
32 

59.7 
37  8 

IGBTSTOWN 

MAX 

MIN 

82 
52 

81 
55 

73 
51 

70 
54 

70 
47 

57 
32 

70   70 
33   42 

72 
54 

65 
47 

50 
38 

45 

27 

45 
23 

48 
25 

56 
24 

69 
38 

63 
44 

48 
39 

60 
28 

66 
47 

60 
35 

39 
30 

44 
25 

53 
37 

58 

(■0.6 
38.6 

IDIAN  HILLS  2  MI  »EST 

MAX 
MIN 

86 
53 

84 

51 

71 
49 

71 
55 

70 
4  7 

59 
27 

70  1  72 
31  ,  40 

75 
51 

63 
45 

45 

33 

47 
23 

49 
17 

50 
19 

60 
17 

71 
34 

62 
40 

49 
36 

62 
22 

67 
49 

61 
34 

44 
27 

50 
25 

56 

29 

60 
4  0 

41 
21 

41 
25 

38 
30 

38 
23 

43 
30 

58  5 
34  1 

SRSEY  CITY 

MAX 
MIN 

80 
55 

80 
60 

62 
45 

62 
52 

62 

41 

53 
37 

60 
44 

60 
47 

68 
56 

58 
40 

46 
37 

44 
32 

42 
33 

48 
32 

51 
35 

63 
45 

57 
40 

47 
38 

58 

37 

62 

48 

50 

32 

40 
32 

39 

32 

52 
38 

52 
32 

37 
27 

38 
30 

35 
31 

35 

28 

39 

30 

52  7 
38.9 

UXWOOD 

MAX 
MIN 

85 
48 

85 
46 

66 
51 

71 
55 

68 
45 

60 
27 

67 
28 

70 
35 

74 
48 

60 
41 

46 
31 

50 
26 

49 

21 

50 

18 

61 
16 

72 
35 

60 
41 

49 
39 

64 

17 

66 
50 

61 
34 

43 

28 

47 

28 

55 
41 

37 
23 

41 

27 

59.9 
34.6 

IMBERTV1LLE 

MAX 
MIN 

84 
48 

83 
49 

72 
52 

73 
51 

68 

4  5 

58 
30 

67  i  68 

32   40 

73 
49 

67 
46 

47 

37 

47 
24 

45 
22 

51 
23 

57 
22 

66 
33 

60 
44 

52 
39 

60 

25 

65 

47 

57 
34 

44 

31 

42 

26 

53 
33 

59 

40 

41 
21 

43 
20 

36 

32 

36 
27 

'.2 
31 

57.2 
33.1 

1YTON  3  MI  NW 

MAX 

MIN 

85 
40 

81 

43 

72 
35 

66 
37 

66 
42 

67 

22 

69   64 

27   30 

71 
32 

65 
44 

50 
28 

46 

18 

43 
14 

50 

18 

54 

13 

60 
30 

57 
32 

48 
35 

57 
17 

60 

32 

56 

30 

40 
24 

38 
18 

43 
2  9 

55 

43 

58 
20 

40 
25 

35 
30 

35 
28 

35 
28 

55.5 
28.8 

■TTLE  FALLS  WATER  CO 

MAX 
MIN 

83 
47 

84 
45 

83 
47 

62 

48 

P8 
50 

54 
36 

58 
38 

67 
39 

67 
48 

72 
47 

59   46 
39   26 

49 
23 

46 
23 

53 
22 

56 
31 

66 
45 

53 

34 

51 
25 

62 
34 

66 
34 

38 
31 

44 
25 

42 

31 

55 

39 

62 
25 

40 
29 

40 
31 

34 

30 

37 
30 

j  56.6 
35.1 

IKG  BRANCH 

MAX 
MIN 

S3 
54 

83 

56 

63 
55 

67 
56 

6  5 
36 

56 

32 

64 

41 

66 
45 

68 
56 

61 
44 

47   47 
38   34 

47 
28 

49 
26 

60 
27 

66 
43 

58 

41 

48 
33 

66 
29 

65 
49 

49 
32 

43 
29 

46 
29 

59 
42 

60 
31 

43 

25 

41 
30 

42 
29 

37 
25 

46 
30 

56  .2 
37.5 

WG  VALLEY 

MAX 
MIN 

80 
45 

81 
45 

82 
47 

58 
46 

56 

45 

52 

27 

59   72 

28   32 

64 
40 

72 
45 

60   42 
33   21 

45 

19 

45 
21 

43 
IB 

52 
26 

67 
40 

53 

36 

51 
20 

54 

27 

58 
33 

41 
27 

42 
21 

37 
29 

53 

37 

55 
20 

35 

22 

41 
26 

36 
24 

33 

28 

54.0 
30.9 

LLVILLE  AIRPORT 

MAX 

MIN 

84 

56 

81 

55 

74 
53 

72 
58 

65 

39 

58 

32 

66 
39 

67 

45 

71 
53 

59 
46 

46 
31 

46 
29 

47 
25 

50 
25 

58 

23 

70 
45 

61 
40 

49 
32 

59 
27 

66 
41 

43 
34 

44 

28 

54 
32 

58 
36 

60 
27 

38 
22 

41 
25 

36 
24 

37 
23 

43 
32 

56.8 
35.9 

ORESTOWK 

MAX 
MIN 

84 
57 

81 

55 

65 

53 

71 
57 

66 

57 
35 

69 
34 

70 
44 

73 
54 

60 
43 

45 

33 

48 
32 

47  i  48 

25  1  29 

<i 

58 
25 

70 
37 

60 
42 

48 
34 

59 
28 

60 
40 

41 
34 

44 
28 

49 
29 

55 
36 

60 
35 

39 
21 

41 
30 

35 
29 

36 
27 

4  2 
32 

56.2 
36.6 

3RRIS  PLAINS 

MAX 
MIN 

83 
48 

82 
49 

77 
47 

68 
47 

3  7 
47 

55 
28 

67 
29 

67 
36 

72 
47 

68 
46 

53 

37 

47 

25 

45 

22 

51 
25 

55 
20 

63 
34 

60 
44 

50 
37 

58 

23 

64 

34 

57 
31 

43 
29 

39 
22 

47 
35 

58 
47 

38 

22 

39 

26 

37 
31 

35 
29 

38 
30 

56.1 
34.2 

?WARK  KB  AIRPORT 

MAX 
MIN 

85 
54 

84 
56 

64 
50 

69 

51 

65 
39 

57 
35 

65 
39 

66 
46 

70 
57 

59 
45 

46 
38 

48 
34 

46 
30 

50 
28 

57 
29 

68 
4. 

58 
43 

50 
34 

61 

29 

66 
4  7 

47 
32 

43 
31 

41 
33 

54 

37 

59 

33 

40 

26 

41 
30 

38 
33 

38 

31 

41 

31 

55.9 
38.1 

W  BRUNS1I1CK  EXP  STA 

MAX 
MIN 

82 
51 

82 
56 

75 
51 

69 
51 

70 

48 

56 
40 

67 

34 

70 
44 

73 

54 

67 
48 

52 

38 

46 

27 

45 
26 

49 

28 

57 
26 

67 

39 

63 
45 

48 

40 

60 

28 

66 
48 

61 
35 

42 
30 

40 
28 

50 
36 

58 

50 

58 
24 

40 

28 

38 

30 

36 

28 

39 
30 

57.5 
38.0 

I1TON 

MAX 
MIN 

74 
44 

81 
45 

79 
45 

50 
40 

67 
46 

49 
28 

54  1  67 
28 1  33 

64 

41 

70 
44 

53 
32 

S 

43 
17 

42 
20 

49 
17 

53 
27 

61 
38 

49 
36 

46 
19 

57 
26 

61 
29 

34 
29 

39 
20 

37 

28 

52 
28 

58 
20 

35 
24 

37 
26 

34 

27 

34 

28 

52.4 
30  1 

iMBERTON  1  III  EA°T 

MAX 
MIN 

84 
50 

82 
48 

74 

51 

71 
55 

70 

46 

59 

30 

70,  72 
33   43 

74 
53 

65 

48 

51 
37 

46 

28 

46 

23 

49 
21 

59 
20 

71 
35 

64 
45 

49 
38 

61 

23 

68 
43 

61 
32 

48 
28 

47 
26 

56 
36 

55 
44 

45 

22 

45 

27 

42 

31 

37 
25 

42 
31 

58.8 
35  7 

IILLIPSBURG 

MAX 
MIN 

64 
48 

81 
49 

77 

48 

65 

48 

63 
40 

55 
32 

65   66 
31   39 

70 

46 

68 
45 

55 
36 

45 
24 

45 
22 

48 

23 

56 
22 

61 
34 

60 
40 

49 
38 

55 
25 

62 

38 

60 
33 

42 
32 

40 

26 

49 
33 

58 

46 

55 
21 

39 
24 

40 
30 

36 
28 

40 

29 

56.3 
34.3 

.AINFIELD 

MAX 

MIN 

86 
51 

85 
51 

66 

50 

69 

51 

69 
43 

57 

32 

68!  71 

32   42 

74 
52 

60 
44 

48 
39 

51 
28 

46 
24 

53 
22 

58 

22 

67 

35 

60 
48 

51 
37 

62 

23 

6  5 
44 

55 

34 

44 

29 

41 

25 

52 

36 

58 
40 

40 

24 

42 
29 

36 
32 

35 
30 

to 

29 

57.0 
35.9 

(ICEFIELD 

MAX 
MIN 

85 
50 

84 
55 

62 
48 

66 
50 

64 
36 

57 

31 

67   68 
36   43 

72 
54 

58 
40 

43 
31 

48 
27 

45 

25 

51 
25 

57 
26 

67 
40 

55 
40 

49 
30 

60 
27 

64 
42 

42 
31 

44 
27 

38 
28 

51 
36 

59 
32 

40 

26 

40 

30 

35 
32 

37 
31 

39 
31 

54.9 
35.3 

KHEMEDE 

MAX 
MIN 

86 
52 

83 
51 

67 
50 

75 
55 

66 
42 

59 
31 

69   71 
33   47 

74 
50 

62 
42 

50 

32 

49 
27 

49 

24 

50 

24 

60 
23 

71 
36 

60 
42 

50 

33 

60 
28 

67 
15 

47 

34 

45 
29 

50 
29 

57 
36 

61 
29 

3S 
21 

40 
26 

37 
30 

33 
25 

44 
M 

57.7 
35.3 

IKYON 

MAX 

MIN 

86 
50 

84 

52 

78 

54 

68 
52 

64 

50 

68 
40 

72   70 
34   36 

68 
46 

58 
38 

44 
28 

50 
18 

48 

15 

50 
13 

60 

24 

62 

2  8 

62 
30 

SO 

34 

58 
32 

64 
44 

54 

34 

50 

19 

42 

24 

5! 

38 

58 
52 

40 
20 

48 
26 

36 
30 

34 

26 

36 

27 

57.2 
33  8 

HDY  BOOK 

MAX 
MIN 

80 

55 

60 
57 

64 
52 

66 

52 

57 
48 

56 
41 

62;  69 
47   SO 

68 
55 

58 
52 

52 
40 

47 
38 

47 

36 

49 
36 

57 
36 

65 
46 

59 
47 

49 
42 

60 
38 

64 
48 

48 
37 

43 

32 

44 

36 

53 
37 

58 

44 

26 

43 
30 

40 
34 

38 

29 

40 

32 

55.3 

41.7 

HIERVILLE 

MAX 
MIN 

84 
48 

84 
48 

69 

50 

70 
50 

68 
45 

58 
28 

67,  69 
30   37 

74 
53 

64 
43 

48 
32 

49 
24 

47 
21 

51 
20 

57 
19 

66 

34 

59 
44 

49 
39 

61 
21 

66 

44 

58 
34 

44 

30 

40 

23 

52 
36 

58 

46 

46 
23 

41 

29 

27 
31 

36 
28 

40 
30 

57  1 

34  7 

See  reference  notes  following  Station  Index. 
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Table  S-Conbnusd 

D 

AI 

LY 

TJ 

i>V 

LP* 

:rj 

\T 

JK 

ES 

NEW  JERSE1 
NOVEMBER   185(1 

Day  of  month 

• 

s 

1 

Station 

2 

3 

4 

S 

6 

7 

a 

9 

10 

u 

12 

13 

,4 

15  |  16       17 

18 

19 

20 

21 

22 

23  , 

1- 

24 

25 

26 

n 

28 

29 

30 

3! 

SUSSEX 

i 

MAX 
MIN 



M 
45 

BO 

47 

74 
44 

67 

41 

67 
44 

51 

2S 

68 
32 

64 
3  5 

71 
42 

67 
45 

46 
33 

16 

21 

43 
19 

50 
19 

54      63      56 
19      35      40 

-18 
35 

57 
23 

62 
35 

58 

31 

40 
28 

36 

22  1 

46 
31 

56 
45 

57 

23 

36 
36 

37 
31 

35 
28 

35 
30 

35. 
32. 

TRENTON 

1    MAX 
MIN 

84 

51 

82 
S3 

64 
50 

72 
52 

66 
36 

5  7 
33 

67 
34 

71 

11 

74 
52 

60 
40 

46 
31 

47 

23 

46 

25 

50 
2  7 

57 
26 

67 
39 

59 
40 

49 
34 

61 
29 

67 
44 

44 

31 

44 

28 

451 
28 

54 
34 

59 

26 

40 

20 

4? 

27 

37 
28 

36 
24 

29 

56. 
34. 

TRENTON   WB  CITY 

MAX 

|   HIN 

83 
57 

82 
57 

64 
54 

71 
55 

65 

39 

55 
36 

66 
39 

69 

4  7 

73 
56 

59 

43 

44 
35 

31 

44 

31 

S8 

:>2 

56 
31 

68 
44 

59 
43 

49 
38 

59 

34 

67 

42 

42 
35 

42 

31 

43 
32 

56 
39 

61 
28 

41 

22 

39 

30 

35 
30 

36 
28 

41 
32 

55 

38. 

TUCERTON 

MAX 
HIN 

72 
56 

71 

57 

67 
58 

66 

51 

65 

47 

51 
31 

57 
41 

60 

1. 

62 
45 

61 
49 

52 
38 

19 

29 

48 
24 

42 
25 

50 
19 

59      58 
45      45 

15 
3  5 

53 
2  3 

62 
51 

61 
33 

37. 
40. 

WOODSTOWN   2  II    Kl 

MAX 
KIN 

80 
53 

84 

S3 

80 
53 

64 
54 

73 
46 

48 
31 

58 
37 

6  5 
45 

68 

4  8 

72 
45 

54 

36 

43 
39 

45 

24 

48 
25 

50 
26 

59  !   68 
31      44 

52 
37 

50 
28 

62 
38 

65 
35 

43 

27 

43 
29 

50 

35 

58 
45 

57 
19 

35 
25 

40 
28 

36 
24 

37 

28 

56. 
35. 

1 

EVAPORATION  AND  WIND 


Station 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

RUNYON 

EVAP 

WIND 

.06 
20 

.06 
13 

.04 
20 

.00 

14 

.04 
16 

.02 
12 

.04 
18 

.04 
24 

.03 

11 

.03 
8 

9 

6 

10 

26 

16 

14 

22 

27 

20 

54 

60 

21 

25 

33 

193 

25 

18 

21 

21 

22 

7  99 

SNOWFALL  AND  SNOW  ON  GROUND 


Station 


ATLANTIC    CITY  WB 

BELVIDERE 

CHARLOTTEBURG 

CHAT  SWORTB 

CLAYTON 

FLEM3NGT0N 

FREEHOLD 

BIGHT  ST  OWN 

INDIAN   MILLS   2  f 

LAKEWOOD   1    ENE 

LONG   VALLEY 

MILLVILLE   CAA   AIRPORT 

MOORESTOWN 

MORRIS   PLAINS 

NEWARK  WB    AIRPORT 

NEW    BRUNSWICK  EXP   STA 

NUT  TON 

PLAINPIELD 

RIDGEFIELD 

RUKNEMEDE 

SOMERVIL1.E 

SUSSEX 

TRENTON   WB   CITY 

TUCKERTON 


Day  of  month 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN    ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN    ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN    ON    GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN    ON    GND 


SNOWFALL 
SN   ON    GND 


SNOWFALL 
SN    ON    GND 


2.0      .5 
3 


See  reference  notes  following  Station  Index. 
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STATION  INDEX 


*n   jduiii 
wivrwi." 


1    WB 
IASS   ItlVKR   STATE    fv 

I.1IN 

mint' 

i  • 
Htv>  POM 
■tlDGITON 

hcoxlawn 

;kas  rssiryoir 

.ntoOK 
CANTON 
CAPS    KAY 
CIDAR  GROVE 

OARLtn-mumi. 

C1ATIIAU 

CBATSWORTH  5  S 
CLAYTON 
CLllfTON 

CULYTRS    LAKE 
DPPWATKR 
III     '.BETH 

hizahethport 

isskx  kklls  service  bldc 

flemington  1  he 

fostescue 

■naoui 

GLASSBORO 
CHEAT  MEADOWS 

GREENWOOD  LAKE 

HAHWONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDI'.N  KILLS  2  W 

IRVINGTON 
J1RSET   CITY 
LAKtm'RST  AIRPORT 
UKEWOO:>   1   ENE 
UHBERTVILLE 

LATTON  3   NW 

LITTLE   FALLS  WATER  CO 

LONG  BRANCH 

LONG    VALLEY 

LOHBERTON 

HACOPIN    INTAKE 
HAXVILLE 
MARLEORO 
MARLTON    1   W 
HAYS   LANDING 

■ISLAND  PARK 

ULLVILLE 

MILLVILLE    CAA  AIRPOST 

HILTON 

KOORSSTOWN 

MORRIS  PLAINS  1  W  - 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PKHBISTON  1  E 

PBILLIPSBURG 

PBILLIPSBURG  BRIDGE 
PLAINTIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RIHGWOOD 

RUNNEKEDE 

RONYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOHERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON   NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WAHAQUE   RAYMOND   DAM 

WATCHUNG 
■  WESTF1EUJ 

WOODCLIFF  LAKE 
iWOODSTOWN    2   NW 

NEW    STATIONS 
i   UDOBON 


03J5    ATIANTIC 

HURLING  TON 
IPI    MAY 
0  1 1 1     MONMOUTH 
0739   WARRF.N 

0787  CAMDEN 

0907  MORRIS 

1028  CUMBERLAND 

not;  CAMDIH 

1311    BlIRLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
13.1  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  OLOUC! 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
26S2  UNION 
276*  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
J1SI  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 

BURLINOTOD 

4260  FSSEX 


4339 
4  596 
4627 
4635 


HUDSON 

OCEAN 

OCEAN 

HUNTERDON 


4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
5576 (CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 


6460 
6560 
6775 
6843 
6974 


PASSAIC 
ESSEX 
'•  PASSAIC 
BURLINGTON 
WARREN 


6979 

WARREN 

7079 

UN  I  Oil 

7131 

ATLANTIC 

7328 

MERCER 

7372 

HUNTERDON 

7393 

UNION 

7545 

BERGEN 

7587 

PASSAIC 

7817 

CAMDEN 

7825  MIDDLESEX 

7833  BERGEN 
7869 ! MONMOUTH 
7936  CUMBERLAND 
8J94  SOMERSET 
8402  MORRIS 

8423  UNION 
8644  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 

8878  MERCER 
8883  MERCER 
6899 OCEAN 

913  5  CUMBERLAND 
9187 PASSAIC 


9271 
9455 
9S32 
9910 

0346 


UNION 
UNION 
BERGEN 
SALEM 


COASTAL 
COASTAL 
COASTA1 
COASTAL 
DELAWARE 

kill  I. HA 

PASSAIC 
DILAWASI 
DILAW  Ukl 

DELAWARl, 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

PASSAIC 
COASTAL 

■Aran  i 

RAKITAN 

DELAWARE 

DE1AWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DEIAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 

RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 

DELAWARE 


39  22 

39  16 

40  10 
40  50 

39  48 
4i>  64 

39  53 

40  04 

41  07 
40  45 

39  28 
38  56 

40  52 


40  30 

39  14 

40  15 

39  42 

40  53 


40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


74  25 
74  28 
74  52 

74  02 

75  05 

74  56 

74  24 

75  14 
75  07 
74  51 

74  30 

74  21 

75  25 
74  57 
74  13 


74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 


GREAT  EGG  HARBOR   39   27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKXNSACK 

DELAWARE 

PASSAIC 
PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 
COASTAL 
RARITAN 
DELAWARE 

RAHWAY 
J  HACKENSACK 
1  PASSAIC 

DELAWARE 

COASTAL 

! PASSAIC 
COASTAL 
DELAWARE 
RARITAN 
PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


40  59 
39  24 
39  22 

41  Oil 
39  58 


40  29 

40  57  1  74  02 


41  03 

74  45 

41  02 

74  30 

40  47 

74  14 

40  55 

74  10 

39  58 

74  41 

40  41 

75  12 

40  42 

75  12 

40  37 

74  25 

39  25 

74  31 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
39  47 
39  57 


74  40 

74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  03 
74  18 

74  25  ' 
74  21  i 

74  03  [ 

75  20  ' 


74  57 

75 

74  50 

480 

74  14 

157 

74  00 

34 

74  46 

660 

74  48 

25 

74  24 

74  34 

50 

74  14 

120 

74  55 

90 

74  44 

50 

74  09 

210 

75  03 

60 

75  04 

76 

74  32 

74  57 

62 

74  30 

400 

74  10 

11 

74  27 

99 

HID 

EST |   4P 

EST,  MID 

EST 

EST 

EST   8A 

EST 
EST 
EST  8A 
EST  5P 
EST  10P 


EST 

EST 
EST! 

ESTi   6P 
EST 


6P 

NOON 

5P 

MID  HID 
MID  MID 
5P 
5P 

8A 


6P   51   34 


U  8  WEATHER  BU 

N  J  K.i  .Id 

C  HOFFMAN 
(I  IV  WATER  IIKPT 
HISS  C  H  IIIXMIN 

BAUD]  i  I  MC  CULLEY 
JERSEY  CITY  WATER  WORKS 
BKNNLT  K  MATLACK 

icon 

PUBLIC   SERVICE   X   ■ 

NEWARK   WATER   DF.IT. 

N    J   DEPT   OF   CONSKRVATIO* 

GERTRUDE    B    W ' 

N  W   MAGNX3TTK   CO 

J    A    PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
WILLIAM  S  HAINES 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
[FRANK  J  MOREAU 
PROF  SAHGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
iJ  G  WILSON 
.JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 
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NEW  JERSEY  -  DECEMBER  1950 

A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

December  averaged  colder  and  wetter  than  normal  though  several  localities,  mostly  in  soutl! 
Jersey  had  less  than  normal  precipitation.  Sunshine  was  slightly  less  than  normal.  Gali 
winds  occurred  in  coastal  areas  on  the  4th,  7th,  10th  and  11th  with  Atlantic  City  recording 
an  extreme  velocity  of  60  mph  on  the  10th.   Damage  was  moderate  and  confined  to  limited  areas 

The  period,  3d  to  8th  was  unseasonably  warm,  especially  the  3d  and  4th,  when  many  statioi 
reported  readings  in  the  upper  sixties.  Chatsworth  and  Lakewood  both  reported  71°  and  India 
Mills  70°  on  the  3d.  The  remainder  of  the  month  was  mostly  colder  than  normal.  On  the  27t 
to  28th,  a  huge  mass  of  cold  air  which  had  overspread  the  central  valleys,  penetrated  thd 
eastern  seaboard  and  brought  the  first  really  cold  weather  of  the  winterto  New  Jersey.  Read 
ings  much  below  zero  were  common  in  north  Jersey,  the  lowest  being  -18°  at  Layton.  Sub-zer 
readings  were  even  registered  at  a  few  places  in  the  southern  interior.  This  was  one  of  thl 
few  seasons  when  ice  skating  is  practicable  in  the  Trenton  area  in  December. 

The  heaviest  rainfalls  were  around  the  4th,  8th  and  29th  with  some  freezing  rain  on  the  29th j| 
Precipitation  was  considerably  greater  in  the  northern  than  in  the  southern  half  of  the  State;  i 
The  greatest  monthly  amount  was  7.79  inches  at  Milton  in  Morris  County  and  several  other  sta 
tions  in  northeast  Jersey  recorded  over  6  inches.   The  least  monthly  total  anywhere  was  1.5 
inches  at  Deepwater,  Salem  County.   The  average  amounts  of  precipitation  for  December  in  th . , 
geographical  areas  of  the  State  with  annual  departures  for  the  year  1950  in  parentheses  were  a 
follows:   Highlands  5.01  (+2.23);  Red  Sandstone  Plain  4.73  (-1.83);  Southern  Interior  2.9  1 
(-2.35);  and  Sea  Coast  3.11  (-2.89)  inches. 

The  first  rather  general  snowfall  of  importance  in  December  was  on  the  26th,  though  some  lo 
calities  in  north  Jersey  had  3  to  5  inches  on  the  16th.   The  average  of  the  State  for  the  mont  : 
was  only  3.0  inches  due  to  very  light  amounts  in  the  southern  counties.   Largest  monthl 
amounts  were  13.9  inches  at  Culvers  Lake,  11.0  inches  at  Oak  Ridge  Reservoir,  and  10.0  inche 
at  Layton.   At  several  stations  in  south  Jersey,  only  traces  were  recorded. 

Driving  was  hazardous  over  most  of  the  State  on  the  29th  and  30th  because  of  glazed  highways 
Conditions  were  also  aggravated  by  fog  in  many  places  on  one  or  both  of  those  days.  In  fact 
heavy  fog  was  quite  general  on  the  30th.  The  Newark  Weather  Bureau  Office  classified  the  fo 
on  that  date  as  one  of  the  heaviest  ever  experienced  in  that  area.  Visibility  became  zero 
in  the  late  afternoon  and  the  airport  was  closed,  while  motor  traffic  was  stalled  or  barel 
moving.  Many  traffic  accidents  occurred  throughout  the  State  on  the  29th  and  30th  but  mos 
of  them  appear  to  have  been  minor.         AEW 
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lo  addition  to  the  cllmatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Ilydrocllma- 
tlc  Network  Stations  which  were  formerly  reproduced  In  the  Hydrologic  Bulletin 
Series.   The  Hydroc lima tic  Network  is  a  nationwide  net  of  rain  gages — mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  In  order  to  provide  records 
of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
leather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Iiureau 
by  the  CorpB  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  In  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  Increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat: 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unltec 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspectloi 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washingto 
25,  D.  C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  In  the  Station  Index. 


SUPPLEMENTAL    DATA 


»m   Jinn 


W„„l         ......  I 


h 


!'l 


ii 


R«Uiiv*    hum 


' 


?g 


?fi 


*S 


Si 


»Tl>  W 

NKAKK    111    A  I' 

MINT**   "»   CITY 

•  rr.<»  visual   obaerve- 

:    not    necessarily 
the    r«5li-Hl    alio. 


19 

M 


13.4 
10. S 

».7 


■o 

30 
33« 
34 


II 

N 
H 


10 

7 
4 
4 


73 
59 


70 
87 


SS 
34 


8.5 
8.3 
8.3 
8.4 


»•• 


COMPARATIVE  DATA 


Temperature 


35.3 
29.1 
33.7 
34.9 
41.5 


30.9 
40.9 
30.4 
34.9 
34.8 

37.2 
31.3 
35.1 
33.3 
35.5 

34.4 
32.6 

31.7 
28.6 
27.0 

36.3 
33.0 
36.6 

34.0 
29.8 

26.5 
38.4 
36.9 
37.7 
31.1 


60 
60 
62 
65 

71 

56 
71 
68 


70 
64 
69 
66 
69 


62 
56 
60 


72 
60 


58 
70 


Precipitation 


3.15 
3.51 
5.29 
3.69 
1.62 

3.89 


3.53 
2.11 


2.59 
7.30 


7.23 
4.08 
3.19 

3.65 
3.99 
4.91 
3.63 
4.45 

2.79 
3.77 
4.73 
3.03 
5.86 


0.4 

10.7 

3.4 

2.0 

0.5 

4.1 
2.1 
9.1 
9.2 
21.1 


1.5 
1.4 
5.9 
7.8 
12.6 

11.3 
5.6 

11.0 
0.8 
2.4 


Si 


n 

9 


11 

9 

7 


7 
13 


Temperature 

Precipitation 

S.S 

Year 

0) 

s 

8 

> 
< 

8 
a 

X 

9 
i 

3 

■ 

s 

> 

< 

ll 

<  8 

~o  0 
6  — 
zq 

1915 

31.9 

64 

3 

4.82 

13.6 

8 

1916 

32.3 

70 

-    8 

4.61 

12.6 

11 

1917 

24.8 

54 

-21 

3.18 

11.5 

8 

1918 

37.5 

66 

9 

3.92 

0.5 

10 

1919 

28.8 

67 

-18 

2.98 

6.8 

12 

1920 

36.4 

69 

7 

5.10 

1.0 

8 

1921 

32.3 

64 

-   4 

2.37 

6.2 

9 

1922 

32.5 

65 

-    8 

3.86 

7.3 

12 

1923 

40.8 

69 

9 

4.14 

2.6 

12 

1924 

32.8 

68 

-    4 

2.58 

0.4 

8 

1925 

34.0 

61 

-    5 

2.84 

0.6 

10 

1926 

28.4 

52 

-   7 

3.44 

8.2 

11 

1927 

35.3 

70 

2 

4.54 

T 

12 

1928 

36.3 

63 

3 

1.64 

2.7 

8 

1929 

33.8 

68 

2 

3.01 

4.1 

10 

1930 

33.0 

60 

-    5 

2.67 

5.2 

8 

1931 

39.6 

72 

7 

2.27 

0.4 

9 

1932 

36.0 

69 

-    6 

3.08 

10.1 

13 

1933 

31.8 

72 

-18 

3.19 

7.4 

12 

1934 

33.2 

69 

-   3 

2.90 

0.1 

8 

1935 

2a.  9 

60 

-14 

1.67 

9.7 

9 

1936 

37.5 

67 

-    3 

6.29 

0.6 

12 

1937 

33.2 

70 

0 

1.75 

0.6 

7 

1938 

34.8 

67 

1 

2.80 

1.4 

10 

1939 

35.2 

69 

-    1 

1.54 

3.9 

8 

1940 

37.0 

67 

-    4 

3.00 

3.1 

10 

1941 

37.2 

70 

0 

3.70 

0.4 

7 

1942 

30.0 

67 

-17 

4.55 

7.0 

11 

1943 

31.1 

62 

-10 

1.41 

0.1 

3 

1944 

30.7 

58 

-14 

3.02 

5.7 

9 

1945 
1946 
1947 
1948 
1949 

1950 

Period 


Temperature 


29.0 
36.5 
32.0 
35.5 
37.1 

32.0 

33.7 


Precipitation 


5.03 
2.38 
2.85 


4.00 
3.57 


11 


14.5 
2.0 

18.6 
1.1 
1.5 

3.0 

5.3 


-o  a 


See  reference  notes  following  Station  Index. 
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TRW!  ON    »ll    CITY 

UYMOND   dam 
lATVHl'NV. 
WISTFUL!) 


II  PORT 

KRVICK   BLDC 

■§noi  i 

GREAT    MEADOWS 

IRV  I  NO  TON 

LMEHURST    AIRPORT 

LITTLE    FALLS    WATER   CO 

LOW.    BRANCH 

LMBERTON 

MARLBORO 

RTWU'K    IB   AIRPORT 

III  MILFORD 

lAHWAY 

SPRINGFIELD 

TRENTON   WB   CITY 

WANAQUt:    RAYMOND   DAM 

KfCBTMG 

IISTFIEU) 


ATLANTIC  CITY  WB 
CAPE   MAY 
ILIZA8ET  SPORT 

ELLS   SERVICE  BLDC 
rREFHOl D 
OUAT    MEADOWS 
1ICHTSTOWN   PUMPING    STA 
IRVINGTON 

LAKEHURST  AIRPORT  6 

LITTLE    FALLS    WATER   CO 
LONG    BRANCH 
I.UMBFRTON 
MARLBORO 
MILLVILLE 
HIWARK   WB   AIRPORT 
HI   MILFORD 
RAHWAY 
SIABROOK 
SPRINGFIELD 
TRENTON  WB  CITY 
WANAQVE    RAYMOND   DAM 
tATCHUNG 
WESTFIELD 


ATUNTIC    CITY   WB 

CAPE  MAY 

SLIZABETHPORT 

ESSEX  FELLS   SERVICE  BLDG 

FREEHOLD 

GREAT   MEADOWS 

HIGHTSTOWN   PDMPING   STA 

IRVINGTON 

LAKEHURST   AIRPORT 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 

LDMBERTON 

MARLBORO 

MILLVILLE 

NEWARK   WB   AIRPORT 

HEW  MILFORD 

iAHWAY 

SPRINGFIELD 

TRENTON   WB   CITY 

WANAQUE    RAYMOND   DAM 

tATCHUNG 

WESTFIELD 


GREAT    MEADOWS 


WOODCLIFF    LAKE 


HIGHTSTOWN    PUMPING    STA 

LITTLE   FALLS    WATER  CO 

NEWARK  WB  AIRPORT 

NEW   MILFORD 

SAHWAY 

SEABROOK 

TRENTON  WB  CITY 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WOODCLIFF    LAKE 


ATLANTIC   CITY  WB 

FREEHOLD 

GREAT   MEADOWS 

LITTLE   FALLS   WATER   CO 

LONG   BRANCH 

MARLBORO 

MILLVILLE 


A  M    Kent  sliding 


O.I 

.04 

M 

.03 

.01 

01 

.02 

.01 

o:i 

.04 

.01 

» 

• 

.20 

I 

.22 

M 

.05 

.01 

10 

.02 

01 

.01 

0-1 

.04 

.01 

04 

.03 

.02 

M 

.02 

.02 

01 

.01 

.01 

03 

.01 

02 

03 

.01 

.01 

01 

.01 

03 

.04 

.02 
.02 


.01 
.07 
.01 


06 
04 


8        6         7         8         9        10        11        12 


P    M    Hmil    •  ii.lin.j 


13         3         4 


-nth- 


01      .02      .05      .01       .02 


.04 
.01 
.03 


.  14 
.13 

.02 

05 


.01       .02      .04 


.01 
.01 
.01 


.01      .03 
.01 


.05      .06      .03      .01      .01 
.01       .01      .01       .01 


-15th- 


.02 

.03      .05 


.01       .01 
.01       .01 


-16th- 


1.17 
.01 


.17 

.07  | 

.01 ! 

.04 

.11 

.15 
.05 
.24 
.02 
.05 
.07 


.08 
.03 


09 
.06 


.12 

.02 


.07 

.01 
.04 

.04 


.06 
.07 


*  .03 

.07      .03 
.05      .05 


.07 
.01 


.04 
.01 


.02      .01      .01       .02 


.05 
.  02 
.03 


.01      .01 
.03      .02 


-17th- 

.02       .04       .03 

-18th- 


-22d- 


01      .01      .02 


-24th 


.04     .01    .01; 

.01  .01 


.01        .01 
.02 

I 


nl 
.02 


II         12 


.02 
.03 
in 
.02 


.07 
.03 

.0* 
.08 
.05 
01 
.05 


.06 
10 

.01 

M 

.0* 
.06 


.04 

.06 

.01 

.02 

.03 

.01 

.01 

.03 

.04 

.01 

.04 

.06 

* 

* 

• 

* 

• 

.01 

.01 

.05 

.06 

.04 

.04 

.01 

.05 

.04 

» 

* 

* 

• 

.20 

* 

* 

* 

• 

.03 

.03 

.08 

.07 

.04 

.03 

.05 

.03 

.21 

.04 

.06 

.01 

.01 

.02 

.05 

.05 

.03 

.06 

.09 

.03 

.01 

.04 

.04 

.02 

.05 

.09 

.09 

.07 

.09 

.02 

.04 

.01 

.05 

.01 

.05 

.09 

.01 

.02 

.07 

.02 

.02 

.06 

.05 

.02 

.14 

.03 

.02 

.03 

.07 

.02 

.16 

.14 

.12 

.22 

.10 

.05 

.05 

.03 

.11 

.04 

.01 

.01 
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Table  4-Continued 


HOURLY  PRECIPITATION 


NEW    JERSE' 
DECEMBER  1951 


A.  M.  Hour  ending 

P.  M.  Hour  ending 

J 

Station 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

H 

NEWARK  WB  AIRPORT 

.01 

SEW    MILFORD 

.01 

.01 

SEABROOK 

.04 

TRENTON  WB  CITY 

.02 

WAXAQUE    RAYMOND   DA* 

.04 

WOODCLIFF    LAKE 

.01 

.02 

.01 

.0- 

-25th- 

CAPE  HAT 

FREEBOLD 

LITTLE   FALLS  WATER  CO 

.01 

.01 

0 

SEABROOK 

.01 

.01 

0 
0 

WANAQUE    RAYMOND    DAM 

.  01 

-26th- 

ELIZABETHPORT 

.02 

.01 

.01 

.02      .03 

.02 

04 

.03 

.01 

.01 

.2 

FREEBOLD 

" 

GREAT    MEADOWS 

.03 

.02 

.01 

.03 

.02 

.03 

.01 

.02      .01 

.01 

.01 

.  2 

HIGHTSTOWN    PUMPING    STA 

.2 
.2 

.1 
.0 

.1 

IRVINGTON 

LITTLE    FALLS    WATER   CO 

.01 

* 
.01 

.02 

.02 

.02      .02 

* 
.03 

.02 

* 
.02 

.02 

.24 
.01 

LONG    BRANCB 

MARLBORO 

NEWARK    WB   AIRPORT 

* 

• 

• 

* 

* 

* 

.02 

.02 
.01 

.01 
.01 

.01 

.01       .01 
*           * 
.02      .03 

.01 

* 
.03 

.01 
.05 

.01 

* 
.03 

.01 

.01 

«           .08 

NEW    MILFORD 
RABWAY 
SPRINGFIELD 
TRENTON   WB   CITY 

.01 
.02 

.01 
.01 

.01 
.01 

.01 
.01 
.01 

.02      .02 

.01       .01 

.03      .03 

.01 

.03 
.02 
.02 
.01 

.02 
.02 
.02 
.01 

.04 
.01 
.05 

.02 
.01 
.01 

.01 
.01 

.01 

.01 

.01 

.03 

.2 
.1 

.1 
.0 
.1; 
.11 
.2 
.1! 

WANAQUE    RAYMOND    DAM 
WATCBONG 
WESTFIELD 
WOODCLIFF   LAKE 

.02 
.01 

.01 
.02 

.02 
.01 
.01 

.03 

.02 
.01 
.01 

.03      .03 
.02      .02 

.01       .02 
.03      .02 

.02 
.03 
.02 
.03 

.02 
.04 
.04 
.04 

.03 
.02 
.02 

.01 
.04 
.02 

.01 

.01 

.01 

-27th- 

ESSEX    FELLS    SERVICE    BLDG 

.0 
0 

NEW   MILFORD 

.02 

.02 

WOODCLIFF    LAKE 

.01 

.02 

.02 

-28 

til- 

ATLANTIC   CITY   WB 

.02 

.01 

.01 

.03 

.0 
.0 
.0 
.0 

ESSEX    FELLS    SERVICE    BLDG 

GREAT   MEADOWS 

.01 

.01 

.01 

TRENTON   WB   CITY 

WOODCLIFF    LAKE 

-29 

th" 

ATLANTIC    CITY   WB 

.03 

.04 

.01 

.07 

.03 

.02 

.07 

.06 

.01 

.01 

.04 

:! 

.8 
.6 

* 

ELIZABETBPORT 

.01 

.03 

.01 

.01 

.04 

.01 

.06 

.14 

.02 

.17      .25 

.08 

ESSEX   FELLS    SERVICE    BLDG 

.01 

.01 

.01 

.03 

.04 

.03 

.03 

.09 

.17      .21 

.22 

.01 

.01 

FREEBOLD 
GREAT    MEADOWS 

.04 

• 

.01 

* 

» 

.04 

* 

.04 

.03 

.05 

.02 

.06 

.16      .15 

*           * 

. 

. 

* 

* 

*           * 

HIGBTSTOWN    PUMPING    STA 

IRVINGTON 

LAKEBURST   AIRPORT                              6 

LITTLE    FALLS    WATER   CO 

.01 

.01 

• 

.02 

• 
.02 

.01 

* 

.04 

.01 

* 
• 
.05 

.04 

* 
.OS 

.05 

.16 
.02 

.01 
.03 

.04 

* 
* 
.05 

.26      .09 

*  * 

*  * 
.12      .25 

.80 
.20 

.49 
.06 

* 
.01 

* 
.02 

*           * 

«           .01 

.8 

.9 
.9 

.7, 
.6 
.5 
.7 
.7> 
.7 
t2 

LONG  BRANCB 

.01 

.01 

.01 

.02 

.05 

.08 

.07 

.05 

.07 

.06 

.09      .33 

.06 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK   WB  AIRPORT 

NEW    MILFORD 

RABWAY 

.01 

.02 
.01 

.01 

.01 
.01 

.01 

.01 
.01 

.01 

.01 
.04 

.01 

.03 
.05 

.03 

.01 
.01 

.02 
.01 

.03 

.06 

.03 
.01 
.05 
.10 
.04 
.06 

.42 
.01 
.38 
.06 
.OS 
.07 

.21      .01 
.02      .08 
.07 

.13      .26 
.12      .23 
.26      .12 

.03 

.07 
.15 
.02 

.07 
.02 
.01 
.06 

.01 

.06 
.01 

.13      .17 

.05 

SEABROOK 
SPRINGFIELD 

.01 

.01 

.02 

.03 

.02 
.04 

.13 
.01 

.03 

.01 
.06 

.12 
.07 

.21       .21 

.08 

.'1 
_3 

TRENTON  WB  CITY 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.01 

.01 

.09 

.13      .04 

.01 

.7 

WANAQUE    RAYMOND   DAM 
WATCBUNG 
WESTFIELD 
WOODCLIFF   LAKE 

.02 

.01 

.04 

.01 

.06 
.01 

.04 
.01 
.01 

.08 

.01 
.03 

.03 
.01 

.10 
.04 
.01 

.14 
.05 
.02 

.2C 
.21 
.03 
.06 

.04      .01 
.19      .16 
.18      .08 
.13      .21 

.02 
.03 
.13 

.01 

.06 

.01 

.01 

.01 

.01 

.7 
.4 

-30th 

.01 

.08 

.10 

.12 

.3 

ATLANTIC    CITY   WB 

.03 

.03 

.0 

ELIZABETBPORT 

.01 

.03 

.0 

ESSEX    FELLS    SERVICE    BLDG 

.10 

.05 

.1 

FREEBOLD 

.39 

.3 

GREAT   MEADOWS 

• 

* 

* 

* 

* 

* 

.05 

.0 

IRVINGTON 

* 

• 

* 

* 

LAKEBURST    AIRPORT                              6 

.02 

.0: 

LITTLE   FALLS  WATER  CO 

.01 

.06 

.08 

.1 

LONG    BRANCB 

.01 

.04 

.02 

.01 

.0: 

LUMBERTON 

.05 

.07 

.1: 

MARLBORO 

.09 

.04 

.05 

.11 

MILLVILLE 

.05 

.0 

NEWARK   WB    AIRPORT 

.02 

.0: 

NEW   MILFORD 

.02 

.04 

.0' 

RABWAY 

.09 

.0 

SEABROOK 

.01 

.05 

.0' 

SPRINGFIELD 

.03 

.02 

.0 

TRENTON   WB   CITY 

.01 

.02 

.0: 

WATCBUNG 

.01 

.0: 

WESTFIELD 

.01 

.01 

.05 

.0 

WOODCLIFF    LAKE 

-31 

st- 

ATLANTIC   CITY   WB 

.10 

.08      .02 

.03      .02 

.2 

CAPE    MAY 

- 

- 

- 

- 

- 

- 

" 

" 

" 

.1 

ELIZABETHPORT 

.02 

.04      .02 

.02 

,i 

ESSEX   FELLS    SERVICE    BLDG 

.02 

.04      .02 

.0 

.01      .01 

i 

FREEBOLD 

BIGHTSTOWN    PUMPING    STA 

IRVINGTON 

• 

• 

* 

.09 

LAKEBURST    AIRPORT                              6 

• 

.33      • 

• 

• 

* 

• 

.  0' ' 

,i 

LITTLE   FALLS   WATER  CO 

.08 

.02      .02 

.02 

.  l 

LONG    BRANCH 

.04 

.02      .03 

.04      .02 

.0 

LUMBERTON 

.01 

.02      .01 

.  1 

MARLBORO 

.06 

.04       .02 

.03 

") 

.0 

MILLVILLE 

.03 

.01       .01 

.  1 

NEWARK    WB   AIRPORT 

.03 

.OS      .02 

.03 

.1 

NEW    MILFORD 

.03 

.06      . 04 

.03      .01 

.  1 

RABWAY 

.02 

.02     .o: 

01      .01       .01 

.itlnu~< 


HOURLY  PRECIPITATION 


km   Jmnrr 

UKUat*    IU9(J 


St«tl.-.l 

A  M   Houi  aodlng 

P  M    Houi  .„.!,„., 

1 

1 

a 

3 

4 

8 

S 

7 

e 

9 

10 

u 

12 

1 

a 

3 

4 

8 

e 

7 

8 

S 

10 

II 

12 

ilAMOOK 

.01 

.01 

.01      .01 

.01 

.05 

5P«1*>  ' 

.03 

.03 

.02 

.03 

.01 

.12 

roimm  WB  OITT 

.02 

.01 

.01 

.04 

MMgilt    KAYUONP   Mil 

.02 

.01 

.01 

.04 

mciuia 

.03 

.03 

.01 

.Ot 

IISTVIKUI 

.03 

.01 

.01 

.01 

.01       .02 

.0* 

fOODCLirr   LAEI 

.01 

.04 

.03 

.02 

.01       .01 

.12 

See  reference  i 


tes  following  Station  In 
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DAILY  TEMPERATURES 


NEW   JERSEY 
DECEMBER    195C 


Day  of  month 


10      11      12      13      14      15      16      17      18      19      20      21      22     23  I  24     25     26     27     28     29     30     31 


ATLANTIC   CITY   WB 

BELLEPLAIK 

BELVIDERE 

BOONTON 

BR  IDG ETON 

BURLINGTON 

CANOE   BROOK 

CAPE    MAY 

CHA'LOTTEBURG 

CRATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX    PELLS    SERV    BLDG 

FLEMINGTON 

FREEHOLD 

BIGHTS TOWN 

INDIAN   MILLS    2   MI   WEST 

LAKEWOOI) 

LAMBERTVILLE 

LAYTON  3   MI    NW 

LITTLE  FALLS  WATER  CO 

LONG   BRANCH 

LONG    VALLEY 

MILLVILLE  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

P EMBERTON  1  MI  EAST 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVTLLE 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 

BUTHERFORD 

SANDY  HOOK 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 

MIS 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


42   50 
29   21 


38   38 
32   25 


56   57 
49   41 


62 
44 


46   60 
30   39 


39   57 
29   35 


48   47 


40   50 
30   25 


40   38 
30   22 


67 
35 


42   52 
32   28 


36   44 
31   23 


44   48 
28   21 


40   49 
31   25 


39 
32 

41 
24 

41 

30 

43 
25 

41) 
29 

47 
20 

41 
27 

44 

23 

40   40 
33   25 


38   53 
25   32 


4  2 

31 


33 


32 


61   40 
34   25 


58 
45   35 


71   64 

37   37 


59   46 
43   34 


46   60 
30   40 


55   61 

32  I  40 


50  j  63 
41   49 


56   60  45 
35   40  31 


45   43 
32   27 


IS 

27 

48 

32 

47 

26 

49 
35 

45 

26 

49 
33 

K. 

2  5 

54 
35 

48 
22 

52 
26 

4  7 

27 

51 
39 

4  3 
32 

50 

39 

51   39 
34   30 


50   39 
35   28 


37   37 
32   32 


39   40 
25   34 


43   38 
35   28 


39   39 
37   32 


40   40 
29   32 


38   34 
29   30 


47   39 
36   29 


42   37 
34 


47   40 
29   26 


39   40 

27   31 


40   40 
19   16 


37   39 
23;  27 


36   37 
20   20 


37   37 
23   23 


38   40   49 
27   24   32 


39   47 
22   29 


39   43 

22   26 


40   40 
36   30 


38   37 
35   32 


37   37 
24   23 


43   39   38 


48   38 
33   30 


40   39 
34  i  31 


50   38 
36   28 


38   36 
27   31 


39   39 
26   26 


40   34 
28   16 


36   37 
22   27 


44   37!  38 
34   24   20 


40   38 
34   28 


39   36 
35   32 


44   40 
36   30 


39 
19 


25 

22 

37 
21 

38 
20 

38 

24 

38 
24 

37 
21 

37 
22 

35 
2  2 

35 
21 

43 

26 

40 
25 

37 

21 

39 
20 

3  6 
22 

38 
21 

38 

21 

40 
20 

42 
19 

40 
15 

39 
24 

39 
24 

38 

21 

41 
20 

42 
14 

42 
18 

39 

2  7 

40 

26 

38 
28 

38 
28 

48 
26 

37 
24 

36 
22 

48 
29 

3  5 
26 

35 
22 

34 

21 

38 

31 

36 
20 

43 

29 

41 
31 

37 

25 

45 

27 

43 
32 

35 
25 

34 
23 

37 
28 

33 
10 

40 

26 

4  0 
30 

35 

25 

50 
26 

45 

3  2 

36 
22 

40 
26 

38 
30 

37 
24 

43 
24 

41 

32 

37 
22 

41 
19 

19 

31 

38 
20 

42 
28 

35 
30 

37 
23 

48 
29 

38 
28 

38 
22 

40 

20 

3  6 
28 

38 
27 

11 

2H 

41 
33 

37 
27 

47 

32 

3  6 
33 

36 
29 

36   41 
21   33 


35   45 
12   12 


33   35 

10  13   17 


31 

13 

35 
17 

3  5 
17 

36 
16 

32 

6 

30 
8 

35 
10 

36 

12 

3  2 
13 

35 
14 

3  0 
13 

32 
16 

33   37 
12   16 


40;  41 
17   21 


37   40 
26   23 


40   44 

30   30 


42  !  43 
30   26 


34   35 
24   18 


42   31 
23   20 


40   25 
17 


25   35 
11   18 


50   40 
34!  28   33 


25   33   45, 


20   25 
0-6 


41   28 

25   18 


23   34 

11   10 

22 


42   25 
24   17 


46   30 
24   16 


30 
-  6 

38 
21 

22 
-12 

27 
-10 

25 

4 

33 
5 

36 
2 

39 
23 

24 
-  9 

35 

17 

32 
-  4 

37 

19 

36   37 
16   19 


S*«  reference  not**  tallowing  Station  Index 
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ill  mil*.  I 


DAILY  TEMPERATURES 


*n  jn>n 


ii.mlh 

I 

1 

2 

4 

s 

l> 

8 

9 

11 

1  1 

14 

17 

III 

1*1 

21 

:a 

.". 

.•■I 

I 

SOHBtVlt.Lt 

MAX 
MIN 

40 
30 

40 
34 

•ill 
.III 

i 

l  l 
H 

1 

54 

in 

44 
30 

38 
31 

42 
35 

It 

19 

3H 
20 

42 

41 
:ia 

St 

•1 

33 

14 

111 

33 
U 

35 

12 

41 

..... 

4" 
34 

■-•n 

22          ' 

•    -10 

IT 
17 

39 

20 

41 
21 

39.3 

Sl»SM\ 

MAX 

MIN 

38 

.10 

34 

33 

S3 

SO 

SO 

.III 

so 

10 

.•1 

40 

It 

43 

31 

37 
30 

36 

M 

IS 

11 

36 
20 

IS 
19 

33 
25 

il 

34 
t 

3i 

25 
15 

30 
3 

34 

1 

M 

SI 

25 

37 

31 

jii 

i  '.      IB 

X 

S3 

n 

17 

J4 

2>> 

35.1 

tiknton 

MAX 

MIN 

.IK 
27 

41 
33 

63 
33 

1.(1 

:i7 

33 
35 

SO 
SS 

43 
38 

38 
33 

41 
33 

40 

:-i. 

38 
23 

39 
33 

46 

30 

in 
St 

,ir, 

21 

32 
16 

SS 

1H 

33 
13 

35 
16 

37 
20 

41 

46 
30 

n 

1M 

22      21       il 
10        3        0 

ii. 
34 

45 

25 

41 

27 

40.3 

23    4 

TUKKTON  IB  CITY 

MAX 

MIN 

38 
31 

39 
30 

67 
37 

61 
St 

43 

30 

4.1 
N 

53 

:ih 

ST 

SO 

43 

31 

40 
20 

41 

35 

St 

37 
26 

39 
26 

46 
32 

3» 

St 

14 

SS 

31 
20 

.111 

21 

30 
20 

34 
21 

37 
23 

41 

S3 

47 
33 

34 
22 

22      21      29 
12        8        9 

17 
27 

42 
30 

411 
31 

39.8 
27.1 

■00DSTOVM  1  III    in 

MAX 
MIN 

43 
30 

38 
34 

46 
33 

1,1. 
•a 

66 

33 

41 

M 

43 
33 

57 
SS 

44 

38 

43 
28 

39 
32 

ii. 

37 
22 

35 
21 

38 
26 

45 

."I 

.11, 

SS 

36 
19 

SO 

31 
14 

31 

16 

34 
19 

17 
'.'(I 

43 

30 

51 

St 

31      22      22 
20        6        8 

; 

S3 

It 

36 
24 

42 

34 

39.7 

24.  H 

See  reference  notes  following  Station  Index 
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Table? 

SNOWFALL  AND  SNOW  ON  GROUND 

NEW    JERSEY 
DECEMBER   1950 

Day  of  month 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ATLANTIC    CITY   WB 

SNOWFALL 
SN   ON   GND 

T 

T 

T 
T 

BELVIDERE 

SNOWFALL 
SN   ON    GND 

T 

.8 

.3 

3.5 

CHARLOTT'    .URG 

SNOWFALL 
SN   ON   GND 

.7 
1 

4.5 
4 

4 

4 

4 

3 

3 

.5 
3 

.5 
3 

3 

T 
3 

3.5 
6 

6 

6 

3 

3 

3 

CHATSWORTH 

SNOWFALL 

SN   ON    GND 

T 

T 

T 

CLAYTON 

SNOWFALL 
SN    ON   GND 

T 

T 

T 

T 

T 

T 

T 

FLEMINGTON 

SNOWFALL 
SN  ON  GND 

T 
T 

T 

.5 

T 

T 

.3 
T 

T 

1.3 

1 

1 

1 

1 

T 

T 

FREEHOLD 

SNOWFALL 
SN    ON   GND 

T 
T 

T 
T 

.3 

.5 
T 

T 

T 

T 

HIGRTSTOWN 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

.3 

1.2 

1 

1 

1 

T 
T 

INDIAN   MILLS    2   W 

SNOWFALL 
SN  ON  GND 

T 

T 

T 
T 

T 

LAKEWOOD 

SNOWFALL 
SN   ON   GND 

T 
T 

T 

T 

.3 
T 

T 

T 

LONG    VALLEY 

SNOWFALL 
SN    ON   GND 

1.0 

1.0 

3.0 

T 

MILLVILLE    CAA    AIRPORT 

SNOWFALL 
SN   ON   GND 

T 
T 

T 
T 

MOORESTOWN 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

.1 

.1 
T 

T 

MORRIS    PLAINS 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

.5 
T 

1.0 
1 

T 

T 

T 

T 

T 

.1 
T 

T 

T 

T 

T 

3.0 
3 

T 
2 

2 

1 

T 

.1 
T 

NEWARK  WB   AIRPORT 

SNOWFALL 
SN   ON   GND 

T 

.2 

.2 

.2 

T 

T 

2.8 
3 

3 

2 

T 
1 

T 

T 

NEW    BRUNSWICK    EXP   STA 

SNOWFALL 
SN   ON   GND 

T 
T 

1.8 
2 

2 

2 

T 

T 

T 

NEWTON 

SNOWFALL 
SN   ON    GND 

T 
T 

T 
T 

3.0 
3 

2 

2 

2 

2 

2 

1 

.1 
2 

2 

T 
2 

T 
2 

3.0 

5 

5 

4 

4 

4 

PATERSON 

SNOWFALL 
SN    ON   GND 

T 

T 

T 

T 

.5 

T 

.3 

T 

4.5 

T 

P EMBERTON    1   E 

SNOWFALL 
SN   ON   GND 

T 

.1 
T 

PLAINFIELD 

SNOWFALL 
SN   ON   GND 

T 
T 

T 

T 

T 

.5 
T 

T 

T 

T 

T 

T 

.4 

T 

T 

T 

2.7 
2 

2 

2 

1 

1 

T 

RIDGEFIELD 

SNOWFALL 
SN   ON    GND 

T 

.3 
T 

1.8 
2 

T 

T 

.5 
T 

T 
T 

2.8 
3 

2 

2 

T 

T 

T    ' 

RUNNEMEDE 

SNOWFALL 
SN   ON   GND 

T 

T 

T 

T 

.3 

T 

T 

T 

: 

SOMERVILLE 

SNOWFALL 
SN  ON  GND 

T 

T 

.5 
T 

T 

2.2 
2 

- 

- 

1 

T 

! 

SUSSEX 

SNOWFALL 
SN   ON   GND 

T 
T 

T 
T 

5.5 
5 

4 

4 

4 

4 

4 

2.0 
6 

2.0 
4 

T 

4 

4 

4.0 
8 

6 

6 

' 

TRENTON   WB    CITY 

SNOWFALL 
SN   ON   GND 

T 

T 

T 

.2 

T 

.6 

1 

T 

T 

T 

See  reference  noteB  following  Station  Index 
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rtbk 

CUMATOLOGICAL  DATA 

•n  jrwirr 

I1ATA 

TkttpmftuR) 

rWl|<>' 

•3 

i 

1     lav. 

•^ 

I 

I 

Sncm,  Sl«-I 

!■<■ 

Station 

< 

|1 

¥  o 

1 

1 

J 

I 

I 

\\ 

Si 

1 

|1 

j 

l 

2  %  s 

1 

8 
5 

s 

8 

ii 

1MO 

'KOO* 

67.  U 

-       .6 

40 

g 

0 

2.91 

-    1.43 

1.10 

25 

0 

0 

12 

4 

i 

89.5 

-    1.1 

95 

26 

44 

5 

7 

0 

3.08 

.68 

.61 

4 

0 

0 

12 

a 

0 

«»»»'NTO» 

71.2 

-      .6 

95 

144 

41 

12 

7 

0 

2.86 

-       .99 

.71 

14 

0 

0 

10 

4 

0 

PATKKSON 

•9.6 

-      .5 

95 

a  &4 

46 

18 

9 

0 

2.53 

-    1.64 

.69 

25 

0 

0 

11 

5 

0 

PLEASAtrTVlLLS 

67. SM 

-    1.5 

91 

a* 

40 

5+ 

2 

0 

2.88 

-       .58 

.80 

11 

0 

0 

12 

3 

0 

■ROII 

66.9 

97 

9 

38 

'.'. 

11 

0 

2.45 

-    1.57 

.69 

4 

0 

0 

7 

5 

0 

OCTOBER    1950 

CBATS»ORTH 

57. 9M 

85 

2 

25 

27 

223 

0 

3 

1.80 

1.22 

23 

0 

0 

5 

2 

1 

HAMNONTON 

61.2 

5.0 

83 

3 

29 

27 

142 

0 

1 

3.90 

.31 

2.78 

23 

0 

0 

6 

JERSEY    CITY 

56.6 

.2 

80 

1 

34 

27 

264 

0 

0 

1  .27 

-    2.21 

.65 

12 

0 

0 

7 

2 

0 

NOVEMBER    1950 

PATERS  ON 

46.411 

2.6 

84 

2+ 

8 

27 

0 

14 

6.29 

2.99 

2.35 

26 

.1 

0 

10 

4 

2 

PLEASASTV1L1.K 

45. 811 

.7 

85 

a 

16 

IS 

0 

15 

6.56 

3.53 

3.48 

26 

8 

4 

2 

DOTHERFORD 

46.2 

1 

84 

a 

25 

26 

512 

0 

8 

4.61 

2.35 

25 

T 

0 

12 

2 

TableS 

DAILY  PRECIPITATION 

NEW    JERSEY 
DELAYED    DATA 

Station 

Day  of  month 

1 

■a 

1 

2 

3       4 

5 

6 

7 

8 

9 

10 

11 

12 

13       14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

t2 

JTNE    1950 

BASS    RIVER   STATE    FOREST 

.70                    T 

.S5 

T 

.55 

T 

.50 

T 

T 

.45 

T 

.03 

.13 

T 

T 

2.91 

CANOE  BROOK 

.15       .29 

.57 

.02 

.01 

.36 

.OS 

.20 

.02 

.04 

.06 

I 

1.10 

2.91 

CEDAR   GROVE 

.30 

.23 

.97 

.05 

.06 

.62 

.04 

.15 

.04 

.07 

.02 

.73 

3.28 

ELIZABETH 

.32 

T 

.81 

.01 

.06 

.59 

.03 

.34 

.05 

.05 

.20 

.05 

.57 

3.08 

BAXUOMTON 

.06 

.58 

.47 

.71 

.221     .OS 

.19 

.07 

.47 

T 

.02 

2.86 

PATERS  ON 

T 

.26 

.54 

.05 

.01 

.43 

.11 

.37 

.02 

.01 

.08 

.65 

I 

2.53 

PLEASANTVILLE 

.14 

.10 

.14 

.23 

.02 

T 

.80 

.05 

.04 

T 

.18 

.12 

.72 

.34 

T 

2.88 

QUAKER  TOWN 

.34 

.03 

.60 

.10 

.24 

.12 

.16 

.04 

.04 

.01 

.03 

T 

1.71 

RONTON 

.54 

.69 

.03 

.02 

.50 

.39 

.28 

2.45 

JULY    1950 

GLASSBORO 

.10 

2.12 

.12 

.04 

3.00 

.44 

.56 

1.04 

.06 

.02 

06 

7.56 

AUGUST    1950 

CBDAP.   GROVE 

.02 

1.32 

.21 

.04 

.55 

.80 

.12 

.25 

.27 

.49 

4.07 

GLASSBORO 

.26 

1.52 

1.29 

1.80 

* 

. 

* 

lAXVILLE 

1.31 

.12 

T 

.23 

.40 

.20 

.53 

.10 

.51 

3.40 

MILTON 

.02 

.02 

.54 

.03 

.05 

.41 

.29 

.10 

.05 

2.52 

.10 

.02 

.05 

1.24 

.27 

5.71 

,    SPLIT    ROCS   POND 

.01 

.76 

.01 

.14 

.12 

.34 

.05 

1.63 

.03 

.63 

.71 

.31 

4.94 

OCTOBER    1950 

CHATSWORTH 

T 

T 

.16 

.12 

.02 

.28 

T 

T 

1.22 

T 

T 

1.80 

GLASSBORO 

.08 

.24 

.08 

.04 

.16 

.30 

.02 

.12 

1.16 

2.20 

BAJWONTON 

.40 

. 

.03 

.28 

.41 

T 

2.78 

3.90 

JERSEY    CITY 

.01 

.03 

.16 

T 

.65 

T 

.38 

.02 

.02 

1.27 

QUAKERTOTN 

.16 

.75 

.05 

.08 

.29 

.90 

2.23 

VIMELAND 

T 

T 

.23 

.11 

.20 

1.09 

- 

NOVEMBER    1950 

CEDAR   GROVE 

.201 

.52 

1.48 

.03 

.78 

.10 

.45 

2.54 

2.20 

.10 

8.40 

PATBRSON 

.05 

.17 

1.91 

T 

.04 

.05 

.83 

T 

.01 

T           .85 

2.35 

.03      T 

T 

6.29 

PLEASANTVILLE 

.49 

.02 

.03 

.63 

.08 

1.70 

3.48 

.13 

6.56 

RUTHERFORD 

.05 

1.60       .05 

T 

* 

.02 

.27 

.15 

.01              12.35       .01 

* 

.30     T 

4.81 

Set 

refe 

rence 

note 

S   loll 

awinc. 

Sta 

ion  Iz 

dex. 

" 

Table  4 

HOURLY  PRECIPITATION 

NEW   JERSEY 
DELAYED  DATA 

A  M.  Hour  ending 

P.  M.  Hour  ending 

1 

Station                                    - 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11        12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

Jinre  1950 

-1ST- 

qUAKERTOWS 

.06      .01       .01 

.02                   .01 

.14 
-3D- 

.07 

.32 

QUAKEBTOWN 

-4TH- 

.03 

.03 

QUAKBTOWK 

.08      .09      .34 

.02      .02 

.06 

.61 

-10TH- 

(JDAKEBTOWN 

-14TH- 

.08 

.oe 

QOaEERTOWN 

.04      .02 

.01       .01 

-15TH- 

.01 

.01      .02      .06 

.04      .01 

.01 

.24 

QBAKEETOWN 

.01      .01 

-16TB- 

.04 

06 

OUAKEBTOWN 

.01      .03 
-17TH- 

.11 

.01 

.16 

QUAKE BTOWN 

.03 

.03 

.01 

-19TH- 

.07 

QUAKERTOWN 

.02 

-20TH- 

.02 

.04 

QUAKERTOWN 

.01 

.01 

JULY   1950 

-4TH- 

GLASSBORO 

.10 

-5TH- 

10 

GLASSBORO 

-6TB- 

1.94      .18 

2.12 

GLASSBORO 

.06 

.02 

.02      .02 
-7TH- 

.12 

GLASSBORO 

.04 

.04 

.04 

.02      .18 

.14 

.46      .10 

.90   1.00 

-10TH- 

.02 

.14 

3.00 

GLASSBORO 

-13TH- 

| 

GLASSBORO 

-15TH- 

.44 

.4-. 

GLASSBORO 

.56 

-16TH- 

,se 

GLASSBORO 

* 

*           * 

* 

•           * 

*           *           * 

♦           *           * 

*           * 
-17TH- 

* 

*           *           * 

*           *           * 

*           *           * 

• 

GLASSBORO 

* 

*           ♦ 

* 

*           * 

*           »           * 

*           *           * 

•           * 
-20TH- 

* 

*           *           * 

*           «           • 

•           •        1 .  04 

1.04 

GLASSBORO 

-21 ST- 

.04      .02 

.06 

GLASSBORO 

.02 

-28TB- 

.02 

GLASSBORO 

.06 

.06 

AUGUST   1950 

-1ST- 

GLASSBORO 

-3D- 

.26 

.26 

GLASSBORO 

.06 

.04      .66      .72 

-19TH- 

.04 

1.52 

GLASSBORO 

1.10 
-20TH- 

.19 

l.lt 

GLASSBORO 

1.80 

1.8( 

-28TB- 

GLASSBORO 

* 

*           • 

• 

•           * 

*           *           ' 

•           »           * 

*           * 
-31 ST- 

* 

*           «           * 

«           •           • 

* 
« 

GLASSBORO 

• 

*           * 

* 

•           • 

" 

s«e   r»f«r«Dc*  notes   followlnit  station  Index. 
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HOURLY  PRECIPITATION 


nan  i9»o 

A.  M   H.mi  Mudtog 

1     M    II .ndlag 

I 

1 

a 

4 

S 

a 

7 

8 

S 

10 

12 

3 

4 

S 

a 

7 

8 

» 

12 

-3D- 

pi  in 

rF»    1AKE 

.09 

.06 

.01 
.01 

.02 

06      .02 

iiirn 

nl 

.12 
.  16 

«CT  UILTOHD 

.07 

.09 

.32 

.20 

4H 
.38 

-11TB- 

m  iilford 

-12TB- 

.02 
.09      .04 

.05      .02 
.05 

.01 

.10 
.IS 

IB1    MILFORH 

.01 

.01 

.01 

.03      .02      .01 

.09 

-13TH- 

m   MILFORD 

IFF   LAKE 

-21ST- 

.02 
.28 

.13 
.20 

.11      .10 
.01 

.10      .07 

.03 

.56 
.49 

(If   MILFORD 
fOOIX-l.IFF   LAKE 

-22D- 

.02 

.03 

.03 
.05 

.01 

.05 
.09 

HS1    MILFORD 
tOOlXLIFF    LAKE 

.01 

.01 

.01 

.02 
.01 

OCTOBER   1950 

-8TB- 

GLASSBORO 
QDAKERTOWN 

-9TB- 

.06 

.02 
.06      .02 

.06 

.02 

.08 
.16 

GLASSBORO 
QUAKERTOWN 

.01       .01 

.02      .02 

.08 

.04 

.08 

.02 

.01 
-10TB- 

.04 

.04 

.04 

.01 

.01      .02 

.20 

.22 

.08 

.04 

.24 

.75 

GLASSBORO 
QUAKERTOWN 

.05 

-11TB 

.08 

.08 
.05 

GLASSBORO 
QDABERTOWfi 

.04 

-12TB- 

.08 

.04 
.08 

GLASSBORO 
Q.UAKERTOWN 

.04      .12 
.02 

.02 

.04 

.06 

.12 
-20TH- 

.02 

.01 

.16 
.29 

GLASSBORO 

.28 

.02 

.30 

-21ST- 

GLASSBORO 

.02 

.02 

-22D- 

GLASSBORO 

-23D- 

.02 

.10 

.12 

GLASSBORO 
QUAKERTOWN 

.08 

.04 

.16 
.08 

.06 
.04 

.08 

.02 

.20      .20 
.24      .20 

.20      .10 
.02      .02 

.08 
.06 

.10 

.02 

.02 

.02      .02 

1.16 
.90 

3  following  Station  Index 
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Table  5 

D 

ai: 

LY 

TEM 

PE 

PJ 

vn 

JR 

ES 

NEW   JERSEY 
DELAYED  DATA 

Day  of  month 

« 
t 

4 

Station 

1 

2 

3        4 

5 

6 

7 

8 

9 

10 

11   '12 

13 

14       15 

I 

16      17 

18 

19 

20      21 

22 

23  | 

24 

2S 

26 

27 

28 

29 

30 

31 

JUNE    1950 
CANOE   BROOK 

MAX 
MIN 

63 
57 

69 
42 

83 
54 

81 

51 

72 
40 

79 
47 

85 
53 

911 
56 

89 

53 

89 
62 

88      74 
60      62 

74 

6  4 

76 
61 

63 
59 

64      78 
54      63 

80 
43 

74 
53 

60      73 
56      59 

85 

51 

79 

50 

87 
60 

94 
64 

57 

95 
59 

92 

54 

80 

51 

83 

55 

79.3 

5  5  .  0 

ELIZABETH 

MAX 
MIN 

70 
61 

84 

1» 

80 
56 

74      78 
52      44 

88 
53 

91 

58 

90 
61 

90 

57 

89 
63 

85      73 
60      54 

78 
48 

70 
55 

64 
61 

76      82 
59      65 

74 
46 

69 
57 

72 
56 

80 
62 

80 
56 

87 
53 

94 
61 

93 

69 

95 
62 

94 
63 

85 
57 

84 
56 

86 
61 

8  1     8 
57. H 

HAMMONTON 

MAX 
MIN 

75 
56 

81 
62 

82      84      79 
63      64      42 

88 
51 

93 
60 

88 
60 

91 
60 

91 
68 

84      82 
62      41 

84 
48 

73 
64 

71 

58 

74 
54 

86 
59 

82 
54 

72 
56 

74 
58 

87 
59 

81 

6  9 

83 

61 

95 
62 

93 

65 

94 
63 

95 

65 

83 

53 

83 
56 

88 
60 

»  3  .  8 

5  8.4 

PATERSON 

MAX 
MIN 

63 
55 

70 
19 

87      82      74 
60      52      47 

80 

53 

90 
61 

93 

67 

94 
61 

92 
66 

90      75 
60      50 

74 
50 

79 

56 

65 
59 

65 
56 

80 
60 

76 
46 

75 
54 

60 

55 

72 

58 

8  5 
57 

80      89 
56      64 

95      95 
69      66 

95 
66 

95 
58 

82 
59 

86 
64 

81.3 
57. £ 

PLEASANTVILLE 

MAX 
MIN 

74 
63 

77 

48 

83      81      66 
62      65      40 

74 
58 

82 
58 

91 
55 

88 
58 

80 
65 

83      76 
64      48 

70 
47 

76 

74 

75 
55 

75 
54 

86 
40 

76 

4  2 

73 
52 

78 
56 

85 

75      79 
50  1    53 

87      91 
68      62 

86 
60 

78 
57 

84 

55 

78 

65 

79.4 
5  5.6 

RUNYON 

MAX 
MIN 

70 
46 

74 
38 

76      78      84 
42      52      54 

86 
56 

91 
58 

94 
6  2 

97 
62 

92 
60 

82      74 
65      58 

74 

60 

70 
60 

65 

60 

68 
38 

70 
38 

72 
42 

7  8 
56 

80 
54 

82 

6  2 

85 
55 

88      91 
60      60 

94 

58 

92 
58 

95 
60 

93 
58 

94 
60 

92 
58 

82.; 

5  5.1 

OCTOBER   1950 
CHATSWORTH 

MAX 
MIN 

82 
50 

85 
51 

84      71 
53      51 

65 
38 

67 
42 

66 
45 

58 

50 

64 
61 

71 
61 

73      68 
46      58 

62 

4  6 

63 

36 

5  9 
4  9 

65 
39 

73 

4  0 

78 
53 

80 
50 

66 
58 

69 
26 

73 
38 

60      58 
51      50 

67 
52 

59 
30 

61 

25 

37 

78 

78 

45 

78 
50 

69.' 
16. ( 

HAMMONTON 

MAX 

MIN 

8. 
66 

81 

SI 

83      71 
65      56 

72 
42 

71 
35 

73 
51 

71 

52 

68 
50 

69 
58 

72      70 
48      55 

6  8 
55 

69 

38 

70 

54 

68 
46 

72 
52 

77 
54 

79 
50 

68 

62 

73 

48 

75 
40 

68 
55 

69 
49 

71  i    68      62 
43      35      29 

72 
40 

75 
46 

81 
48 

81 

60 

-2  : 

49.1 

JERSEY  CITY 

MAX 

MIN 

80 
57 

75 

59 

73 
59 

65 
46 

61 
41 

63      64 

41       54 

65 
55 

63 

59 

70 
51 

65      62 
49      50 

58 

47 

60 

4  5 

52 
43 

62 
40 

63 
41 

72 
52 

70 

59 

69 

55 

58 
43 

54 
45 

54 
45 

56 

49 

62 
50 

52      55 
40      34 

61 
49 

65 
57 

76 

55 

75 

57 

63.1 
49.: 

NOVEMBER   1950 
PATERSON 

MAX 
MIN 

79 
51 

84 
54 

84 
47 

60 
47 

66 

50 

56 
34 

58 
36 

67 

42 

67 
48 

72 
48 

58      47 
39      31 

49 
29 

47 
29 

57 

56 
30 

67 

41 

54 
38 

50 

28 

62 
36 

66 
34 

42 

30 

42 
29 

38 
31 

56 
37 

60 
24 

49 
8 

42 
29 

36 
29 

37 
30 

56.! 

3  5.: 

PLEASANTVILLE 

MAX 
MIN 

79 
54 

85 
49 

79 
50 

66 
56 

71 
48 

52 
26 

59 
36 

66 

43 

68 
44 

70 
49 

59      41 
39      29 

21 

51 
20 

51 
16 

58 
29 

65 
48 

37 

55 
18 

59 
46 

64      54 
33      25 

45 
25 

54 
29 

54 
41 

58 
22 

42 
23 

44 
32 

36 
21 

40 
26 

57. 

33.: 

RUTHERFORD 

MAX 
MIN 

82 
72 

84 

50 

70      72      66 
48      47      40 

57 
36 

67 
43 

65 
53 

71 
54 

60 
44 

46      49 
37      33 

43 
32 

54 
35 

59  |    68 
33      43 

61 

47 

50 
38 

63 
37 

64      58      44      44 
50      31      30      33 

1          1          1          1 

55 
35 

61 |    47 1    43 
33      25      27 

41 
29 

36 
29 

40 
30 

57. 
39. 

Table  6 

EVAPORATION  AND  WINE 

NEW    JERSEY 
DELAYED   DATA 

Day  of  month 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

■»  ..  » 

°  °  i 

JUNE   1950 

PLEASANTVILLE 

EVAP 
WIND 

.11 
34 

.10 
43 

.22 
48 

.17 
70 

.10 
20 

.13 
44 

.29 
15 

.24 
32 

.29 

18 

.19 
60 

.38 
66 

.22 
41 

.26 
21 

.10 
9 

.02 

12 

.07 
12 

.13 
15 

.32 

118 

* 
25 

* 
35 

.12 
8 

.22 
31 

.19 
18 

.21 

17 

.05 
37 

.19 
26 

.22 
10 

.32 
73 

.22 
28 

.19 
19 

5.2 

100 

NOVEMBER  1950 

j 

PLEASANTVILLE 

EVAP 
WIND 

.10 

29 

.13 
21 

.08 
21 

.06 
40 

83 

.03 
38 

.10 
99 

.03 
28 

.03 
35 

.03 
76 

.12 
72 

.03 
34 

47 

18 

19 

31 

81 

84 

74 

73 

187 

94 

52 

9 

98 

171 

41 

87 

19 

98 

18? 
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STATION  INDEX 


Dtalnaga 


iiltMlvatlnli 


llnl.l        I.,       1,1.!.. 


ATLANTIC   CITY   ¥11 

■ASS    K1VKK    STATE    FOREST 

UIIU'l.HS 


STKAR    RESERVOIR 

■    UOQi 


MAY 

i  mtn 


CLINTON 

LAKE 

deepwater 

elizabeth 

h.1zabetkport 

essex  fells  service  bldc 


FLEM1NGTON    1   NE 

FOETFSCUE 

FREEHOLD 

■Ussboro 
meat  meadows 

greenwood  lake 

BAMMONTON 

BIGHTSTOWN 

aiGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  1  ENE 
LAMBERTVILLE 

LAYTON  3  NW 
tITTLE  FALLS  WATER  CO 
LONG  BRANCH 
f  LONG  VALLEY 
ICMBERTON 

|  MACOPIN  INTAKE 

MANVILLE 
I  MARLBORO 
I  MARLTON  1  W 
I   HAYS  LANDING 

MIDLAND  PARK 
I  MILLVILLE 
I  MILLVILLE  CAA  AIRPORT 

MILTON 
I  MOORE STOWN 

MORRIS  PLAINS  1  W 

MKWARK  WB  AIRPORT 

HEW  BRUNSWICK  EXPERIMENT  STA 

HEW  MILFORD 

MEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PBILLIPSBDRG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 
RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON   NO  2 

TRENTON   WB   CITY 

TUCKERTON 

VINELAND 

1ANAQUE   RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF    LAKE 
WOODSTOWN    2   NW 

NEW   STATIONS 
AUDOBON  0346 


0325  ATLANTIC 

lUHUNGTON 

0721    MONMOUTH 
0739  WARREN 

0787  CAMDEN 
0907   MORRIS 

rrammum 

1106  CAM1IKN 
1211  BURLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
1351  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 
2768  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4  596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  PASSAIC 
4987  MONMOUTH 
5003  MORRIS 

5055  BURLINGTON 

5071  PASSAIC 
5197  SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 

6026  ESSEX 

6062  MIDDLESEX 

6146  BERGEN 

6177  SUSSEX 

6460  PASSAIC 

6560  ESSEX 

6775  PASSAIC 

6843  BURLINGTON 

6974  WARREN 

6979  WARREN 
7079  UNION 
7131  ATLANTIC 
7328  MERCER 
7372  HUNTERDON 

7393  UNION 
7545  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 
8402  MORRIS 

8423  UNION 
8644  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816 | OCEAN 

8878  i MERCER 
8883  |  MERCER 
8899 iOCEAN 
9135  I  CUMBERLAND 
9187  PASSAIC 

9271 j UNION 
9455  UNION 
9832  BERGEN 
9910  SALEM 


COASTAL 

COASTAL 

COASTAL 
0KI.AWARK 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 
PASSAIC 
COASTAL 
RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


39  22   74  25 


39  35 

SB   II, 

40  10 
40  50 

39  48 

40  54 
39  26 

39  53 

40  04 

41  07 
40  45 

HI!  2H 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 
40  48 
39  58 


74  28 
74  52 

74  02 

75  05 

74  56 

74  24 

75  14 
75  07 
74  51 

74  30 

74  21 

75  25 
74  57 
74  13 

74  26 
74  23 

74  32 

75  06 
74  55 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 

74  14 

74  00 

74  46 

74  48 


8   EST   MID   MID   7li 


41  01  74  24 

40  33  74  34 

40  20 i  74  14 

39  54  74  55 


GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 
PASSAIC 
PASSAIC 

DELAWARE 
DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

DELAWARE 

RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 
COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

i PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  37 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30 
74  10 
74  27 
74  02 
74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 
74  25 
74  31 
74  40 
74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  01 
74  18 

74  25 
74  21 

74  03 

75  20 


49 

19 
2H9 

70 
280 


La 


EST 

EST 

EST 
EST 
1ST 

EST 
EST 


M>    5P   55 


i.P 


MID 
5P 

7A 
8A 
6P 


M 


1040  EST 

180  EST 

8  EST 

17  EST    5P 

400  EST 

760,  EST|   4P 

185  EST 

90  EST    SP 

120 1  EST1   6P 

300  EST 


760 

33 

30 

330 

134 

5 

194 


660 
95 

100 


135 
128 


480 
157 

34 
660 

25 


120 
90 
50 


EST! 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 

EST 
F.KT 
F.ST 
EST 
EST 

EST 
EST 
EST 
F.ST 
EST 


HP 


EST 
EST 
EST 
EST 
EST 


210   EST 

60   EST 

76   EST 

EST 

62   EST 


400 
11 
99 
12 

769 


EST 
EST 
EST 
EST 
EST 


870  EST 

140  EST 

100  EST 

60  EST 

182  EST 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


EST 

22   EST 

100 ;  EST 

65   EST 

EST 

EST 

450  EST 

75   EST 

10!  EST 


105 

56 

23 

110 

320 


135 
103 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


MID 

HID 


|i 


.-A 

M 

9A 

5P   24 

8A 


IP 

8A 
SP 

up 
6P 

5P 
MID 

5P 

HIH 
HA 

5P 

5P 
5P 

Mill 
MM, 

7A 

5P 

HP 
Mill 
HP 

MID 

MID 

«1H 

6P 

tiP 


EST  6P   6P 

EST  9A I   9A 

EST  UID  MID 

EST 

EST  MID 


9A 
MID 

HID 
GP 
SP 

MID 

MID 

MID 

7A 

HA 

4P 

MID 
SP 

MID 
HA 

4P 
MID 
8A 
5P    5P 
10P   10P 


HA 


MID 
AR 

MID 

MID 

10A 

9P 

6P 

8P 
MID 
MID 

6P 
10A 

HID 

6P 

6P 

NOON 

5P 

MID 

MID 

5P 

5P 

8A 

MID 
9A 

MID 
6A 


H    :,    WhAIIIMI    III  111  AC 

vl  CI 

I       IKIMMAI. 
CITY    WATER 
■ISa    C    S    IIIXSON 

.SAMUEL    II    Ml     CULLEY 

CITY    WATER    WORKS 
I1KNNET    K    MATLACK 
C    D   SCOTT 
PUBLIC    SERVICE    E   L  G    CO 


2   3   4  ft      7 

3 

2  3  ft 

3 

2   3  5      7 

3 

2  3  ft 

2  3  9 

CLOSED   12/31/49 

2  3  ft 


NEWARK   WATER   DEPT. 
19  N   J   DEPT  OF  CONSERVATION 
GERTRUDE  S   WILLIS 
N  W  MAGNESITE  CO 
J   A   PLUNKETT 

NEWARK  WATER   DEPT 
EDWARD    P   MOLITOR 
WILLIAM   S    HAINES 
HARRY    P   CAMPBELL 
1.  W   KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

|GE0RGE  G  WADDILL 

E  E  CASE 


2  3 

3 

2  3 

2  3 

3 


2  3 

3 

2  3 

2  3 


A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 


JOINT  TOLL  BRIDGE  COMM 

S  K  PEARSON 
26  N  J  DEPT  OF  CONSERVATION 
jPRINCETON  WATER  CO 
1WILLIS  W  VAIL 


LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26  N  J  DEPT  OF  CONSERVATION 


2  3 

2  3 

3 

2  3 


3 
2  3 
2  3 

3 

3 


HAROLD  SCOTT 
lu  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

H  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

IE  H  RISTOW 

'u  S  WEATHER  BUREAU        2 
LLOYD  V.  SAMPSON 
ROBERT  JONES        • 
WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 

IRVING  J  NYGREN 
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REFERENCE  NOTES 
umbers  Id  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis. 


There  will  be  no  duplication  of 


The  four  digit  identification 
numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW.  indicate  distance  in  miles  and  directions  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  Issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  Included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   Temperature  in  °F,  precipitation  and  evaporation  in  inches,  and  wind  movement 
in  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,5,6  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of  observation. 


See  the  Station  Index  for  observation  time. 


Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Heather  Bureau  and  C.A.A.  stations.   For  these  stations  snow  on  ground  values  are  at 
7:30  p.m.  E.S.T. 

-   No  record  in  Tables  3,  4,  6,  7  and  the  Station  Index.   No  record  in  Tables  2  and  5,  13  indicated  by  no  entry.   When  hourly  precipitation  is  missin 

or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 
+   And  also  on  a  later  date  or  dates. 

•   Amount  included  in  following  measurement,  time  distribution  unknown. 

6   Station  not  equipped  with  a  recording  gage.   See  Table  4  for  6-hourly  measured  amounts. 
B  Adjusted  to  a  full  month. 

E   Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a  ratio  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 
M   One  or  more  days  of  record  missing;   see  Table  5  for  detailed  daily  record.   Degree  day  data,  if  carried  for  this  station,  have  been  adjusted 

to  represent  the  value  for  a  full  month. 
R   Daily  values  and  monthly  total  from  recording  gage.   All  other  data  in  table  3  are  from  non-recording  gages. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 

Subscription  Price:   15  cents  per  copy,  Monthly  and  Annual;  $1.50  per  year.   (Yearly  subscription  Includes  the  Annual  Summary.)   Checks,  postal  notes 
and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to 
the  Weather  Records  Processing  Center,  430  Post  Office  Building.  Chattanooga  2,  Tennessee. 


CORRECTIONS 
MONTH:   JULY  1950 


Table  2: 


Table  3: 


Table  3: 


Boonton 


Monthly  precipitation  total  should  be  5.47 
departure  from  normal,  0.71. 

Amount  on  29th  should  be  .05. 


MONTH:   AUGUST  1950 


Glassboro 


Total  should  be  V11.19. 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 


ANNUAL  SUMMARY  1950 
Volume  LV      No.  13 


CHATTANOOGA:   1951 


NOT  JERSEY  -  1950 
A.  E.  White,  Section  Director  -  Trenton 
WEATHER  SUMMARY 


After  an  unusually  mild  January  and  continuing  mild  until  about  the  20th  of  February,  the  tendency  toward  warmer  than  norm 
temperature  that  had  prevailed  for  many  months  was  reversed  and  all  months  from  March  to  September,  1950,  averaged  cold'' 
than  normal.  The  State  average  temperature  for  the  year,  52.3°,  was  just  0.2°  above  normal.  The  highest  during  the  ye 
was  99°  at  Hammonton  on  July  31st,  and  the  lowest  was  -18°  at  Layton  on  December  28th.  Precipitation  averaged  44.12  inch 
for  the  State  or  -1.44  inches  below  normal.  Being  rather  well  distributed,  this  was  generally  adequate  for  agriculture  a 
other  purposes.  The  wettest  month  was  November  with  an  average  of  5.49  inches  and  the  driest  was  October  with  1.88  inche 
The  period,  April  -  June  was  somewhat  deficient  in  moisture  but  drought  conditions  did  not  become  serious.  Annual  amoun 
recorded  ranged  from  a  low  of  34.57  inches  at  Deepwater,  Salem  County  to  59.27  inches  at  Milton,  Morris  County. 

The  outstanding  weather  event  of  the  year  was  the  great  storm  of  November  25th  when  winds  of  near  hurricane  force  prevail 
for  some  eight  or  ten  hours  throughout  nearly  the  entire  State.  This  was  one  of  the  most  destructive  storms  to  life  ai 
property  ever  to  strike  New  Jersey,  taking  a  toll  of  over  thirty  lives  and  causing  property  damage  estimated  at  $30,000,00 
A  more  detailed  account  of  this  storm  may  be  found  in  the  November  1950,  issue  of  New  Jersey  Climatological  Data. 

THE  WEATHER  BY  MONTHS. 

JANUARY:   With  a  State  average  of  40.7°,  this  was  the  third  warmest  January  of  record  in  this  State.   Precipitation  w; 
only  68  percent  of  normal  and  snowfall  averaged  only  0.5  inch,  the  least  of  record  except  for  January,  1934.   Nevertheles: 
the  month  was  unusually  cloudy.   Readings  of  76°  were  registered  at  some  stations  on  the  26th;  the  lowest  anywhere  was 
above  zero. 


FEBRUARY:   Mostly  milu  until  the  20th  but  quite  cold  the  rest  of  the  month, 
snow  in  North  Jersey.   There  was  freezing  rain  several  days. 


It  was  wetter  than  normal  with  considerab 


MARCH:  Considerably  colder  and  wetter  than  normal.  A  reading  of  -10°  was  registered  at  Layton  on  the  4th.  A  warm  spe 
the  last  week  boosted  temperatures  to  70 's  on  the  26th.   It  was  unusually  windy  even  for  March. 

APRIL:  Month  averaged  2"  colder  than  normal  but  temperatures  of  80°  were  registered  on  the  4th  and  19th.  Precipitatid 
averaged  only  61  percent  of  normal,  but  was  much  greater  in  north.  Month  favored  soil  preparation  and  planting  of  crop 
Cool  weather  delayed  vegetation  and  lessened  danger  from  late  frosts. 

MAY:   Colder  than  normal  trend  continued.   It  was  below  freezing  at  many  stations  on  the  9th.   Little  frost  damage  due 
cloudiness  on  coldest  nights.   There  was  an  unusual  amount  of  fog  -  Newark  Airport  recorded  fog  on  19  days. 

JUNE:  Temperature  was  slightly  below  normal  and  rainfall  70  percent  of  normal.  Sunshine  percentage  was  high  and  wii 
movement  light.  Temperature  dropped  to  34°  at  Layton  on  18th  and  reached  98°  at  Newark  on  27th;  some  light  frost  in  era. 
berry  bogs  but  growing  conditions  generally  favorable. 

JULY:  Slightly  cooler  than  normal  with  no  severe  heat  wave  but  temperature  reached  99°  at  Hammonton  on  31st.  Rains  we: 
frequent  and  monthly  amounts  above  normal  most  stations;  greatest  was  11.32  inches  at  Princeton;  heavy  rains  on  10th. 

AUGUST:  Colder  than  normal  but  last  week  was  warm  and  humid.  Rainfall  averaged  slightly  above  normal  but  monthly  amoun 
ranged  from  1.38  at  Clayton  to  9.14  inches  at  Trenton  No.  2.   The  wettest  County  was  Monmouth. 

SEPTEMBER:  This  was  the  seventh  consecutive  month  averaging  colder  than  normal  and  with  the  greatest  deficiency  of  ai 
month  of  the  year,  -3.0°.  It  was  unusually  cold  17-18th  and  24-25th  with  frost  interior  sections,  but  little  frost  damage 
Very  heavy  rains  fell  in  south  Jersey  during  the  2d  week.  State  average  was  slightly  under  normal  and  amounts  ranged  fr 
1.35  at  Woodcliff  Lake  to  9.91  inches  at  Seabrook  where  6.22  inches  fell  on  the  11th. 

I 

OCTOBER:   This  was  the  first  month,  warmer  than  normal,  since  February.   It  was  unusually  warm  the  first  three  days  wh; 
80°  readings  were  registered,  also  on  the  18-20th  and  last  three  days  of  the  month.   Several  stations  had  80°  on  the  31sj 
Temperature  dropped  to  17°  at  Layton,  however  on  the  27th  and  the  first  generally  killing  frost  of  the  season  occurred  j 
that  date.   It  was  the  driest  month  of  the  year  with  monthly  rainfall  ranging  from  0.69  at  Sandy  Hook  to  3.22  inches 
Princeton.   There  was  fog  on  many  days.   The  month  favored  harvest  and  seeding  of  crops. 

NOVEMBER:  Besides  the  destructive  storm  of  November  25th,  previously  mentioned  in  this  summary,  the  month  was  featur 
by  record  breaking  heat  during  the  first  week.  The  highest  reported  was  88°  at  Elizabeth  on  the  1st,  exceeding  the  pr 
vious  State  record  for  November  by  5°.   Precipitation  was  much  above  normal. 

DECEMBER:  With  an  average  of  32.0°,  this  was  the  coldest  month  of  the  year  except  February.  Though  unseasonably  wai 
during  the  first  week,  there  was  much  cold  weather  the  latter  half  of  the  month.  The  coldest  weather  of  the  year  19! 
occurred  during  the  last  week.  Layton  reported  -18°  on  the  28th.  Precipitation  was  a  little  above  normal  and  ircludi 
considerable  snowfall  in  north  Jersey. 

AEW 


ACKNOWLEDGMENTS 


In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Kydroclima 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  llydroclimat lc  Network  is  n  nationwide  net  of  rain  gages--most ly  of 
the-  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  In  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
oi  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  -.1  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1910  and  194-1,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
in-  Departnent  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
datl  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per   year  to  meet  the  increasing  needs  of  their  program  In 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  llydroclimat 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unite. 
States,  but  since  the  Network  was  established  to  meet  the  internal  require-; 
ments  of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref 
erence  copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspectio 
may  be  obtained  upon  application  to  Chief,  U.  S.  Weather  Bureau,  Washington 
25,  D.  C. 

Many  other  records  published  in  tins  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
Individuals  as  listed  in  the  Station  Index. 
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STATION  LEGEND 
■"        •       >     Precipitation  only 
<D  Precipitation,  storage 

-O-    -♦-    -O-    Precipitation  and  Temperature 
-<j>-    +    -<►-    Precipitation.  Temperature  and  Evaporation 
tfja    Section  Center 

Type  of  gage.        0    Non-recording : 

•    According;    *    So/A  fypes 

Double  circle  combinations    Complete  Meteorological. 


n  0  C  8/50 


AVERAGE  TEMPERATURES  AND    DEPARTURES  FROM  NORMAL 


Station 


ATLAKTIC    CITY    WB 
BELLEPLAIN 

BKLVIDERE 

BOOXTON 

BRIDGETON 

BURLINGTON 
CANOE    BROOK 
CAPI    KAY 
CBARLOTTEBURG 
CHATSWORTH 

CLAYTON 

ELIZABETH 

ESSEX    FELLS    SERV    BLDC 

FLEHISGTON 
FREEHOLD 

HAHHOHTON 
HIGBTSTOWN 
INDIAH   HILLS    2    W 
JERSEY    CITY 
LAJSEWOOD    2    ENE 

LANBERTYILLE 

LAYTON   3    HW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

H1LI.VILLE  CAA  AIRPORT 
NOORESTOWN 
HORRIS  PLAINS 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  STA 

NEWTON 
PATERSON 
PEMBERTON  1  E 
PHILLIPS BURG 
PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEHEDE 

RUNYON 

RUTHERFORD 

SANDY  HOOK 
SOHERVILLE 
SUSSEX 

TRENTON    NO  2 
TRENTON  WB  CITY 


SECTION  AVERAGE 


January         February 


141.7 

'40.7 
36.0 
38.4 
43.2 
36.4 

|44.1 
42.6 
|  38.7 
(40.3 
41.0 

34.2 
38.7 
43.3 
39.2 

40.1 

42.3 

39.3 
42.8 
40.8 
40.2 

41.4 
39.9 
36.0 
40.9 
42.3 


41.5 
40.7 


13.0    35. 4* 
11.3   31.6 
11.0   33.1 
6.8    29.7 
9.6    31.5 


10.4 
10.7 

9    2 


31.8 
26.2 
30.5 
32.4 
28.3 

34.5 


.-|31.6 

7.7l  26.1 
8.7  29.9 
9.8!  33.1 
10.6  31.1 
9.9    30.9 

9    3    34.0 

10. 1    29.8 

-       33.3 


10.1 
10.6 
9.0 
9.0 
11.8 


32.0 
31.0 
27.1 


32.2 
31.6 


March 


39    OH 
34.1 

39  611 
33.2 
38.6 

39.8 
37.6 
34.6 
36.4 
36.6 

39.8 
36.7 
38.2 
33.8 
35.4 

37.1 
32.3 
35.8 
36.6 
33.5 

38.4 
37.4 
35.6 
36.2 
36.4 

31.6 
35  0 
38.6 
37.1 
36.3 


.2135.3 

-  38.6 
.2    35.1 

-  36.6 

.1  36.0 
1.0  36.5 
.1  34.1 
.2  36.3 
1.7    37    1 


37.0 
36.8 


April 


47.3 
48.6 
48. 4H 
46.3 
49.  9H 

49.  KB 
46.1 
46. 6H 
45.6 
48.2 

48.2 
49.1 
45.8 
47.7 
48.1 

49.8 
48.0 
46.0 
46.2 
46.3 


3.0 
4.0 
2.9 
6.3 
5.1 

2.4 

3.5 
3.2 
2  7 
2.3 


-  48.2 
2.6J47.9 

-  47.4 
3.4  48.4 
2.7    47.9 

15  h  ; 
4.4I47.7 

3.5148.3 
1.4  48.2 
3 . 0 ! 46 . 1 


2.9 
4.0 

2.0 


-      47.8 

2.6,47.8 


2.3 
2.6 
1    3 


May 


June 


56.3 
59    311 
60.4 
56.4 
61.  OH 


57.1 
58. 1H 
58.0 
59.5 

60.9 
59.4 
56.7 
59.4 
58.4 

61.9 
58.4 
59.8 
55.8 
56.3 

60.2 
58.4 
58.8 
56.4 
56.  OH 

60.4 
58.9 
59.0 


56.6 
58.5 
60.4 
60.3 
58.2 

58.1 
58.4 
60.1 
58.2 


56.5 
59.2 
59.0 
59.1 
59.2 


59.3 
58.6 


69.2 
65.2 
68.2 


69.  OH 
70.5 
69  .2 


69.0 
69.3 
66.8 
69.8 
69.9 

69.3 

68.5 


July 


73.5 
73.8 

72.8 
70.6 

74.1 

78.3 

71.  7H 
75    5N 


73.3 
69.6 
73.3 
73.2 


72.9 
73.7 
75.3 
74.6 


70.4 
73.6 
74.2 


73.9 
73.2 


1  0 
1.7 
2.4 


August 


72.2 
72.2 
72.0 
69.2 
72.1 

75.9 
69.  9H 
72.  4H 
68.2 
70.9 

72.8 
72.4 
70.0 


1.2    72. 4H 
1.2    71.0 
1.61 71.2 
3     S     60    A 


72.8 
71.6 
70.4 
72.8 
71.6 


3.2 
.8 

2.7 
.9 

14 


68.7 
72.4 
71.6 
71.9 
71.2 

71. 8H 
71.3 
73.7 
71.6 


September  !    October 


60.  6H 
66. 3H 
60.4 
62.8 

64.1 
63.7 
60.5 
62.5 
63.0 

65.  7H 

62.6 

62.8 

62.3 

62.3 

63.3 
59.8 
63.4 
62.9 
60.2 

63.9 
62.6 
61.6 
64.1 
63.4 

59.2 
63.3 
63.7 
63.5 
63.2 

63.  6H 


64.1 
.4H 

60.6 

6]  ,9 
63.1 


-  1.6 

-  2.4 

-  2.5 

-  2.9 


-  2.2 

-  3.4 

-  2.2 

-  2.1 


59.9 
58.5 
57 .1 
55.1 
58.7 

60.5 
55.5 
61.  4H 
54.9 
57. 9H 

58.5 
59.2 
55.0 
55.7 
57.6 

61.2 
57.8 
57.7 
56.6 
56.1 


51    3  H 
57.5 
57.8 
54.3 

58.1 

57    911 
56.4 


4.7 
3.0 

4.5 


3.4 
3.5 
3.7 
4.9 
3.8 


58.4 
57.5 
58.0 
58.  OH 
58.8 

59.8 
57.3 
54.7 
57.0 
58.4 


2  9 
3.4 
3.3 
2  5 
2.8 


November 


49.6 
44.6 
51.  OH 
42.6 
46.5 

47.0 
48.2 
44.4 
45.3 
47.3 

48.8 
49. 6H 
46.3 
45.8 
47. 3H 

46.2 
42.2 
45.9 
46.9 
42.5 

46.4 
46.4 
45.2 
47.0 
47.8 

41.3 
46.  4H 
47.3 
45.3 
46.5 

45.  8H 

45.1 

46.5 

45.5 

48.2 

48.  5H 

45.9 

43.9 

45.5 

46.9 


3.8 
2  6 
3.7 


2,9 
2.7 

2.7 
2.3 

1.4 


Annua] 


36.7 
34.3 
30.5 
29.8 
34.2 

33.9 


33.0 
29.4 
30.9 
33.0 


30. 7H 
33.0 
32.4 
32.5 

32.0 
26.2 
32.1 
34.3 
29.1 

33.3 
32.4 
31.0 
33.5 
32. 3H 

26.8 
32.9 
33.5 
31.1 
32.0 

32.4 
32.0 
33.0 
31. 2H 

34.0 

35.1 
30.9 
27.3 
31.9 


32.3 
32.0 


54.0 
53.3 
50.1 
51.8 
52.6 


52.6 
48.8 
51.9 
52.5 


53.7 
52.7 
51.3 


52.1 
49.7 
52.3 


See  reference  notes  following  Station  Index 
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TOTAL  PRECIPITATION  AND  DEPARTURES  FROM  NORMAL 


i  Doles  following  Station  Index 
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Table  3 

TEMPERATURE  EXTREMES  AND  FREEZE  DATA 

NEW   JERS 
19 

Station 

i 

Date 

Lowest 

Date 

Last  spring  mini""""  of 

First  f*H  minimum 

of 

No.  ol  days 
between  dates 

9 

2 

24 

or 

28°  or 

32°  or 

32°  or 

28°  or 

24° 

or 

24°  or 

28°  or 

32°  or 

below 

below 

below 

below 

below 

below 

below 

below 

below 

ATLANTIC    CITY   WB 

91 

7-20 

9 

2-21 

3-19 

(22°) 

4-14    (25°) 

4-14    (25°) 

11-14    (32°) 

11-26    (27°) 

12-18 

(23°) 

274 

226 

214 

BELLEPLAIN 

93 

6-27+ 

5 

2-21+ 

4-14 

(23°) 

4-22    (27°) 

5-    9    (32°) 

10-27    (25°) 

10-27    (25°) 

11-13 

(22°) 

213 

188 

171 

BELVIDERE 

96 

6-26 

-    6 

12-28 

4-14 

(24°) 

4-16    (27°) 

4-22    (30°) 

10-27    (26°) 

10-27    (26°) 

_ 

_ 

194 

188 

BOONTON 

91 

6-27 

-    7 

12-28 

4-    1 

(23°) 

4-15    (27°) 

4-22    (32°) 

10-    6    (32°) 

10-27    (24°) 

10-27 

(24°) 

209 

195 

167 

BRIDGETON 

93 

6-25 

10 

2-21+ 

- 

4-15    (27°) 

4-16    (30°) 

11-12    (31°) 

11-13    (28°) 

11-26 

(21°) 

- 

212 

210 

BURLINGTON 

95 

6-24 

8 

2-21 

- 

4-14    (25°) 

4-17    (32°) 

11-12    (32°) 

11-13    (25°) 

11-14 

(24°) 

_ 

213 

209 

CANOE  BROOK 

- 

- 

-14 

12-28 

4-16 

(22°) 

5-    9    (28°) 

5-    9    (28°) 

9-25    (32°) 

9-27    (24°) 

9-27 

(24°) 

164 

141 

139 

CAPE   MAY 

92 

7-20 

- 

- 

4-14 

(24°) 

4-14    (24°) 

4-14    (24°) 

10-27    (26°) 

10-27    (26°) 

11-14 

(20°) 

214 

196 

196 

CHARLOTTEBURG 

91 

6-26 

-15 

12-28 

4-17 

(22°) 

4-23    (28°) 

5-    9    >">9°) 

9-18    (29°) 

10-   6    (27°) 

10-27 

(20°) 

193 

166 

132 

CHATSWORTH   5   S 

97 

7-31 

- 

- 

4-14 

(23°) 

4-22    (28°) 

4-22    (28°) 

- 

- 

- 

- 

- 

CLAYTON 

95 

6-27 

7 

12-28 

4-14 

(24°) 

4-14    (24°) 

4-22    (32°) 

10-27    (30°) 

11-12    (28°) 

11-26 

(20°) 

226 

212 

188 

ELIZABETH 

95 

6-26+ 

-    2 

12-27 

3-20 

(23°) 

4-14    (25°) 

4-22    (32°) 

10-27    (30°) 

11-12    (27°) 

11-14 

(24°) 

239 

212 

188 

ESSEX    FELLS    SVC   BLDG 

94 

8-    1 

-    7 

12-28 

4-15 

(23°) 

4-15    (23°) 

4-22    (32°) 

10-16    (32°) 

10-27    (24°) 

10-27 

(24°) 

195 

195 

177      ! 

FLEKINGTON    1    NE 

95 

6-26 

-10 

12-28 

4-17 

(23°) 

4-22    (27°) 

5-    9    (30°) 

10-    5    (31°) 

10-16    (28°) 

10-27 

(22°) 

193 

177 

159 

FREEHOLD 

94 

6-27+ 

2 

12-27 

4-14 

(23°) 

4-16    (27°) 

4-22    (31°) 

10-27    (27°) 

10-27    (27°) 

11-26 

(20°) 

226 

194 

188 

HAMMONTON 

99 

7-31 

_ 

_ 

4-14 

(24°) 

4-16    (28°) 

4-22    (30°) 

11-    6    (31°) 

11-12    (27°) 

11-14 

(24°) 

214 

210 

198 

BIGHTSTOWN 

94 

6-27 

-    3 

12-28 

4-14 

(23°) 

4-16    (28°) 

4-22    (32°) 

10-27    (28°) 

10-27    (28°) 

11-13 

(23°; 

213 

194 

188 

INDIAN    MILLS    2    V 

95 

7-31 

-    3 

12-28 

4-16 

(24°) 

4-17    (28°) 

5-    9    (30°) 

10-    6    (30°) 

10-27    (21°) 

10-27 

(21°) 

194 

193 

150 

JERSEY  CITY 

91 

6-27 

5 

2-20 

4-14 

(21°) 

4-14    (21°) 

4-15    (32°) 

11-12    (32°) 

11-26    (27°) 

_ 

_ 

226 

211 

LAKEWOOD   2    ENE 

95 

7-31 

-    6 

12-28 

4-14 

(23°) 

4-16    (28°) 

5-    9    (30°) 

9-25    (32°) 

10-27    (25°) 

11-13 

(21°) 

213 

194 

139 

LAMBERTVILLE 

93 

6-26 

-    2 

12-28 

4-14 

(24°) 

4-17    (28°) 

4-22    (30°) 

10-27    (26°) 

10-27    (26°) 

11-12 

(24°) 

212 

193 

188 

LAYTON   3    NW 

92 

6-26 

-18 

12-28 

5-    9 

(23°) 

5-    9    (23°) 

5-13    (32°) 

9-17    (32°) 

10-    5    (28°) 

10-27 

(17°) 

171 

149 

127 

LITTLE   FALLS   WTR  CO 

95 

6-27+ 

-    6 

12-28 

4-    1 

(23°) 

4-14    (26°) 

4-22    (32°) 

10-16    (32°) 

10-27    (26°) 

11-13 

(23°) 

226 

196 

177 

LONG   BRANCH 

94 

7-31 

4 

12-27 

3-19 

(20°) 

4-14    (25°) 

4-15    (32°) 

11-    6    (32°) 

11-13    (28°) 

12-13 

(23°) 

269 

213 

205 

LONG    VALLEY 

- 

- 

-13 

12-28 

- 

- 

5-    9    (30°) 

9-25    (32°) 

10-16    (28°) 

10-27 

(22°) 

- 

- 

139 

MILLVILLE   CAA  AP 

94 

7-31 

6 

3-   3+ 

4-    1 

(24°) 

4-14    (25°) 

4-22    (32°) 

10-27    (28°) 

10-27    (28°) 

11-15 

(23°) 

228 

196 

188 

MOORESTOWN 

93 

6-24 

4 

12-28 

4-14 

(24°) 

4-14    (24°) 

4-16    (30°) 

10-27    (28°) 

10-27    (28°) 

11-26 

(21°) 

226 

196 

194 

MORRIS    PLAINS    1    W 

91 

6-24+ 

-   8 

12-28 

4-14 

(24°) 

4-22    (28°) 

5-    9    (32°) 

9-25    (32°) 

10-27    (24°) 

10-27 

(24°) 

196 

188 

139 

NEWARK   1TB    AP 

98 

6-27+ 

5 

12-28 

3-19 

(21°) 

4-14    (26°) 

4-14    (26°) 

11-13    (30°) 

11-14    (28°) 

12-13 

(24°) 

269 

214 

213 

NEW  BRUNSWICK   EXP  STA 

93 

6-27 

-    6 

12-28 

4-14 

(22°) 

4-15    (28°) 

4-22    (31°) 

10-27    (30°) 

11-12    (27°) 

11-26 

(24°) 

226 

211 

188 

NEWTON 

92 

6-27 

-12 

12-28 

4-17 

(24°) 

5-    9    (28°) 

5-    9    (28°) 

9-18    (32°) 

10-    6    (28°) 

10-27 

(19°) 

193 

150 

132 

PATERSON 

95 

6-25+ 

3 

2-21 

3-19 

(19°) 

4-16    (28°) 

4-16    (28°) 

10-27    (30°) 

- 

- 

_ 

_ 

194 

PEMBERTON    1    E 

95 

6-27 

2 

12-28 

4-10 

(21°) 

4-16    (27°) 

4-17    (32°) 

10-27    (28°) 

10-27    (28°) 

11-13 

(23°) 

217 

194 

193 

PHILLIPSBURG 

96 

6-24 

-    9 

12-28 

4-14 

(23°) 

4-17    (28°) 

4-22    (30°) 

10-27    (26°) 

10-27    (26°) 

11-12 

(24°) 

212 

193 

188 

PLAINFIELD 

95 

7-31 

-    4 

12-28 

4-14 

(24°) 

4-14    (24°) 

4-22    (30°) 

10-27    (27°) 

10-27    (27°) 

11-13 

(24°) 

213 

196 

188 

PLEASANTVILLE 

94 

8-    1 

1 

12-28 

4-14 

(24°) 

4-22    (28°) 

5-   9    (32°) 

10-27    (28°) 

10-27    (28°) 

_ 

_ 

188 

171 

RIDGEFIELD 

95 

6-26+ 

3 

12-28 

3-31 

(23°) 

4-14    (26°) 

4-16    (30°) 

10-27    (28°) 

10-27    (28°) 

12-13 

(24°) 

257 

196 

194 

RUNNEMEDE 

96 

6-24 

5 

12-28 

4-14 

(23°) 

4-16    (28°) 

4-22    (31°) 

10-27    (27°) 

10-27    (27°) 

11-13 

(24°) 

213 

194 

188 

RUNYON 

97 

6-    9 

-14 

12-28 

4-14 

(24°) 

4-16    (26°) 

4-17    (30°) 

9-18    (32°) 

10-16    (27°) 

10-27 

(19°) 

196 

183 

154 

RUTHERFORD 

97 

6-26 

4 

12-28 

3-19 

(21°) 

4-14    (27°) 

4-14    (27°) 

10-27    (30°) 

- 

- 

- 

- 

196 

SANDY    HOOK 

94 

7-31 

7 

2-21 

3-19 

(22°) 

4-14    (27°) 

4-14    (27°) 

11-22    (32°) 

11-26    (26°) 

12-19 

(22°) 

275 

226 

222 

SOMERVILLE 

95 

7-31 

-10 

12-28 

4-14 

(24°) 

4-22    (27°) 

5-    9    (32°) 

10-21    (31°) 

10-27    (24°) 

10-27 

(24°) 

196 

188 

165 

SUSSEX 

90 

6-26+ 

-13 

12-28 

4-10 

(21°) 

5-    9    (28°) 

5-    9    (28°) 

10-    5    (32°) 

10-27    (23°) 

10-27 

(23°) 

200 

171 

149      ' 

TRENTON    NO   2 

95 

6-26 

0 

12-28 

4-14 

(23°) 

4-14    (23°) 

4-16    (31°) 

10-27    (28°) 

10-27    (28°) 

11-26 

(20°) 

226 

196 

194      . 

TRENTON   WB   CITY 

93 

6-26 

7 

2-21 

3-19 

(20°) 

4-14    (25°) 

4-15    (32°) 

11-12    (31°) 

11-25    (28°) 

11-26 

(22°) 

252 

225 

211 

TUCKERTON 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

10-27    (28°) 

10-27    (28°) 

11-13 

(24°) 

_ 

_ 

_ 

WOODSTOWN   2   NW 

94 

6-28 

6 

12-27 

4-14 

(24°) 

4-16    (27°) 

4-22    (32°) 

10-27    (30°) 

11-13    (24°) 

11-13 

(24°) 

213 

211 

TOTAL  EVAPORATION  AND  WIND  MOVEMENT 


— < 

Station 

Jan. 

Feb. 

Mar. 

Apr. 

May 

June 

July 

Aug. 

Sept 

Oct. 

Nov. 

Dec. 

Annual 

PLEASANTVILLE 
RUNYON 

EVAP 

DEP 

WIND 

EVAP 

DEP 

WIND 

5.14 

-.50 

967 

2.13 

-1.99 

2.43 

1.75B 
-.82 
865 

1.40 

-1.22 

484 

See  reference  notes  following  Station  Index. 
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STATION  INDEX 
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I'llHI   BTATf    WIST 


IIIABETH 

FILLS   SERVICE   BLOC 
MINCTON    1    HI 

ca 


u  u  m 

XN1\\>['    Ull 


■Pll    BT41  ton 


I»¥IHCTOS 
.BXSEY    CITY 
UWMIKST    AIRPORT 


FALLS  MATER  00 


Ml 

■> 
MM 

OflMO 

Dili 

LOM 

wu 

1.137 
IU1 

LSM 

ISM 

l  NM 

. |  K> 
IMS 

.•p*t 
MAI 

.■:.-(. 

30201 

uoi 

SMI 

Mlfl 

uiel 

■ 

395 1! 

■  ■ 
4229  I 

4260 
IMS 

4  596  , 
*...':  i 

4035J 

4735 
M87 
«M1 

500.1 

SON 

607  1 
5101 

S25? 


in  »*i  u 
i  KM  ma* 


SALEM 
CAPS   HA* 
ESSEX 

PASSAIC 
MORRIS 

»i  Mj  im;  .us 
GLOUCESTER 
H  | .  MDOM 

SUSSEX 
SALXM 
UNION 
UNION 

WBB 

HUNTERDON 

a  mti  ud 

MONMOITH 

0i  OW  MTU 
MARKER 

PASSAIC 
ATLANTIC 
MERCER 

MERCER 
Bl'Rl  I NGTON 

ESSEX 

HUDSON 
OCEAN 

OCEAN 

n  rtbdqn 

SUSSEX 

PASSAIC 

monmouth 

MORRI S 
BURLINGTON 

PASSAIC 
SOMERSET 
MONMOUTH 
BURLINGTON 


J»  33 

3tt  1* 

40  M 
34  4« 
40  54 
SB  26 
M  M 

■ 

M    28 

■ 

■ 

40  4  4 

.i"  in 

Mi  39 

40  38 

41  10 

39  41 

40  40 
40  39 

40  50 

2 I 39  14 

10  40  13 

2  39  42 

10  40  53 

41  OD 

39  38 

40  16 
40  17 
M  IS 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 
40  48 

39  58 

-41  01 

40  33 
40  20 
39  54 


T4  15 
.  ,  M 

74  52 

I  ■ 
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74  47 
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74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
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74  45 
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» 

74    10 

400 

V 

1  a  a 
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...17., 

IS8KX 

< 

40   42 

74    10 

11 

N 

i  a  a 

NEW    URUNSIMK    EXP   STATION 

tOtl 

IIDDU  in 

Hi 

40   29 

74    27 

W 

u, 

M 

i  a  a 

Nil    NILFORD 

tut 

lit  NO  AN 

4 

■ 

74    02 

12 

ii 

a 

mm 

tlTI 

SUSSEX 

1 

41    03 

74    45 

769 

«/ 

!>/ 

i  a  a 

OAK    HIDC1.    RESERVOIR 

tMO 

PASSAIC 

8 

41    02 

74    30 

870 

10 

a 

ORANGE 

two 

ESSEX 

H 

10    11 

74    14 

140 

10 

a 

PATERSON 

tTTS 

PASSAIC 

I 

40    55 

74    10 



M 

7» 

l  a  a 

PLMIlfcRTON    1    E 

6149 

BURL  I NOTON 

2 

39   5M 

74    41 

60 

21 

2. 

i  a  a 

I'M  11.1.  IPSBURO 

tB74 

BARREN 

J 

40    41 

73    12 

162 

|| 

•7 

l  a  a 

PHILLJPSltl'kO    HHIDGl 

M7B 

MARIIEN 

I 

40   42 

75    12 

11 

2 

PI.  4  INFIELD 

roit 

UNION 

10 

40    37 

74    25 

120 

10 

*.:■ 

i  a  a 

PLEASANTVILLE 

7  111 

ATLANTIC 

1 

39    25 

74    31 

8 

n 

•yd 

21 

i  a  a  « 

PRINCETON    MATER    MORES 

rsu 

MERCER 

10 

40    19 

74    40 

90 

2 

a 

QUAEERTOMN 

FtTS) 

HUNTERDON 

2 

40    34 

74    57 

843 

11 

2 

RAHMAY 

rata 

UNION 

9 

40    36 

74    15 

20 

1 1 

2 

RIDGEFIELD 

7/048 

BERGEN 

40    50 

74    00 

60 

33 

33 

i  a  a 

RINGMOOD 

7567 

PASSAIC 

1 

41    09 

74     U 

303 

10 

2 

RUNNEMEDE 

78]  ' 

CAMDEN 

2 

39    31 

75   04 

42 

3 

i  a  a 

HUNYON 

7825 

MIDDLESEX 

1 

40   26 

74    20 

18 

H 

21 

21 

12    3  4 

RUTHERFORD 

7H    |1 

BERGEN 

8 

40    49 

74    07 

51 

'. 

6 

1    3   3 

SANDY    HOOK 

rttfl 

MONMOUTH 

1 

40    38 

74    01 

22 

13 

83 

1    2  3 

SBABROOX 

7036 

LUMBERLAND 

2 

39    30 

73    14 

100 

3 

2 

SOME RV ILLS 

HI'.M 

SOMERSET 

Lfl 

40    35 

74    37 

65 

64 

t,7 

1    2    3 

SPLIT    ROCK   1'OMi 

8402 

MILTON 

)  l 

40   58 

74    28 

. 

ll> 

7 

SPRINGFIELD 

1423 

UNION 

1 

40    43 

74    18 

in 

2 

BUSM2 

1641  1 

SUSSEX 

9 

41    13 

74    36 

430 

M 

..:• 

1    2   :l 

5IEUESB0R0 

B6B0 

GLOUCESTER 

39    45 

75    19 

75 

4 

SMEDKSBORO    5    NW 

M88 

GLOUCESTER 

2 

39    17 

75    24 

10 

4 

2 

TOMS    RIVER 

Mil 

OCEAN 

1 

39    57 

74    14 

33 

29 

2 

TRENTON    NO    2 

8878 

MERCER 

2 

40    14 

74    46 

105 

20 

20 

1    2  3 

TRENTON    WO   CITY 

8883|     MERCER 

1 

40    13 

74    46 

56 

78 

7H 

1    2    3 

tTUCKXRTON 

8899 

OCEAN 

1 

39    37 
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NEW    JERSEY    -    JANUARY    1951 

A.    E.    White,    Section  Director    -  Trenton 

WEATHER   SUMMARY 

January,  1951  was  considerably  milder  and  slightly  drier  than  normal.  There  was  near  the 
normal  amount  of  sunshine.  Strong  winds  prevailed  on  several  days  and  winds  of  gale  force 
were    registered   in   coastal    areas    on   the    4th,    15th,    21st    and    23rd. 

Temperatures  were  unusually  mild  during  the  first  and  third  weeks  and  there  were  only  a  fewj 
days  colder  than  normal  during  the  month.  The  coldest  mornings  were  generally  the  9th  anc 
31st,  with  most  stations  recording  their  lowest  temperatures  of  the  month  on  the  31st.  Th« 
lowest  registered  anywhere  was  5°  at  Layton  which  occurred  on  the  14th  and  31st.  This  was 
quite  different  from  the  low  readings  of  December  just  preceding,  which  were  much  below  zerc 
in  northern  New  Jersey.  It  was  unusually  warm  on  the  3rd,  4th  and  18th  to  21st  with  tempera- 
tures reaching  the  sixties.  Though  the  State  average  for  the  month  was  3.7°  above  normal,  it 
was  the  coldest  January  of  the  last  three  years.  The  highest  monthly  mean  was  39.5°  at  Cape 
May  and  the  lowest  29.2°  at  Layton  and  Sussex, these  being  the  most  southerly  and  most  north- 
erly  stations   respectively. 


Precipitation  was  greatest  in  north  Jersey  with  the  Highlands  area 
State  to  receive  more  than  the  normal  amount.  The  most  recorded 
Phillipsburg  and  Long  Valley;  the  least  was  1.73  inches  at  Millvil 
were  around  the  15th  and  24th,  though  precipitation  was  frequent 
day  of  the  last  week.  Very  good  amounts  were  recorded  on  the  31st 
fall  was  light  except  in  the  northern  third  of  the  State  where  sev 
10  inches  for  the  month  and  the  greatest  was  12.5  inches  at  Sussex, 
for  the  Highlands  was  3.98  inches  (+0.56);  Red  Sandstone  Plain  3 
Southern   Interior    2.86    inches    (-0.74);    and    for    the    Sea  Coast    2.93 


being  the  only  part  of  the 
anywhere  was  5.28  inches  atl 
le  CAA   AP.      The  main   storms; 

during   and   on  nearly   every 

in  some    localities.      Snow- 

eral   stations   reported  6   tc 

The   average  precipitatioi 

.50   inches    (-0.14);    for    the 

inches    (-0.83). 


With  mild  temperature,  much  sunshine  and  little  snowfall,  January  was  a  pleasant  winter  month 
in  New  Jersey.  It  was  not  mild  enough  to  cause  untimely  swelling  of  buds  as  occurred  in  Januar] 
during   the   two   preceding    years.  AEW 
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In  addition  to  the  cllmatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tlc  Network  Stations  which  were  formerly  reproduced  In  the  Hydrologlc  Bulletin 
Series.   The  Hydrocllmatic  Network  is  a  nationwide  net  of  rain  gages — mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  In  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  In  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  Increasing  needs  of  their  program  In 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmat 
Network  stations  were  presented  in  bulletins  (Hydrologlc  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unltei 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologlc  Bulletin  Series  are  available  for  inspectloi 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  In  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
Individuals  as  listed  in  the  Station  Index. 
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31 

10 

3 

lj 

PLEASANTVILLE 

35.1 

2.1 

67 

20 

12 

14 

0 

27 

2.07 

-   1.29 

.73 

24 

9 

3 

0 

RIDGEFIELD 

33.9 

4.7 

63 

19 

10 

31 

957 

0 

25 

4.32 

.79 

1.13 

24 

4.7 

3 

31 

11 

3 

1 

RUNNEMEDE 

35.5 

67 

19 

16 

31 

906 

0 

26 

3.66 

.84 

31 

1.7 

2 

31 

10 

3 

0 

RUNYON 

34.4 

4.7 

64 

19 

12 

31 

945 

0 

25 

3.40 

-      .20 

10 

RUTHERFORD 

35.0 

64 

19 

10 

31 

921 

0 

23 

4 

31 

SANDY   HOOK 

36.5 

5.2 

58 

19 

14 

31 

874 

0 

18 

3.24 

-      .72 

.87 

24 

4.5 

4 

31 

13 

3 

0 

SOMERVILLE 

32.8 

3.5 

60 

4 

10 

9+ 

988 

0 

27 

3.42 

-      .17 

1.01 

15 

4.1 

2 

31 

11 

2 

1 

SUSSEX 

29.2 

2.2 

57 

20 

5 

9 

1105 

0 

29 

3.18 

-       .10 

1.10 

15 

12.5 

5 

1+ 

10 

2 

1 

TRENTON  NO   2 

33.9 

2.0 

63 

19 

11 

31 

957 

0 

26 

3.62 

-      .21 

.83 

14 

2.2 

1 

31 

11 

3 

0 

TRENTON  WB  CITY 

35.6 

5.1 

65 

19 

13 

31 

902 

0 

24 

3.13 

-      .18 

.80 

31 

2.5 

1 

31 

11 

3 

0 

WOODSTOWN   2    NW 

35.6 

65 

21 

15 

9 

0 

26 

2.04 

.82 

15 

.3 

T 

15+ 

8 

0 

STATE 

34.6 

3.1 

3.30 

-      .31 

3.8 

See  reference  notes  following  Station  Index 
-    4    - 
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HOURLY  PRECIPITATION 


NEW    JERSE 
JANUARY    195 


A.  M.  Hour  ending 


1         2  3  4  S         6 


GREAT    MEADOWS 

LITTLE   FALLS   WATER   CO 

WESTFIELD 


ATLANTIC  CITY  WB 

CAPE    MAY 

ELIZA BET HPORT 

ESSEX  FELLS  SERV  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  HEADOWS 

HIGBTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE   FALLS  WATER  CO 

LONG   BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW    MILFORD 

QUAKERTOWN 

RAHWAY 

SEABROOK 

TRENTON   WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 


ATLANTIC    CITY   WB 

CAPE   MAY 

ELIZABETHPORT 

ESSEX    FELLS    SEHV   BLDG 

FREEHOLD 

GLASSBORO 

GREAT    MEADOWS 

HIGHTSTOWN  PUMPING    STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG   BRANCB 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK   WB   AIRPORT 

NEW    MILFORD 

QUAKERTOWN 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON   WB   CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF    LAKE 


GREAT    MEADOWS 
LAKEHURST  AIRPORT 
LITTLE    FALLS    WATER   CO 
NEW    MILFORD 
WOODCLIFF    LAKE 


ATLANTIC   CITY  WB 

CAPE    MAY 

ELIZABETH  PORT 

FREEHOLD 

GLASSBORO 

IRVINGTON 

LAKEHURST    AIRPORT 

LITTLE    FALLS    WATER    CO 

LONG    BRANCH 

MARLBORO 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW    MILFORD 

QUAKERTOWN 

RAHWAY 

SEABROOK 

TRENTON   WB  CITY 

WOODCLIFF    LAKE 


LAKEBURST    AIRPORT 


ATLANTIC   CITY   WB 

CAPE   MAY 

ELIZABETH PORT 

ESSEX  FELLS  SERV  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGRTSTOWN    PUMPING    STA 

I RV I NGTON 

LAKEHURST   AIRPORT 

LITTLE    FALLS    WATER   CO 

LONG    BRANCH 

LUMBERTON 

MARLBORO 

MILLVILLE 

NEWARK    WB   AIRPORT 

NEW    MILFORD 

QUAKERTOWN 

RAHWAY 

SEABROOK 


7  8         9 


.01 
.01  .01 


.01       .04      .04 


P.  M.  Hour  ending 


10         11         12  1  2  3  4  5     |     6 
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Lllyille  caa  airport 

'©RESTOWN 

>RRIS   PLAINS  1   W 

WARE  WB  AIRPORT 

W  BRUNSWICK  EXP  STA 

WTON 

TERSON 

MBERTON  1   E 

ILLIPSBDRG 

AINTIELD 

MSANTVILLE 

DGEFIELD 

DNEMEDE 


MAX 

MIR 


MAX 

MIR 


MAJ 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


!'.»..( 


MAX   42 

MIN   II 


MAX 
MIR 


43   49 
33   42 


43   62 

IS   37 


40   44 

20   34 


39   42 
20   26 


42   44 

16   32 


45   32 

30   40 


45   50 
14   33 


44   62 

19   33 


45   59 

22   37 


4R 
33'  36 


57   41 

36   28   26 


57   58   41 

37   23   24 


:ih 

43 

23 

23 

*: 

42 

2  3 

24 

46   52 
27   30 


43   33 

24   13 


SB   50 

42   27 


60   61 
35   22 


55   45 

38   36 


43   SS 

22   32 


40   43 
21   28 


43   54 

19   29 


46   59 
23   37 


43 
24 

56 
33 

47 
18 

56 
36 

41 

29 

52 
31 

49 
17 

62 
37 

45 

22 

5-1 
32 

41 
11 

43 

32 

62   48 
34   24 


60   43 
42   26 


65   46 
44   25 


58   40 
37   32 


MAX   38 

MIN   25 


MAX   40 i 

MIN   19 


431  45 
21   33 


48   56 

25   38 


45   42 
20   32 


SO   32 
27   13 


39   35 
26   13 


42   39 
38 1  20 


45   35 
30   20 


46   34 
30   14 


46   54 

18 


62   43 

35   28 


MAX 

MIN 

42 

18 

44 

19 

60 

39 

MAX 
MIN 

45 

23 

44 

22 

57 
37 

MAX 
MIN 

40 
18 

43 
18 

51 
31 

MAX 
MIN 

40 
26 

45 
25 

56 
36 

MAX 
MIN 

38 
22 

42 

24 

56 
35 

MAX 
MIN 

36 
9 

36 
11 

40 

27 

MAX 
MIN 

41 
21 

42 
25 

45 
30 

MAX 
MIN 

41 
21 

45 
21 

62 

37 

MAX 

MIN 

38 
19 

40 
22 

45 

30 

MAX 
MIN 

42 
20 

44 
22 

56 
31 

MAX 
MIN 

42 

16 

42 

15 

47 

21 

MAX 
MIN 

38 
20 

43 

27 

53 
37 

MAX 

MIN 

22 

46 
22 

58 
37 

MAX 
MIN 

46 

26 

42 

20 

52 
32 

54   56   41 
34   24   21 


61   47   54 
34   23   27 


62   44 

36   29 


59   47 
37   25 


64   43   51 
38   32   29 


63   46   50 
44 ,  28   25 


57   57   40 
34   26   23 


58  I  62   40 

40   31   27 


65   45   54 
44   26   24 


10  I  II   12   13 


-i — r 


18   17   111   10   20   21   22 


43 
9 


47 
16 


43   42 

33   29 


43   40 

27   21 


36   40 
23   31 


39   39 
18   26 


43   40 
30   26 


33   39 
2B   33 


43   38 
19   29 


46   S3 
30   39 


40   40 
22   25 


38   33 
27   IB 


IK 


38   42 
25   22 


42   41 
25   13 


43   40 
35   33 


39   38 
18   29 


47   40 
28   25 


38   35 
24    9 


35   42 
18   20 


27   30 
12   111 


40 
17 

34 
14 

35 
19 

32 
16 

40 

19 

34 
11 

35 
18 

29 
17 

41 
19 

33 
14 

34 
16 

33 
16 

27 
15 

28 

11 

34 
19 

28 
16 

43   26 
25   15 


50   32 
30   18 


32   47 
16   21 


30 
13 


34   44 
15   15 


32   43 
18   17 


44   39 

30   23 


40   42 
18   26 


42   38 
21   22 


39   40 
21   27 


44   40 

28   27 


44   46 

36   35 


43   40 
28   27 


48   40 
28   26 


39   39 
33   30 


45   42 
19   22 


38   40 
25   29 


40   40 
17   28 


.'4 


57   62   51 
45   43   44 


28  20   27   28   2b 


67   66 

33   40 


57 
30 


43   S3 

21   31 


40   SO 
34   28 


64   64 
33   41 


42   45 

33   30 


49   54 

25   27 


58   63 
40   40 


40   38 
25   16 


38   35 

27   14 


39   38 
24   21 


56 
36 

39 

34 

55 
33 

40 
33 

54 

22 

SS 

28 

54 
32 

40 
32 

57 
33 

39 

32 

53 

42 

38 

27   36 


fi-1 
36 


65   63 
32   31 


60   62 
32   30 


65   62 
29   27 


63   68 
37   37 


22   21   36   43 


39   36 

25   20 


39   39 
181  14 


37   39 
28   28 


45   39 

19   11 


44   40 

23   26 


46   40 
29   29 


36   42 
23   25 


39   42 

26   22 


4-1 

39 

30 

27 

43 

39 

25 

29 

41 

30 

52 
23 

55 
43 

40 
33 

50 
24 

55 
31 

40 
30 

40 
13 

51 

27 

53 
32 

39 
25 

49 

28 

40 
28 

51 

26 

55 
37 

42 
31 

38 
19 

46 
25 

55 
32 


68 

•13 


69 
37 


31 

2  2 

|| 
11 

53 
42 

42 
34 

17 

47 

14 

53 
46 

4* 
30 

11 

l« 

11 

33 

43 
28 

51 
13 

27 

LI 

4H 
22 

48 

27 

4n 
II 


II 

21 


46  29  41  44  7 

2*  22  24  31.7 

34  3f  42  41  3 

29  23  20  26.6 


32   27 
26   16 


t! 


39.1 
24.  5 


31   48 

20   22 

32 
44 

11 

If 

44 

28 

31 
42 

51 

1? 

30 
12 

49 
21 

41 
11 

49 

23 

49 
42 

4' 

13 

34 

9 

48 
31 

91 

16 

47 
15 

52 
44 

36 
IS 

46 
20 

52 
38 

35 
12 

43 
19 

50 

40 

4B 
14 

28 
14 

48 
19 

36 
14 

43 
14 

50 
42 

SI 

15 

38 

44 

17 

46 

52 
40 

58 

33   42   48 
27   22   29 


33   33 
24   30 


32  34  24  41.7 

24  23  9  22.  S 

32  31  32  43.8 

30  25  20  26.6 

43  30  28  43.2 

28  23  17  28.8 


40   34 
23   20 


47   36 
20   23 


33   33 
22   23 


52   52 
31   til 


43   43 
22   36 


32   23   17 
24   19    7 


54   30   35   47.4 
30   24   19 


43.3 
20.6 


47.6 
31  .3 


41.3 
21  .3 


45.5 

27.8 


44   39   32   32 
27   25   22   24 


44   36   33 


46  32  33 

30  20  17 

34  30  22  43.7 

28  20  12  25.6 

33  33  26  42.2 

25  22  7  21.9 


43   35   30   36 
27   23   21   25 


33   29 
27   21 


37   28 
26   19 


22   43.1 
11   22.8 


46   41 
36   27 


44   55 
19   35 


32   43 
17   21 


29 
10 


57 
34 

4S 
26 

48 
25 

46 
28 

30 
14 

63 

40 

13 
27 

49 
25 

40 
32 

32 
20 

53 
41 

58 
24 

47 
18 

50 
30 

45 
19 

61 

38 

42 

30 

50 
27 

41 
32 

26 
18 

65 

36 

46 
27 

54 
28 

40 
32 

32 

19 

60 

40 

46 

2F. 

49 
25 

46 

30 

36 

19 

28   32. 
16   15 


33   45 
16   17 


30   35 
14   16 


38   40 
21   30 


41   42 
28   31 


40   40 
25   28 


38   38 
13   20 


45   40 
22   27 


48   40 
28   28 


39   38 
25   27 


39   37 
26   16 


40   38 
26   19 


40   50 
27   16 


40   47 
31   22 


64   63 
35   37 


63 

27 


66   66 
32   39 


49   64 
34   33 


62   60 
30   29 


62 
33 


35   45   50 

17   17   41 


35   46   52 

16   11   41 


26   44   47 

16   25   40 


39   45   52 
15    8   28 


33   44   50 

17   12   37 


30   30   50 
12    8   30 


46   31 i  50 
16   16   26 


38   46   51 
16   22   34 


47   35   42 
13   13   19 


30   51   52 
17   20   30 


28   48   51 
18   21   34 


43   371  31 


44.9 
26.7 


46.5 
29.8 


43.4 


35   35   41 

19   16   26 


38   35 
23   19 


36   31 
23   22 


42   37   31 

31   26   26   28 


44  39  38 

36  23  18 

35  28  27  . 

28  23  13  26.4 

41  29  32  45.7 

28  22  17  24.8 

33  26  28  41.0 

27  131  12  28.7 


47.7 
24.4 


42.6 
24.7 


39.2 
19.1 


44.2 
24.0 


45.1 
27.2 


22 

22 

35 
28 

28 
20 

22 
13 

24 
20 

24 

12 

18 
5 

34 
26 

35 
22 

27 
9 

38 
28 

29 

18 

36 

16 

38   33   30 
20   18   19 


37   35 
29   23 


43   55 
20   29 


33   34 
27   21 


55   28 


24   41.4 
10   22.2 


34   31   35 
25   23   27 


33   40   50 
15   12   40 


40   50 
34   24 


55   64 
36   36 


50   63 
32   34 


49   37 
25   22 


32   32 
20   20 


35   40 
9   24 


42   41   54 


27   21 
39   39 


35 
21 


41   49   63 
23   29   29 


49   55   64   65 
26   35   35   42 


57;  45   52   52 


25   18   35   32   23   31 


39   42 
24   26 


43   45 
26   25 


39   41 
26   29 


44   41 

29   27 


38   42 
20   19 


40   38 
25   20: 

39 


40   50 
30   22 


60   60   55 
30   29   37 


19   35   31   25 


41   40 
21   12 


50 
19 


55   64 
31   32 


46   63   67 
30   32   35 


41   53 
19   34 


37   56 
20   35 


39   38   56 
23   20   36 


38   49 
28   25 


42   52 
30   23 


42   48 
32   26 


52   63 
35   35 


50   67 
32   30 


30   47   51 
18   24   36 


36  43   50 
17   18   42 


48   27   48 
13   12   19 


47   30   49 
16   16   23 


36   48   54 
18   16   43 


43   40   50 

15   17   37 


32   45   50 
16   17   41 


55   37   52 
14   10   38 


29   45   51 
16   16   30 


29   47   52 

18   18   36 


35   32 
25   23 


46   40 
27   24 

48 

24 

50 


32   32 
22   26 


36   33 
21   19 


42 


29 
18 

35   32 


29   21   21   24 


51   40   34 


28   23 


48   39 
26   25 


33 
25 

35   29   32 
24   21   21 


SO   40   35   46 
30   22   16   25 


39   34   30   30 
26   24   21   23 


38   35 
30   25 


54   64   62 
30   36   34 


33   40   50 
16   19   40 


40   35   34   33 

19   19   23!  23 


38  46.5 

28  20  20  25.1 

39  27]  34  43.5 

27  18  16  26.3 

33  27  21  42.4 

26  20  8  23.7 

36  28  30  43.7 

27  14  10  27.1 

35  29  23  43.9 

28  21  11  26.4 

31  32  22  39.5 

22  19  6  19.9 

33  35  27  43.8 

27  24  10  25.4 

39  29  32  46.8 

28  23  15  26.4 

30  27  25  42.0 

26  20  11  24.4 

34  29  28  43.4 

27  18  12  25.2 

51  42  30  46.4 

30  25  19  23.8 

30  25  28  41.9 

26  22  10  25. 9 

40  30  35  44.9 

28  20  16  26.1 

32  31  30  43.8 

23  23  12  25.0 


See  reference  note*  following  Station  Index. 
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Table  5-Conboued 

JANUARY  It 

)ay  of  month 

« 

Station 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

is! 

■  4 

■ 

16 

17 

1 

18 

19 

20 

21 

22  1 

_ 

23 

24 

25 

26 

27 

28 

29 

30 

31 

I 

RUTHERFORD 

MAX 
MIN 

40 
22 

** 

25 

55 
36 

62 
42 

43 

31 

50 
27 

45 

32 

32 

20 

31 
18 

43 
21 

40 
26 

41 
34 

40 
30 

36 
22 

55 
34 

39 
30 

49j 
26 

56 
35 

64 

35 

60 
34 

56 
29 

29 
18 

45 

20 

50 
35 

42 

28 

35 
26 

31 
23 

32 
25 

34 
28 

29 
18 

22 
10 

4; 
2- 

SANDY    HOOK 

MAX 

MIN 

39 
28 

44 

27 

54 

33 

55 
42 

42 

34 

49 
37 

44 

36 

36 
25 

32 
19 

43 
25 

42 

34 

40 
31 

39 
30 

39 
28 

54 
39 

40 
34 

50 

28 

49 

3  6 

58 
36 

56 

39 

55 
32 

32 
18 

46 
23 

49 
40 

40 
38 

38 
27 

32 
24 

34 
29 

37 

28 

28 
22 

32 
14 

42 

3C 

SOMERVILLE 

MAX 

MIN 

41 
11 

43 
20 

55 
34 

60 
41 

44 

25 

49 
20 

39 
32 

33 
18 

32 
10 

43 
10 

37 
24 

40 

29 

41 
23 

34 
16 

55 

33 

39 
32 

51 

22; 

53 
23 

63 
30 

59 
29 

56 

30 

31 

16| 

43 
15 

49 
40 

40 
23 

35 
23 

30 
19 

32 
19 

34 
27 

28 
18 

22 

11 

4: 

23 

SUSSEX 

MAX 
MIN 

34 
8 

37 

15 

39 
32 

52 
35 

44 

28 

41 
25 

41 
23 

27 
15 

24 
5 

34 
10 

35 
13 

3  5 
27 

35 
26 

31 
9 

43 
30 

39 
30 

40 
20 

46 

32 

56 

30 

57 
29 

53 
27 

29J 
13 

38 
14 

42 
36 

42 

25 

35 

21 

30 
18 

27 
16 

27 
21 

26 
16 

17 
6 

37 

2! 

TRENTON    NO   2 

MAX 
MIN 

40 
22 

44 

24 

57 
35 

61 
34 

44 

29 

50 
25 

44 

27 

30 
16 

33 
15 

43 
19 

41 
30 

39 

26 

40 
25, 

3  6 

20 

55 

32 

40 
28 

50  i 
24 

19 
34 

63 
33 

63 
31 

57 
24 

29 1 
15 

46 
19 

50 
35 

38 
28 

35 
22 

30 
20 

33 
24 

37 

24 

29 
15 

29 
11 

4: 

24 

TRENTON   WB   CITY 

MAX 

MIN 

38 
27 

43 
27 

57 
38 

62 
37 

43 

32 

50 
32 

44 

29 

30 
19 

32 

18 

41 
22 

41 
32 

38 
30 

371 

28 

37 
25 

57 
36 

39 
31 

50 
26 

50 
38 

65 

38 

63 
41 

58 
25 

26 
18! 

47 

24 

50 
38 

38 

31 

34 
25 

32 
23 

34 

29 

37 
26 

27 

17 

32 

13 

4; 

2f 

WOODSTOWN  2   HI 

MAX 
MIN 

41 
22 

40 
22 

48 

30 



62 
45 

62 
26 

45 
29 

52 

31 

40 
20 

27 
15 

31 
16 

41 

22 

44 
26 

1 
38 
25 

1 

37 
20 

55 

30 

55 
31 

39 1 

23J 

19 
25 

57 
33 

64 
36 

65 
45 

47 
19 

30 

20 

52 

29 

48 
31 

37 
26 

34 
22 

37 
28 

38 
33 

42 
25 

29 

4 
2 

REFERENCE  NOTES 

The  four  digit  Identification  numbers  Id  the  Index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW,  indicate  distance  in  miles  and  directions  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  Included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  In  this  bulletin  are:   Temperature  in  °F,  precipitation  and  evaporation  in  inches,  and  wind  movement 
In  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hall  were  Included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Weather  Bureau  and  C.A.A.  stations.   For  these  stations  snow  on  ground  values  are  at 
7:30  p.m.  E.S.T. 

-  No  record  in  Tables  3,  4,  6,  7  and  the  Station  Index.   No  record  In  Tables  2  and  5,  Is  indicated  by  no  entry.   Wben  hourly  precipitation  Is  missis 

or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 
4>   And  also  on  a  later  date  or  dates. 

*   Amount  Included  in  following  measurement,  time  distribution  unknown. 

6   Station  not  equipped  with  a  recording  gage.   See  Table  4  for  6-hourly  measured  amounts. 
B  Adjusted  to  a  full  month. 

E  Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a  ratio  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 
M  One  or  more  days  of  record  missing;   see  Table  5  for  detailed  dally  record.   Degree  day  data,  if  carried  for  this  station,  have  been  adjusted 

to  represent  the  value  for  a  full  month. 
R   Dally  values  and  monthly  total  from  recording  gage.   All  other  data  in  table  3  are  from  non-recording  gages. 
T   Trace,  an  amount  too  small  to  measure. 
V   Includes  total  for  previous  month. 

Subscription  Price:   15  cents  per  copy,  Monthly  and  Annual;  $1.50  per  year.   (Yearly  subscription  includes  the  Annual  Summary.)   Checks,  postal  notes 
and  money  orders  should  be  made  payable  to  the  Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to 
the  Superintendent  of  Documents,  GovernmentPrint  ing  office,  Washington,  D.  C. 


See  reference  notee  following  Station  Index. 
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IS 
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17 

18 

19 
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31 

33 

33 

34 

28 

28 

27 
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31 

•  TLANTU     CITY    IB 

SNOWFALL 

n  n  an 

T 

T 

T 

.2      .5 

T 

MLVIDIHI 

SNOWFAU. 
SN    ON   GND 

1.0 

T 

1  ,( 

T 

T 

1.0     T 

3.5 

l"l»«l  OTTKBURC 

SNOWFALL 
SN   ON   GND 

3 

3 

a 

1.2 
1 

2 

2 

i 

1 

T 

i 

1.8 
3 

T 
T 

l.C 
1 

.1 

1 

- 
1 

4.0 

4 

ilATSWORTH 

SNOWFALL 

n  n  on 

T 

T 

T 

T 

T 

2.0 
2 

■jorron 

SNOWrALL 
SN   ON   CND 

T 

T 

T 

T 

l 

T 

.ft 

T 

rLIIlNUTOM 

SNOWrALL 
SN  ON  CND 

1 

T 

T 

T 

T 
T 

T 

1.0 
1 

t 

1.8 
1 

I 
T 

.8 

T 

T 
r 

3.» 

4 

nraoi.o 

SNOWrALL 
SN    ON   CND 

.2 

T 

.8 

T 

1.2 

1 

hgbtstown 

SNOWrALL 
SN    ON   CND 

.2 

1  .0 
1 

T 

T 

.7 

1 

T 

T 
T 

1.2 

1 

INDIAN    HILLS    2   » 

SNOWrALL 
SN   ON   CND 

T 

T 

.3 
T 

1.0 

T 

JuanrooD  i  ene 

SNOWFALL 
SN   ON   CND 

- 

- 

T 

T 

.OwC   VALLEY 

SNOWTALL 
SN    ON   CND 

T 

2.0 

1.5 

5.0 

IILLVILLE   CAA   AIRPORT 

SNOWFALL 
SN   ON   GND 

T 

.9 
1 

1.8 
2 

nORESTOCM 

SNOWFALL 
SN  ON  CND 

T 

T 

.1 

T 

.2 

.1 
T 

.3 

T 

ionis  PLAINS 

SNOWFALL 
SN  ON  CND 

T 

T 

.2 

T 

.1 

T 

T 

T 

T 

1.3 
1 

1.0 

T 

1.2 

1 

.1 
T 

T 
T 

T 

T 

3.5 

4 

OtARK   WB   AIRPORT 

SNOWrALL 
SN  ON  GND 

T 

T 

.7 

1 

.1 

T 

T 

1.1 
1 

.2 

T 

.2 

T 

T 
T 

2.8 

3 

HI  BRUNSWICK  EXP  STA 

SNOWFALL 
SN  ON  GND 

T 
T 

1.0 
1 

1.0 

T 

T 
T 

T 

1.4 
1 

WTON 

SNOWFALL 
SN  ON  GND 

4 

4 

3 

1.0 

1 

3.0 

4 

4 

3 

3 

T 
3 

3 

3 

2 

T 
2 

2 

1 

T 

1  .0 

1 

T 

1 

1 

T 
1 

ATIRSON 

SNOWFALL 
SN  ON  GND 

T 

.2 

T 

T 

.2 

T 

T 

T 

T 

.5 
T 

T 

.2 

T 

.1 

EMBERTON 

SNOWFALL 
SN  ON  GND 

- 

.2 

T 

.7 
1 

LAINFIELD 

SNOWFALL 
SN  ON  GNU 

.1 
T 

1.7 

1 

T 

T 

1.5 
1 

T 
T 

T 
T 

T 
T 

2.0 
2 

IDGEFIELD 

SNOWFALL 

SN  ON  GND]     T 

T 

T 
T 

.3 

T 

T 

T 

.3 
T 

T 
T 

T 

T 

.5 
T 

T 
T 

t6i 

3.0 
3 

OKXEHEDE 

SNOWFALL 
SN  ON  GND 

T 

T 

T 

T 

T 

.3  L 

T        T 

1.3 
2 

OORVlLLE 

SNOWFALL 
SN  ON  GND 

.2 

T 

.5 

1.0 
T 

.3 
T 

•J 
T 

2.0 
2 

max 

SNOWFALL 

SN   ON   GND      5 

4 

2 

4.5 
5 

4 

3 

3 

T 
3 

3 

2 

1.5 

4 

1 

1 

T 
T 

T 

T 

.5 

1 

1.5 
1 

.5 
2 

1 

4.0 
5 

HEKTON  WB  CITY 

SNOWFALL 
SN  ON  GNH 

1 

.3 

T 

.4 

T 

T 

' 

.6 

T 

.1 

T 

T 

T 

1.1 

1 

' 

u 

— L 

See  reference  notes  following  Station  Index. 
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STATION  INDEX 


NEW    JERSE1 
JANUARY    195: 


County 


ATLANTIC  CITY  WB 

BASS    RIVER    STATE    FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  W 

BOONTON 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 
CHATHAM 
CHATSWORTH  5   S 
CLAYTON 
CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX    FELLS    SERVICE   BLDG 

FLE1IINGTON    1   NE 
FORTE SCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD   LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN    MILLS    2   W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD    1    ENE 
LAMBERTVILLE 

LATTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
KANV1LLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

MILTON 

MOORE STOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

>rew   BRUNSWICK   EXPERIMENT    STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG   BRIDGE 
PLAINFI'LD 
PLEASANTVILLE 
PRINCETON   WATER   WORKS 
QUAKERTOWN 

RAIIWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHE  RFORD 
SANDY    HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK   POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEIJESBORO    5    NW 
TOMS    RIVER 

TRENTON    NO    2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE   RAYMOND  DAM 

WATCHUNG 
IESTFIELD 
WOODCLIFF    LAKE 
WOODSTOWN   2   NW 

NEW  STATIONS 
AUDOBON 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLIKGTON 

1327  SUSSEX 
1335  ESSEX    % 
1343  SALEM 
1351  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708 IGLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 
2768  lESSEX 

3029 i HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 

3662  ATLANTIC 

3951  MERCER 

3956  MERCER 

4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 
4887  i PASSAIC 
4987  MONMOUTH 
5003  MORRIS 
5055  BURLINGTON 

5071 'PASSAIC 
5197  'SOMERSET 
5244  MONMOUTH 
5252  BURLINGTON 
5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 


Drainage 


8878  MERCER 
8883  MERCER 
8899  OCEAN 
9135  CUMBERLAND 
9187  PASSAIC 


9271 
9455 
9832 
9910 

0346 


UNION 
UNION 
BERGEN 
SALEM 


5769 

MORRIS 

6026 

ESSEX 

6062 

MIDDLESEX 

6146 

BERGEN 

6177 

SUSSEX 

6460 

PASSAIC 

6560 

ESSEX 

6775 

PASSAIC 

6843 

BURLINGTON 

6974 

WARREN 

6979 

WARREN 

7079 

UNION 

7131 

ATLANTIC 

7328 

MERCER 

7372 

HUNTERDON 

7393 

UNION 

7545 'BERGEN 

7587  PASSAIC 

7817  CAMDEN 

7825  MIDDLESEX 

7833 

BERGEN 

7869 

MONMOUTH 

7936 

CUMBERLAND 

8194 

SOMERSET 

8402 

MORRIS 

8423  UNION 

8644  SUSSEX 

8680 

GLOUCESTER 

8685 

GLOUCESTER 

8816 

OCEAN 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 
PASSAIC 
DELAWARE 
DELAWARE 
' DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 
j DELAWARE 
COASTAL 
PASSAIC 
PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

'PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 
[PASSAIC 
COASTAL 
RARITAN 
DELAWARE 

PASSAIC 

RARITAN 

COASTAL 

DELAWARE 

GREAT   EGG   HARBOR 

l PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 
COASTAL 
DELAWARE 
RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


39  22 
39  35 

39  16 

40  10 
40  SO 

39  48 

40  51 
39  26 

39  53 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 

39  27 

40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 


40 

.'lb 

40 

50 

41 

08 

39 

51 

40 

26  1 

40 

49 

40 

28 

39 

30 

40 

35 

40 

38 

40 

43 

41 

13 

39 

45 

39 

4  7 

39 

57 

40 

14 

40 

13 

39 

•17 

39 

29 

41 

02 

40 

10 

40 

39 

41 

01 

39 

40 

39 

54 

74  25 
74  28 
74  52 

74  02 

75  OS 

74  56 

74  24 

75  14 
75  07 
74  51 

I 
74  30  I 

74  21 

75  25 
74  57 
74  13 

74  26 
74  23 

74  32 

75  06 

74  55 

74  47 

75  30 
74  14 

74  12 
74  17  I 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30 

74  10 

74  27 

74  02 

74  45 

74  30 
74  14 
74  10 

74  41 

75  12  1 

75  12 
74  25 

74  31 
74  40 
74  57 

74  15 
74  00 

74  16  j 

75  04  I 
74  20 

74  07 

74  01 

75  14 

74  37  j 
74  28 

74  18  I 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  01 
74  18 

74  25 
74  21 

74  03 

75  20 


70 
280 
30 
30 
12 

1040 
180 


400 


760 
185 


Time  of 
observation 


EST 
EST 
EST 
FST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


EST 

EST 
EST 
120'  EST 
300   EST 


760 

33 

30 

330 


540 

660 
95 

100 
75 

100 


135 
128 


480 
157 


50 

120 

90 

50 


Years  of 
record 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


210  EST 
60  EST 
76  I  EST 
EST 
62   EST 


400 
11 
99 
12 

769 

870 
140 
100 
60 
182 


MID 
6P 
5P 

MID 
5P 

7A 
8  A 
t3P 


r»p 

MID 
5P 

MID 
8A 

5P 

5P 

5P 

MID 

MID 

7A 

5P 

8P 

MID 

8P 

MID 

MID 

MID 

6P 

6P 


6P 

9A        9A 

MID     MID 


51 
22 
100 


105 

56 

23 

110 

320 


135 
103 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


4P 

MID 


MID 

MID 


-IP 

MID 
SP 

MID 
8A 

(P 

MID 

8A 

5P 

lop 

8A 
HP 
9A 
MID 
AR 

MID 

MID 

10A 

9P 

6P 


6P 
NOON 


MID 

MID 

5P 
5P 
8A 

MID 
9A 

MID 
6A 


Refer     to     tables 


U  S  WEATHER  BUREAU 

FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 
JERSEY  CITY  WATER  WORKS 
BENNET  K  MATLACK 

SCOTT 
PUBLIC  SERVICE  E  Si  G  CO 

NEWARK  WATER  DEPT. 

N  J  DEPT  OF  CONSERVATION 

GERTRUDE  S  WILLIS 

N  W  MAGNESITE  CO 

J  A  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
WILLIAM  S  HAINES 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 

RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 

S  NAVY 
GEORGE  G  WADDILL 
E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  ST/ 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 

ELMER  EARI.E 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V.  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 

IRVING  J  NYGREN 


2  3        5 

3 
2   3        5      7 

3 

2  3        5 
2  3        5 

CLOSED   12/31/49 
2   3        5 

3 
2  3        5 

3 
2  3   4    5 

3 


2   3 

2   3 

3 


2   3 

3 

2   3 


3 
2  3 
2   3 

3 
2  3 

3 
2   3 

3 
2  3 
2   3 

2  3 
2  3 
2  3 
2  3 
3 


3 
3 
3    4 


2  3 
2  3 
2  3 
3 
2   3 


2   3 
2  3 

3 

2   3 

2   3 

3 

3 


2  3 
2    3 

3 
2    3 

3 


W.R.P.C,    Chattanooga,    Tenn. 3/28/51 825 
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U.  S.  DEPARTMENT  OF  COMMERCE 

CHARLES  SAWYER,  Secretary 
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CHATTANOOGA:   1951 


NEW    JERSEY    -    FEBRUARY    1951 

A.    E.    White,    Section  Director    -  Trenton 

WEATHER    SUMMARY 

February,  like  January  this  year,  was  mild.  There  was  more  than  the  normal  amoun 
of  sunshine.  Though  precipitation  was  considerably  above  normal,  snowfall  was  th 
least  for  any  February  since  1942.  There  were  strong  winds  on  a  good  many  days 
the    fastest    being   57   mph   at   Atlantic   City   on   the   1st. 

It  was  comparatively  cold  from  the  1st  to  11th  of  the  month  with  temperatures  aver 
aging  somewhat  below  normal.  Monthly  minima  at  most  stations,  however  were  wel 
above  zero.  Only  two  stations  reported  readings  of  zero  or  lower.  Layton  had  -5 
and  Charlotteburg  -2°  on  the  10th.  The  remainder  of  the  month  after  the  11th,  wai 
very  mild,  averaging  about  10°  above  normal.  It  was  unseasonably  warm  on  the  13tl 
and  during  the  period,  25th  to  27th.  Readings  in  the  sixties  were  registered  oy 
all  those  days.  The  highest  reported  anywhere  was  72°  at  Hammonton  on  the  13th  j 
While  there  was  a  predominance  of  mild  weather,  it  was  not  warm  enough  to  advanct 
vegetation   unseasonably   as   was   the   case   in   February  ,    1949. 

Precipitation    averaged   4.32    inches    for   the   State,    or    126   percent   of    normal,    makini 
it   the  wettest    February   since   1939.       It   was   mostly   in   the    form  of    rain.      The   prin- 
cipal  amounts   occurred  on  the   7th,    17th  and   21st.      There  were   some    rather   heavy    fall; 
on   the    latter    date,    particularly    in    areas    near    the   coast:       Blemar   2.73;    Atlanti< 
City  2.49;    Pleasantville  2.07;    and  Long  Branch  3.41   inches.      The   period,    17th   to   21s; 
was   wet.       Greatest    monthly    amount    was    5.94    inches    at    Long   Branch   and   least    2.5!, 
inches   at    Deepwater.      The  average   number   of   days  with    .01    inch  or   more  was    9.      Snow: 
fall   was    light    in    nearly    all    parts    of    the    State.      A    few   stations    in   north   Jersey 
reported   monthly   totals   of   4   or    5    inches   but   many  stations    in   both   north   and   soutl 
Jersey   had   less    than   an    inch   of   snow    for  the  month. 

Precipitation  was  somewhat  less  in  the  southern  interior  than  other  parts  of  thi 
State.  The  average  for  the  Highlands  was  4.59  (+1.39);  Red  Sandstone  Plain  4.3( 
(+0.94);    Southern    Interior   3.74    (+0.34);    and   Sea   Coast    4.57    (+1.04)    inches. 

With  precipitation  the  greatest  for  any  month  since  November,  1950,  supplies  o, 
ground  water  were   considerably   replenished.  AEW  I 
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the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  lntensitv  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non- recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
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data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimatii 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
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public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
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may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
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individuals  as  listed  in  the  Station  Index. 
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REFERENCE  NOTES 

The  four  digit  Identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 

numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW ,  indicate  distance  In  miles  and  directions  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Monthly  and  seasonal  snowfall  for  the  preceding  12  months  will  be  carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  to  be  included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   Temperature  in  °F,  precipitation  and  evaporation  in  inches,  and  wind  movement 
in  miles.   Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  Included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  In  Table  4  are  from  recording  gages.   Traces  are  not  shown. 

Amounts  in  Table  3  are  from  non-recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Weather  Bureau  and  C.A.A.  stations.   For  these  stations  snow  on  ground  values  are  at 
7:30  p.m.  E.S.T. 

-   No  record  in  Tables  3,  4,  6,  7  and  the  Station  Index.   No  record  in  Tables  2  and  5,  is  indicated  by  no  entry.   When  hourly  precipitation  is  missing 
or  accumulated  for  several  days,  only  the  first  and  last  days  are  shown  in  Table  4. 

+   And  also  on  a  later  date  or  dates. 

*   Amount  included  in  following  measurement,  time  distribution  unknown. 

6   Station  not  equipped  with  a  recording  gage.   See  Table  4  for  6-hourly  measured  amounts. 

B  Adjusted  to  a  full  month.  .  ,, 

E  Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a  ratio  of  1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 

M   1  to  nine  days  of  record  missing;   see  Table  5  for  detailed  daily  record.   Degree  day  data,  if  carried  for  this  station,  have  been  adjusted 
to  represent  the  value  for  a  full  month. 

R   Daily  values  and  monthly  total  from  recording  gage.   All  other  data  in  Table  3  are  from  non-recording  gages. 

T  Trace,  an  amount  too  small  to  measure. 

V   Includes  total  for  previous  month. 

Subscription  Price:  15  cents  per  copy,  Monthly  and  Annual;  $1.50  per  year.  (Yearly  subscription  Includes  the  Annual  Summary.)  Checks  and  money  orders  should 
be  made  payable  to  the  Treasurer  of  the  United  States.  Remittances  and  correspondence  regarding  subscriptions  should  be  sent  to  the  Superintendent  of  Document 
Government  Printing  Office,  Washington  25,  D.  C. 
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STATION  INDEX 


NEK   JERSE 
FEBRUARY   195 


County 


Drainage 


Refer     to     table 


ATLANTIC    CITY   WB 

BASS  RIVER  STATE  FOREST 

BEIXEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  W 

B0ONT0N 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  MAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX    FELLS    SERVICE    BLDG 

FLEMINGTON    1    NE 
FORTE SCUE 
FREEHOLD 
GLASSBORO 
GREAT    MEADOWS 

GREENWOOD    LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  2  ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

KACOPIN  INTAKE 

MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 
NEWARK  WB  AIRPORT 
I^W  BRUNSWICK  EXPERIMENT  STA 
NEW  MILFORD 
NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILI.IPSBURG 

PHIJ.LIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
OUAKERTOWN 

RAUWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDF. 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDE'BORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIEU) 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
AUDOBON 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
11 06  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
1351  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 
2768  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 

3662  ATLANTIC 

3951  MERCER 

3956  MERCER 

4229  BURLINGTON 

4260  ESSEX 
4339  HUDSON 
4  596  OCEAN 
4627  OCEAN 
4635  HUNTERDON 

4735  SUSSEX 

4887  PASSAIC 

4987  MONMOUTH 

5003  MORRIS 

5055  BURLINGTON 

5071  PASSAIC 

5197  SOMERSET 

5244  MONMOUTH 

5252  BURLINGTON 

5346  ATLANTIC 

5503  BERGEN 
5576  CUMBERLAND 
5581  CUMBERLAND 
5597  MORRIS 
5728  BURLINGTON 

5769  MORRIS 
6026  ESSEX 
6062  MIDDLESEX 
6146  BERGEN 
6177  SUSSEX 

6460  PASSAIC 
6560  ESSEX 
6775  PASSAIC 
6843  BURLINGTON 
6974  WARREN 


6979  WARREN 
7079  UNION 
7131  ATLANTIC 
7328  MERCER 
7372  HUNTERDON 

7393  UNION 
7545  BERGEN 
7587  PASSAIC 
7817  CAMDEN 
7825  MIDDLESEX 

7833  BERGEN 
7869  MONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 
8402  MORRIS 

8423  UNION 
8644  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 

8878  MERCER 

8883  MERCER 

8899  OCEAN 

9135  CUMBERLAND 

9187  PASSAIC 

9271  UNION 
94  55  UNION 
9832  I  BERGEN 
9910  SALEM 

16  I  AMDEN 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 

COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RAT.  I  TAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


39  22 
39  35 

39  16 

40  10 
40  50 

39  48 

40  54 
39  26 

39  53 

40  04 


8   EST   MID 
EST 
49   EST    5P 
19   EST 
289   EST    5P 


74  56 

74  24 

75  14 
75  07 
74  51 


70 


12 


EST 

EST   8A | 

EST !   8A 

EST 

EST 


41  07  74  30  1040   EST 

40  45  74  21  180  EST   9A 

39  28  75  25  8   EST! 

38  56  74  57  17   EST  j   5P 

40  52  74  13  400 .  EST 


41  10 

39  41 

40  40 
40  39' 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


40 

50 

40 

42 

40 

29 

40 

57 

41 
41 

03 
0?. 

GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

DELAWARE 

RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


74  26 
74  23 

74  32 

75  06 
74  55 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 

74  04 

74  19 

74  13 

74  57 

74  50 

74  14 

74  00 

74  46 

74  48 

74  24 

74  34 

74  14 

74  55 

74  44 


4  0 

59 

74 

09 

39 

24 

75 

03 

39 

22 

75 

04 

41 

01 

74 

32 

39 

58 

74 

57 

40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49! 

40  28 

39  30 

40  35 
40  58 

40  43  j 

41  13 
39  45 
39  47 

39  57 

40  14 
40  13 
39  37 


39 

29 

41 

02 

40 

40 

40 

:i'i 

41 

0: 

39 

40 

39 

54 

74  30 
74  10 
74  27 
74  02 
74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 
74  25 
74  31 
74  40 
74  57 

74  15  j 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  01 
74  18 

74  25 
74  21 

74  03 

75  20 


760.  EST 

185  EST 

90  EST 

120  EST 

300  EST 


134 


135 
128 


4P|   4P!  57   57 


6P   6PI  36 


760  EST 
EST 

33  I  EST    5P 

30 i  EST 
330 1  EST   8A 


:>p 


5P  70   70 


EST 
5  I  EST 
194   EST    5P 

EST        MID 

540;  est!     "ID 
660 


EST  8P 

EST  1 

EST  MID 
EST 

EST  I  6P 

EST  I  6P 

EST  I  6P 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


870 
140 
100 


MID 


8P  59  60 

MID 

MID  51  j  51 
MID 

6P  45  45 

6P|  62  62 


7AI  19   19 


11 1 1 1 
II 1  f  1 

Mill 


8A   86 I  86 


4Pi   4PI  4 

HID   MID  50 

5P;   5PJ  92 

MID 


HA 


EST 
EST 

EST  8A 
EST  5P 
EST   10P 


135 
103 


75  04     50 


RA 


31 

66   66 


4P 

MID 
8AJ  79 
5P|  20 

10PJ  58 

8A 


6P  25   26 


6P  63   66 


6P   51   34 


U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  &  G  CO 


NEWARK  WATER  DEPT. 
19  IN  J  DEPT  0"  CONSERVATION 
GERTRUDE  S  WILLIS 
N  W  MAGNESITE  CO 
J  A  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
WILLIAM  S  HAINES 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 


S  DEPUE 
DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 


2   3   4    5      7 

3 
2   3         5 
3 


CLOSED    12/31/49 


2   3 
3 


WATER  SUPPLY  COMMISSION  ,    3 

J  G  WILSON  I  2  3 

JAMES  R  PICKERING  ,  2  3 

DEPT  WATER  AND  SEWERS  3 

EDWARD  ENTWISTLE  2  3 


SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 


JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 
26  N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
26 iN  J  DEPT  OF  CONSERVATION 


HAROLD  SCOTT 

U  S  COAST  GUARD 

SEABROOK  FARMS 

W  E  HAVER 

JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  II  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V.  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


2  3 

3 

2  3 

2  3 

2  3 
2  3 


3 

3  4 
3  4 


2  3 
2  3 
2  3 
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NEW  JERSEY  -  MARCH  1951 

A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

March  was  slightly  warmer  than  normal.  Sunshine  percentage  was  high  though  ther 
was  considerably  more  than  the  normal  amount  of  precipitation.  The  month  was  wind 
with  gales  registered  on  quite  a  number  of  days,  the  strongest  being  65  miles  pe 
hour  at  Atlantic  City  on  the  30th.   Snowfall  was  light. 

This  was  the  third  consecutive  month  to  average  warmer  than  normal  though  the  exces 
was  much  less  than  in  January  or  February.  There  were  no  zero  readings  as  in  Marc 
1950.  The  State  range  in  temperature  was  from  11°  at  Layton  on  the  27th  to  68° 
the  23d  at  Runyon.  The  highest  monthly  average  was  43.5°  at  Burlington  and  lowes 
37.8°  at  Layton.  Quite  mild  conditions  prevailed  from  about  the  6th  to  8th,  23 
to  24th,  and  29th  to  30th,  but  previous  March  records  for  warmth  were  not  closel 
approached,  and  vegetation  made  no  unseasonable  advancement. 

Precipitation  was  much  greater  in  the  northern  half  of  the  State  than  in  the  souther 
half.  This  was  due  mainly  to  very  heavy  rains  in  north  Jersey  on  the  29th  and  30t 
while  lesser  amounts  fell  in  the  southern  half  of  the  State  at  that  time.  Light  t 
moderate  amounts  were  frequent  throughout  the  State  prior  to  the  last  few  days, 
deep  and  extensive  low  pressure  area  centered  over  Oklahoma  and  eastern  Kansas  c 
the  morning  of  the  28th,  moved  slowly  northeastward  and  on  the  morning  of  the  30th 
had  its  center  over  southern  Lake  Michigan.  By  the  morning  of  the  29th,  however; 
its  rain  area  extended  from  the  Gulf  States  to  Canada  and  eastward  to  the  Atlantic 
This  storm  caused  general  rains  in  the  Middle  Atlantic  States,  and  especially  heav 
rains  in  northeastern  New  Jersey  and  southeastern  New  York.  Some  of  the  heavies 
amounts  on  the  29-30th  were:  Paterson  4.16,  New  Milford  4.74,  Charlotteburg  4.6^ 
Midland  Park  5.30,  Wanaque  5.10,  Ringwood  5.07,  Woodcliff  Lake  5.02,  and  Greenwoc 
Lake  6.51  inches.  As  a  result  of  these  heavy  rains,  the  Passaic  and  Hackensac 
rivers  and  their  tributaries  overflowed  in  Passaic  and  Bergen  Counties  floodir 
many  homes.  It  was  necessary  to  evacuate  a  good  many  families  in  the  vicinitie 
of  Mountain  View,  West  Milford,  Pompton  Lakes,  Oakland  and  East  Paterson.  Alsc 
the  Delaware  River,  due  to  heavy  rains  in  its  upper  basin,  overflowed  in  some  area 
from  Easton  to  Trenton,  reaching  flood  stage  at  Trenton  on  the  morning  of  April  J 
for  the  first  time  since  January,  1949.  The  principal  damage  on  the  Delaware  wa; 
to  the  Union  Paper  Mills  at  New  Hope,  Pennsylvania.  That  firm  was  damaged  sever? 
thousand  dollars  mostly  by  way  of  expense  in  moving  machinery  and  loss  of  business^ 

The  average  precipitation  in  the  Highland  area  of  North  Jersey  was  6.78  (+3.14 
inches;  Red  Sandstone  Plain  6,20  (+2.31);  Southern  Interior  4.16  (+0.26);  and  tt 
Sea  Coast  4.00  (+0.02)  inches.  The  accumulated  departures  since  January  1,  1951 
of  precipitation  in  the  above  areas  were  respectively,  +5.09,  +3.11,  -0.14  ar 
+0.23  inches,  in  the  order  named. 

The  month  was  favorable  for  farm  work.  The  central  Jersey  crop  of  commercial  earl 
potatoes  was  planted  during  the  month  as  well  as  a  large  acreage  of  truck  crop 
in  south  Jersey.  --  AEW 
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In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydrocllma 
tic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydrocllma tic  Network  is  a  nationwide  net  of  rain  gages--raostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
l.rn>d  about  $25,000  per  year  to  meet  the  Increasing  needs  of  their  program  in 
the  Western  States. 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which 
were  Issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unite' 
States,  but  since  the  Network  was  established  to  meet  the  internal  requi  - 
ments  of  the  Federal  agencies  referred  to  above,  no  provision  was  made  f 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  ref 
erence  copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspectio: 
may  be  obtained  upon  application  to  Chief,  U.  S.  Weather  Bureau,  Washington 
25,  D.  C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
Individuals  as  listed  in  the  Station  Index. 
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See  reference  notes  following  Station  Index. 
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HOURLY  PRECIPITATION 


NEW  JERSI 
MARCH    19e 


A.  M.  Houi  ending 

P.  M 

.  Hour  ending 

1 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

i 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

H 

-1st- 

ATLANTIC  CITY  »B 

.05 

.02 

.01 

.01 

.01 

.1 

ELIZABETHPORT 

.06 

.04 

.02 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.: 

ESSEX  FELLS  SERV .  BLDG 

.02 

.03 

.02 

.03 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.01 

.1 

FREEHOLD 

.02 

.04 

.04 

.01 

.01 

.01 

.01 

.01 

.01 

.1 

GREAT  MEADOWS 

.01 

.01 

.01 

.01 

.01 

.04 

.c 

HIGHTSTOWN  PUMPING  STA 

.01 

.01 

.01 

.01 

.01 

.01 

.c 

IRVING TON 

.01 

.01 

.03 

.04 

.04 

.03 

.02 

.01 

.03 

.03 

.01 

.01 

.01 

.2 

LAKEHURST  AIRPORT            6 

* 

* 

* 

* 

* 

.12 

* 

* 

* 

* 

* 

.03 

* 

* 

• 

* 

LITTLE  FALLS  WATER  CO 

.01 

.02 

.07 

.05 

.06 

.04 

.01 

.03 

.01 

.03 

.01 

.3 

LONG  BRANCB 

.01 

.04 

.05 

.01 

.02 

.02 

.02 

.01 

.02 

.02 

.01 

.01 

.2 

LUMBER TON 

.03 

.02 

.01 

.01 

.01 

.01 

.01 

.1 

MARLBORO 

.02 

.02 

.01 

.01 

.02 

.01 

.02 

.01 

.1 

MILLVILLE 

.03 

.02 

.01 

.02 

.03 

.02 

.1 

NEWARK  WB  AIRPORT 

.01 

.05 

.05 

.04 

.01 

.01 

.01 

.01 

.01 

.01 

.2 

NEW  MILFORD 

.02 

.04 

.03 

.02 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.01 

.2 

RAHWAY 

.02 

.06 

.02 

.07 

.01 

.01 

.01 

.01 

.01 

.2 

SEABROOK 

.04 

.01 

.01 

.03 

.01 

.01 

.1 

SPRINGFIELD 

.02 

.02 

.03 

.04 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.2 

TRENTON  WB  CITY 

.03 

.02 

.04 

.02 

.01 

.01 

.01 

.1 

WANAQUE  RAYMOND  DAM 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.1 

WATCHUNG 

.01 

.01 

.01 

.03 

.03 

.02 

.01 

.02 

.01 

.01 

.01 

.01 

.01 

.1 

WESTFIELD 

.02 

.01 

.04 

.04 

.03 

.01 

.03 

.02 

.03 

.01 

.02 

.01 

.01 

.2 

WOODCLIFF  LAKE 

.03 

.03 

.01 

.02 

.01 

.02 

.01 

.01 

.02 

.01 

.01 

.1 

-2d- 

ELIZABETHPORT 

.01 

.C 

ESSEX  FELLS  SERV.  BLDG 

.01 

.01 

.02 

.e 

GREAT  MEADOWS 

.01 

.02 

.03 

.c 

HIGHTSTOWN  PUMPING  STA 

.04 

.c 

LAKEHURST  AIRPORT            6 

* 

.06 

SPRINGFIELD 

.01 

.c 

WATCHUNG 

.01 

.c 

WESTFIELD 

.01 

-3 

d- 

.c 

ATLANTIC  CITY  WB 

.01 

.c 

ELIZABETHPORT 

.02 

.02 

.05 

.02 

.02 

.05 

.05 

.02 

.04 

.01 

.04 

.06 

.08 

.4 

ESSEX  FELLS  SEKV.  BLDG 

.01 

.04 

.05 

.01 

.01 

.02 

.04 

.03 

.03 

.02 

.01 

.01 

.03 

.03 

.3 

FREEHOLD 

.02 

.08 

.01 

.01 

.01 

.02 

.01 

.01 

.03 

.07 

.04 

.3 

GREAT  MEADOWS 

.01 

.03 

.03 

.04 

.01 

.03 

.01 

.01 

.1 

HIGHTSTOWN  PUMPING  STA 

.03 

.05 

.02 

.01 

.01 

.01 

.02 

.01 

.02 

.06 

.04 

.5 

IRVING TON 

.01 

.09 

.1 

LAKEHURST  AIRPORT            6 

* 

* 

* 

* 

* 

.07 

* 

* 

* 

* 

* 

.04 

* 

* 

* 

* 

LITTLE  FALLS  WATER  CO 

.01 

.02 

.04 

.05 

.01 

.02 

.04 

.05 

.05 

.03 

.01 

.01 

.03 

.03 

.4 

LONG  BRANCH 

.01 

.01 

.03 

.02 

.01 

.01 

.01 

.03 

.07 

.: 

LUMBER TON 

.01 

.04 

.02 

.03 

.1 

MARLBORO 

.02 

.01 

.01 

.01 

.01 

.02 

.01 

.05 

.07 

.! 

MILLVILLE 

.03 

.01 

.01 

.03 

.t 

NEWARK  WB  AIRPORT 

.01 

.03 

.02 

.03 

.04 

.04 

.01 

.01 

.01 

.02 

.07 

.06 

.3 

NEW  MILFORD 

.01 

.03 

.02 

.02 

.02 

.04 

.03 

.04 

.02 

.01 

.03 

.03 

.3 

RAHWAY 

.01 

.06 

.02 

.05 

.04 

.01 

.01 

.01 

.01 

.07 

.04 

.10 

.4 

SEABROOK 

.02 

.01 

.02 

.05 

.1 

SPRINGFIELD 

.01 

.03 

.03 

.01 

.03 

.05 

.04 

.03 

.02 

.01 

.02 

.02 

.08 

.05 

.4 

TRENTON  WB  CITY 

.01 

.01 

.06 

.03 

.04 

.04 

.04 

.04 

.04 

.04 

.04 

.01 

.01 

.01 

.01 

.01 

.4 

WANAQUE  RAYMOND  DAM 

.02 

.02 

.02 

.01 

.01 

.07 

.05 

.04 

.01 

.04 

.04 

.3 

WATCHUNG 

.01 

.02 

.03 

.04 

.01 

.01 

.03 

.04 

.01 

.01 

.03 

.07 

.08 

.3 

WESTFIELD 

.02 

.07 

.04 

.01 

.04 

.04 

.01 

.01 

.01 

.02 

.03 

.07 

.12 

.4 

WOODCLIFF  LAKE 

.02 

.03 

.03 

.03 

.05 

.04 

.05 

.03 

.01 

.04 

.02 

.3 

-4th- 

ATLANTIC  CITY  WB 

.01 

.03 

.01 

.01 

.02 

.01 

.01 

.01 

.01 

.} 

CAPE  MAY 

.02 

.04 

.06 

.01 

.01 

.01 

.01 

.1 

ELIZABETHPORT 

.05 

.04 

.02 

.06 

.05 

.04 

.01 

.01 

.01 

.01 

.02 

.3 

ESSEX  FELLS  SERV.  BLDG 

.05 

.04 

.03 

.05 

.04 

.06 

.01 

.04 

.01 

.01 

.01 

.01 

FREEHOLD 

.01 

.05 

.01 

.04 

.08 

.02 

.05 

.05 

!s 

GREAT  MEADOWS 

.01 

.01 

.13 

.15 

.05 

.05 

.04 

.04 

.01 

.01 

.04 

.01 

.02 

.£ 

HIGHTSTOWN  PUMPING  STA 

.02 

.01 

.06 

.08 

.04 

.02 

.01 

.01 

.01 

.01 

.1 

IRVING TON 

.08 

.09 

.07 

.08 

.09 

.06 

.03 

.05 

.06 

.01 

.01 

.02 

.6 

LAKEHURST  AIRPORT           6 

* 

.24 

* 

* 

* 

* 

• 

.24 

* 

* 

* 

* 

* 

.04 

LITTLE  FALLS  WATER  CO 

.03 

.06 

.04 

.05 

.06 

.08 

.01 

.02 

.02 

.01 

.01 

.3 

LONG  BRANCH 

.02 

.03 

.01 

.06 

.05 

.07 

.08 

.05 

.02 

.3 

LUMBERTON 

.01 

.04 

.11 

.13 

.01 

.01 

.3 

MARLBORO 

.02 

.01 

.04 

.08 

.06 

.06 

.02 

.01 

.01 

.3 

MILLVILLE 

.02 

.03 

.01 

.18 

.14 

.01 

.3 

NEWARK  WB  AIRPORT 

.04 

.04 

.02 

.03 

.05 

.05 

.01 

.01 

.01 

.01 

.2 

NEW  MILFORD 

.03 

.05 

.04 

.04 

.02 

.06 

.04 

.02 

.02 

.3 

RAHWAY 

.06 

.03 

.04 

.03 

.08 

.02 

.01 

.03 

.01 

.01 

.3 

SEABROOK 

.01 

.11 

.08 

.03 

.01 

.2 

SPRINGFIELD 

.07 

.09 

.04 

.04 

.03 

.01 

.01 

.01 

.01 

.3 

TRENTON  WB  CITY 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.C 

WANAQUE  RAYMOND  DAM 

.04 

.05 

.03 

.03 

.04 

.04 

.01 

.01 

.05 

.3 

WATCHUNG 

.07 

.05 

.02 

.07 

.04 

.03 

.02 

.01 

.01 

.01 

.3 

WESTFIELD 

.03 

.08 

.03 

.03 

.09 

.04 

.03 

.01 

.02 

.01 

.3 

WOODCLIFF  LAKE 

.03 

.05 

.05 

.03 

.04 

.05 

.05 

.02 

.01 

.03 

.01 

-7 

.01 

h- 

.3 

NEW  MILFORD 

.01 

.01 

.C 

WOODCLIFF  LAKE 

.03 

.01 

.C 

-nth- 

WANAQUE  RAYMOND  DAM 

.01 

.0 

WOODCLIFF  LAKE 

.01 

-12th- 

.01 

.0 

CAPE  MAY 

.01 

.01 

.0 

LITTLE  FALLS  WATER  CO 

.01 

.0 

NEW  MILFORD 

.01 

-13 

th- 

.0 

ATLANTIC  CITY  WB 

.01 

.01 

.01 

.01 

.01 

.14 

.1 

CAPE  MAY 

.07 

.03 

.1 

ELIZABETHPORT 

.02 

.c 

FREEHOLD 

.01 

.01 

.01 

.0 

[OWN  PUMPING  STA 

LAKEHURST  AIRPORT            6 

• 

» 

* 

* 

♦ 

.02 

* 

* 

* 

* 

LONG  BRANCH 

.01 

.02 

.0 

MARLBORO 

.03 

.02 

.0 

MILLVILLE 

.01 

.02 

.10 

.06 

.1 

«■   fol loving   Stktl 
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HOURLY  PRECIPITATION 

wrw  jnnrr 

»ai«  n   1  us  1 

SUItao 

A  M   Hou>  ....l...j 

P  M  Houi  .nd.oy 

J 

1 

2 

3 

4 

s 

« 

7 

8 

8 

10 

n 

12 

1 

2 

3 

4 

B 

e 

7 

8 

9 

10 

11 

12 

UK>K 

.02 

14 

16 

iATCHUHG 

.01 

.01 

.02 

flSTFlKLD 

.01 

.01 

.02 

-14th 

ATLANTIC   CITY    ill 

.04 

.03 

.03 

.15 

.16      .04 

.01 

.01 

.03 

.52 

"CAPS    Ml\ 

.OS 

.  11 

.22 

.09 

.06      .01 

.01 

.01 

56 

'  (LI  IABETHPORT 

.01 

.01 

.06 

.07 

.11         12 

.24       .02 

.04 

.68 

ESSEX    IHIS    SERV.    BLDG 

.01 

.04 

.05 

.06      .10 

.22      .17 

.01       .10      .03 

.02 

.02 

.83 

FRKVHOLD 

.02 

.11 

.01 

.04 

.10      .30 

.05      .06 

.01 

.70 

OKt  IV    MEADOWS 

.01 

.01       .03      .04       .02 

.02 

.01 

.01       .02 

.02 

.21 

IIV1NGTON 

.01 

.04 

.08 

.08       .08      .23      .11 

.02 

.02      .01 

.70 

LAKKHIUST    AIRPORT                              I 

• 

15 

• 

• 

•            .38 

• 

•           •           • 

•            .03 

LITTLE   FALLS   WATER  CO 

.01 

.01 

.07 

.07      .09!     .23      .06 

.02 

.10      .25      .02 

.93 

LONG   BRANCH 

.06 

.04 

.01       .13       .08      .03 

.02 

.37 

LOMBERTON 

.03 

.04 

.05 

.03 

.16      .10      .03       .02 

.03 

.31 

MARLBORO 

.04 

.06 

.08 

.06      .28 

.16      .02 

.02 

.72 

MILLVILLE 

.10 

.12 

.20 

.15 

.07 

.01 

.02 

.67 

NEWARK    WB    AIRPORT 

.02 

.07 

.06 

.07      .14 

.22      .03 

.02 

.03       .10 

.76 

■SI    MILFORD 

.02 

.05      .05 

.13      .08 

.06 

.04       .02      .01 

.46 

tABWAT 

.01 

.09 

.08 

.02      .18 

.12 

.05 

.55 

JEA  BROOK 
fPRINGriELD 

.05 

.07 

.11 

.22 

.08       .08 

.01 

.01                   .01 

.64 

.02 

.04 

.07 

.09      .10 

.25      .02 

.05 

.04 

.68 

TRENTON    WB   CITY 

.03 

.03 

.02 

.15      .15 

.08      .04 

.50 

MNAQUE  RAYMOND  DAM 

.07 

.07 

.17 

.17      .25 

.25      .10 

.10 

.12       .05 

1.35 

WATCHUNG 

.02 

.06 

.04 

.09      .16 

.34       .07 

.07 

.01 

.01 

.01       .01 

.01 

.90 

WRSTFIELD 

.01 

.04 

.07 

.12       .13 

.33       .05 

.06 

.01 

.82 

woodcliff  lake 

.01 

.05      .05 

.14       .17 

.04 

.04                   .01 

.01 

.52 

1 

-15th- 

ATLANTIC  CITY   WB 

.01 

.01 

(MEAT   MEADOWS 

.01 

.01 

.01 

.03 

LUMBER  TON 

.01 

.02 

.01 

.04 

TRENTON  WB  CITY 

.02 

.03 

.01 

.06 

WATl-HUHG 

.01 

.02 

.03 

.01       .01 

.08 

WESTFIELD 

.01 

.01 

.01 

.01 

.04 

-17th 

■IGHTSTOWN   PUMPING   STA 

- 

-19 

th- 

ATLANTIC  CITY   WB 

.02 

.01 

.05 

.10 

.08 

.06 

.32 

CAPE  MAY 

* 

• 

♦ 

• 

• 

• 

• 

EL  I ZABETHPORT 

.02 

.04 

.03 

.07 

.13 

.29 

ESSEX  FELLS   SERV .    BLDC 

.04 

.02 

.07 

.07 

.14 

.34 

FREEHOLD 

.01 

.01 

.03 

.09 

.12 

.18 

.44 

[GREAT  MEADOWS 

.01 

.03 

.03 

.03 

.05 

.10 

.25 

HIGRTSTOWN   PUMPING  STA 

.01 

.03 

.01 

.04 

.08 

.10 

.12 

.39 

IRVING TON 

.04 

.03 

.05 

.11 

.17 

.40 

LAKKHURST  AIRPORT                           6 

* 

* 

* 

• 

LITTLE   FALLS   WATER    CO 

.02 

.10 

.05 

.13 

.27 

.57 

LONG    BRANCH 

.03 

.07 

.13 

.18 

.41 

LUMBERTON 

.01       .02 

.03 

.02 

.03 

.10 

.14 

.13 

.48 

.MARLBORO 

.01 

.01 

.02 

.06 

.10 

.14 

.34 

[MILLVILLE 

.04 

.04 

.14 

.14 

.16 

.22 

.10 

.84 

NEWARK    WB   AIRPORT 

.02 

.03 

.05 

.07 

.12 

.29 

NEW   MILFORD 

.01 

.02 

.03 

.09 

.16 

.31 

rRAHWAY 

.02 

.06 

.04 

.13 

.15 

.40 

SEABROOK 

.02                  .02 

.02 

.10 

.14 

.17 

.14 

.14 

.75 

SPRINGFIELD 

.02 

.04 

.04 

.09 

.19 

.38 

TRENTON   WB   CITY 

.03 

.03 

.08 

.12 

.13 

.11 

.50 

WAXAQUE  RAYMOND  DAM 

.05 

.07 

.08 

.22 

.42 

flATCHUNG 

.01 

.02 

.04 

.04 

.13 

.13 

.37 

WESTTIELD 

.01 

.04 

.06 

.11 

.19 

.41 

WOODCLIFF  LAKE 

.01 

.06 

.06 

.20 

.33 

-20th 

ATLANTIC   CITY   WB 

.06 

.06 

.24 

.16 

.06 

.58 

[CAPE  MAY 

• 

* 

* 

.95 

ELIZABETH PORT 

.11 

.19 

.34 

.19 

.12       .04 

.99 

(ESSEX  FELLS   SERV.    BLDG 

.20 

.27 

.18 

.11 

.11       .10 

.01 

.98 

FREEHOLD 

.17 

.18 

.17 

.24 

.07      .04 

.87 

I:  GREAT  MEADOWS 

.07 

.07 

.03 

.08 

.20      .05 

.50 

l.-HIGHTSTOWN   PUMPING    STA 

.12 

.13 

.31 

.10 

.09      .01 

.76 

IRVINGTON 

.15 

.24 

.25 

.13 

.10      .02 

.01 

.90 

LAKEBURST  AIRPORT                           6 

• 

.98 

• 

* 

*           * 

»           .44 

LITTLE  FALLS   WATER  CO 

.30 

.30 

.21 

.11 

.12      .01 

1.05 

"LONG   BRANCH 

.15 

.08 

.08 

.24 

.10      .02 

.67 

LUMBERTON 

.10 

.18 

.15 

.11 

.01 

.55 

MARLBORO 

.14 

.14 

.17 

.16 

.09 

.70 

MILLVILLE 

.10 

.18 

.18 

.03 

.49 

1  NEWARK   WB   AIRPORT 

.08 

.17 

.31 

.18 

.10      .05 

.89 

NEW   MILFORD 

.32 

.28 

.21 

.36 

.21      .10 

.01 

1.49 

RAHl'AY 

.14 

.21 

.36 

.18 

.13 

1.02 

SEABROOK 

.13 

.07 

.12 

.08 

.03 

.43 

SPRINGFIELD 

.15 

.28 

.22 

.17 

.12      .05 

.99 

TRENTON   WB   CITY 

.18 

.18 

.15 

.11 

.05 

.67 

1  WANAQUE  RAYMOND  DAM 

.32 

.32 

.23 

.23 

.18      .10 

1.38 

I WATCHUNG 

.18 

.29 

.12 

.13 

.13      .01 

.01 

.87 

WESTFIELD 

.19 

.24 

.20 

.16 

.16      .05 

1.00 

WOODCLIFF   LAKE 

.19 

.32 

* 

* 

*           * 

•        1.05 

1.56 

-21st- 

'ELIZABETHPORT 

.01 

.01 

1  3REAT   MEADOWS 

.03 

.03 

IRVINGTON 

.01 

.01 

.02 

[LITTLE  FALLS   WATER  CO 

.02 

.02 

MILLVILLE 

.03 

.03 

NEW  MILFORD 

- 

.01 

.01 

RAHWAY 

.01 

.01 

SPRINGFIELD 

.02 

.02 

j  WATCHUNG 

-2: 

>d" 

.01 

.02 

.03 

ATLANTIC    CITY   WB 

.02 

.02 

ICAPE  MAY 

'ELIZABETHPORT 

.01 

.01 

.03 

.05 

,  FREEHOLD 

.01 

.04 

.01 

.06 

|l3REAT   MEADOWS 

.05 

.04 

.01 

.10 

1  following   Si 
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HOURLY  PRECIPITATION 

NEW    JESSE1 
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Table  4-Continued 

A.  M.  Houi  ending 

P.  M.  Hour  ending 

1 

Station 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

HIGHTSTOWN   PUMPING    STA 

.01 

.01 

.03 

.04 

.01 

.1( 

IRVINGTON 

.01 

.02 

.o: 

LAKEHURST    AIRPORT                              6 

* 

* 

•            * 

* 

.03 

LITTLE    FALLS    WATER   CO 

.02 

.01 

.01 

.04 

.Of 

LONG   BRANCH 

.01 

.03 

.02 

.01 

MARLBORO 

• 

* 

* 

* 

•           .03 

.o: 

NEWARK   WB   AIRPORT 

.01 

.02 

.02 

.0! 

NEW   MILFORD 

.01 

.01 

.01 

.01 

.04 

RAHWAY 

.01 

.02 

.03 

.02      .01 

.0! 

SEABROOK 

.02 

.01 

.o: 

SPRINGFIELD 

.03 

.03 

.01 

.01 

.Of 

TRENTON   WB   CITY 

.02 

.01 

.05 

WANAQUE   RAYMOND   DAM 

.03 

.01 

.02 

.01 

.01 

WATCHUNG 

.01 

.02 

.02 

.02 

.02 

.0! 

WESTFIELD 

.01 

.02 

.02 

.0! 

WOODCLIFF  LAKE 

.01 

.01 

-23d- 

.  o: 

HIGHTSTOWN    PUMPING    STA 

-24th- 

.it 

ATLANTIC   CITY   WB 

.01 

.02 

.13 

CAPE   MAY 

.06 

.09 

.01 

.01 

.11 

ELIZABETHPORT 

.03 

.12 

.03 

.if 

ESSEX   FELLS    SERV.    BLDG 

.01 

.01       .01 

.02 

.08 

.02 

.1! 

FREEHOLD 

.01 

.01 

.09 

.1] 

GREAT   MEADOWS 

.04 

.10 

.1< 

IRVINGTON 

.03 

.07 

.01 

.11 

LAKEHDRST   AIRPORT                              6 

* 

* 

*           * 

* 

.04 

LITTLE    FALLS    WATER   CO 

.02 

.02 

.02 

.01 

LONG   BRANCH 

.02 

.04 

.01 

o; 

LUMBERTON 

.01 

.02 

.02 

.01 

.01 

MARLBORO 

.02 

.06 

.01 

MILLVILLE 

.01 

.04 

.02 

.0: 

NEWARK   WB    AIRPORT 

.04 

.11 

.1! 

NEW    MILFORD 

.01 

.07 

.06 

.1' 

RAHWAY 

.04 

.14 

.01 

.1! 

SPRINGFIELD 

.01 

.03 

.09 

.02 

.11 

TRENTON  WB  CITY 

.06 

.08 

.1- 

WANAQUE    RAYMOND   DAM 

.02 

.10 

.11 

WATCHUNG 

.02 

.12 

.01 

.11 

WESTFIELD 

.02 

.08 

.06 

.11 

WOODCLIFF   LAKE 

* 

• 

*            .10 

.11 

-28th- 

ATLANTIC  CITY   WB 

.01 

.o: 

ELIZABETHPORT 

.02 

.01 

.0) 

ESSEX    FELLS    SERV    BLDG 

.01 

.01 

.o; 

FREEHOLD 

.01 

.o! 

GREAT  MEADOWS 

.01 

.04 

.0! 

IRVINGTON 

.02 

.o: 

LITTLE    FALLS    WATER   CO 

.02 

.02 

.0' 

LONG    BRANCH 

.01 

.o: 

NEWARK   WB   AIRPORT 

.01 

.01 

.02 

.02 

.01 

RAHWAY 

.01 

.01 

.0! 

SPRINGFIELD 

.01 

.01 

.o: 

TRENTON  WB  CITY 

.01 

o; 

WATCHUNG 

-29 

th- 

.02 

.01 

.01 

.01 

.0! 

ATLANTIC  CITY   WB 

.01 

.01 

.02 

.02 

.01 

.0; 

CAPE  MAY 

.01 

.01 

.06 

.06 

.01 

.04 

.01 

.2 

ELIZABETHPORT 

.03 

.02 

.01       .01 

.01 

.01 

.03 

.01 

.02      .04 

.05 

.03 

.02 

.02 

.06 

.3' 

ESSEX  FELLS    SERV  .    BLDG 

.02 

.04 

.01       .02 

.01 

.01 

.01 

.01       .01 

.03 

.04 

.02 

.01 

.01 

.01 

.01 

.01 

.01 

.04 

.3' 

FREEHOLD 

.01 

.01 

.02       .01 

.01 

.01      .03 

.05 

.01 

.02 

.01 

.01 

.01 

.21 

GREAT  MEADOWS 

.01 

.03 

.01 

.02      .03 

.05 

.08 

.12 

.16 

.07      .12 

.10 

.03 

.01 

.01 

.05 

,02 

.03 

.05 

.01 

.01 

.02 

l.Oi 

IRVINGTON 

.02 

.03 

.01      .02 

.02 

.01 

.01 

.02 

.02      .05 

.05 

.04 

.03 

.02 

.05 

.41 

LAKEHURST   AIRPORT                              6 

* 

* 

*           ♦ 

* 

.12 

* 

* 

* 

* 

LITTLE    FALLS    WATER   CO 

.01 

.01 

.02 

.01 

.01 

.02 

.02 

.04      .02 

.02 

.07 

.05 

.06 

.02 

.02 

.02 

.01 

.06 

.4! 

LONG   BRANCH 

.03      .02 

.01 

.02 

.02 

.02 

.01 

.02 

.01 

.01 

.1' 

LUMBERTON 

.01 

.01 

.01 

.03 

.05 

.08 

.07      .04 

.01 

.01 

.09 

.4: 

MARLBORO 

.03       .02 

.01 

.01 

.03 

.01       .01 

.04 

.01 

.01 

.01 

.1! 

MILLVILLE 

.04 

.06 

.08 

.03      .02 

.07 

.21 

NEWARK  WB  AIRPORT 

.03 

.03 

.01       .02 

.02 

.01 

.02 

.03 

.02      .04 

.06 

.05 

.03 

.03 

.06 

.41 

NEW   MILFORD 

.01 

.01 

.01 

.01 

.01 

.02 

.01       .02 

.05 

.1C 

.15 

.14 

.08 

.01 

.05 

.02 

.71 

RAHWAY 

.01 

.02 

.03       .01 

.01 

.01 

.02 

.04      .05 

.06 

.05 

.01 

.02 

.01 

.07 

.01 

.4: 

SEABROOK 

.03 

.04 

.05 

.05      .01 

.02 

.05 

.03 

.01 

.2! 

SPRINGFIELD 

.04 

.03 

.01       .01 

.01 

.05 

.02      .04 

.06 

.04 

.04 

.02 

.OS 

.01 

.4' 

TRENTON    WB   CITY 

.01 

.02 

.03 

.04 

.02 

.07      .09 

.04 

.03 

.01 

.02 

.4! 

WANAQUE   RAYMOND   DAM 

.02 

.02      .01 

.01 

.03      .08 

.OS 

.14 

.10 

.1C 

.01 

.01 

.24 

.01 

.18 

.01 

1.1! 

WATCHUNG 

.02 

.02 

.02      .04 

.01 

.03 

.05 

.05      .08 

.08 

.08 

.01 

.02 

.02 

.5: 

WESTFIELD 

.02 

.04 

.01       .01 

.02 

.01 

.03 

.03       .06 

.05 

.05 

.03 

.01 

.01 

.04 

.01 

.01 

.4' 

WOODCLIFF  LAKE 

» 

* 

*           * 

* 

.08 

.01       .04 

.05 

.11 

.17 

.12 

.1C 

.02 

.06 

.03 

.7! 

-30th- 

ATLANTIC    CITY    WB 

.08 

.03 

.04       .12 

.01 

.05 

.06 

.20 

.08 

.17 

.34 

1.11 

CAPE   MAY 

.01 

.01 

.05 

.04       .08 

.07 

.01 

.02 

.02      .09 

.12 

.05 

.04 

.25 

.53 

.03 

1.4: 

ELIZABETHPORT 

.02 

.04 

.13 

.09      .03 

.17 

.15 

.38 

.1C 

.03 

.13 

.18 

.20 

.41 

.17 

2.2t 

ESSEX  FELLS    SERV.    BLDG 

.01 

.01 

.07 

.18 

.15      .04 

.12 

.13 

.02 

.03 

.26 

.11 

.01 

.26 

.18 

.33 

.51 

.14 

.01 

2.5: 

FREEHOLD 

.05 

.02 

.IS 

.01       .05 

.07 

.18 

.02 

.12 

.06 

.04 

.21 

.15 

.30 

.51 

.03 

.01 

1.9! 

GREAT   MEADOWS 

.OS 

.11 

.01 

.01 

.01 

.10      .14 

.18 

.23 

.20 

.25 

.25 

.10 

.16 

.09 

.01 

1.8' 

HIGHTSTOWN    PUMPING    STA 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

- 

.08 

.02 

.10 

.18 

.01 

.31 

.17 

.02 

- 

IRVINGTON 

.o: 

.05 

.18 

.08       .02 

.03 

.13 

.20 

.05 

.16 

.04 

.01 

.17 

.26 

.23 

.35 

.03 

.02 

.01 

1.81 

LAKEHURST    AIRPORT                              6 

• 

.01 

* 

* 

*           * 

* 

At 

» 

*           * 

♦ 

.26 

* 

* 

* 

* 

1.47 

* 

* 

* 

LITTLE   FALLS   WATER  CO 

.01 

.o: 

.16 

.32 

.19      .06 

.14 

.05 

.31 

.10 

.21 

.25 

.02 

.15 

.38 

.30 

.65 

.18 

.03 

.05 

3.51 

LONG   BRANCH 

.01 

.01 

.09      .01 

.07 

.07 

.11 

.01 

.02 

.21 

.06 

.21 

,6C 

.3C 

.02 

.05 

1.9: 

LUMBERTON 

.Of 

.01 

.01 

.04 

.01      .01 

.12 

.12 

.03 

.22 

.06 

.14 

.04 

.01 

.03 

.9: 

MARLBORO 

.02 

.15 

.02       .11 

.15 

.1C 

.04 

.08 

.05 

.05 

.26 

.13 

.29 

.43 

.02 

1.8: 

MILLVILLE 

.02 

.01 

.07 

.01 

.16      .28 

.08 

.32 

.14 

.06 

.04 

.04 

.05 

.03 

.05 

1.4 

NEWARK    WB   AIRPORT 

.01 

.05 

.12 

.13       .01 

.22 

.o- 

.31 

.o: 

.01 

.13 

.03 

.02 

.16 

.24 

.17 

.5C 

.11 

2.3' 

NEW    MILFORD 

.01 

.07 

.16      .37      .35 

.OS 

.48 

.63 

.45 

.03      .06 

.08 

.06 

.02 

.06 

.11 

.18 

.29 

.42 

.02 

.02 

.01 

4. 0< 

RAHWAY 

.01 

.03 

.20      .05      .03 

.02 

.36 

.21 

.01 

.04 

.15 

.01 

.16 

.18 

.15 

.47 

.03 

2.  Of 

SEABROOK 

.01 

.02 

.07 

.06 

.13 

.05 

.04 

.01 

.02 

.41 

SPRINGFIELD 

.02      .06 

.25 

.02 

.14 

.23 

.01 

.01       .04 

.25 

.03 

.If 

.IS 

.20 

.46 

.08 

.03 

2.3: 

TRENTON   WB   CITY 

.07    .  o: 

.01 

.01 

.02 

.14 

.07 

.09 

.11 

.04 

.22 

.05 

.03 

.8! 

WANAQUE    RAYMOND    DAM 

.01 

.28 

.21 

.10 

.04 

.58 

.30 

.08 

.02      .26 

.56 

.08 

.01 

.26 

.22 

.17 

.7C 

.08 

.05 

4  .0' 

2.0! 

WATCHUNG 

.01 

.06      .12 

.11 

.01 

.02 

.21 

.05 

.o: 

.13 

.26 

.o: 

.01 

.21 

.24 

.14 

.25 

.05 

.03 

.0] 

WESTFIELD 

.02      .04 

.20      .11       .03 

.04 

.11 

.10 

.0! 

.03      .10 

.26 

.o: 

.14 

.16 

.16 

.41 

.04 

.01 

.02 

.01 

2. 1! 

4.2: 

WOODCLIFF    LAKE 

.01 

.07 

.20      •           * 

.9! 

.74 

.45 

.06      .08 

.15 

.14 

.04 

.16 

.11 

.31 

.35 

.34 

.  16 

.01 

8 

«•    ret 
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,    n.l.i.j 

P  M   H.~.  .odi»g 

I 

M.t.  a 

1 

a 

' 

4 

5 

8 

7 

8 

9 

■ 

12 

1 

2 

< 

4 

S 

e 

7 

I 

9 

10 

11 

12 
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s 

.08 
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T4bl.  7 

Station 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

a 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

IB 

19 

.in 

21 

22 

23 

24 

25 

26 

27     28 

29 

30 

31 

^_ 1 - 

ATLANTIC   CITY    WB 

SNOWFALL 
SN   ON    GNU 

T 

T 

T 

i  BELV1PERE 

SNOWFALL 
SN   ON  GND 

1.5 

1.5 

T 

T 

.5 

CHARLOTTEBURG 

SNOWFALL 
SN    ON   GND 

2 

1 

2.5 
3 

T 
3 

1 

T 

CHATSWORTH   5   S 

SNOWFALL 
SN   ON  GND 

T 

CLAYTON 

SNOWFALL 
SN    ON   GNI> 

T 

T 

T 

T 

i  FLENINGTON    1    NE 

SNOWFALL 
SN    ON    GNI1 

.5 

T 

1.5 
2 

T 
T 

T 

.5 

T 

■  FREEHOLD 

SNOWFALL 
SN    ON    GND 

.2 

.5 
T 

.4 

HIGHTSTOWN 

SNOWFALL 
SN   ON   GND 

•2 

.5 

T 

T 

.5 

INDIAN    HILLS    2    W 

SNOWFALL 
SN   ON   GND 

T 

T 

T 

LONG   VALLEY 

SNOWFALL 
SN   ON   GND 

* 

3.0 

* 

2.0 

T 

MILLVILLE   CAA    AP 

SNOWFALL 
SN   ON   GND 

T 

T 

T 

i  KOORESTOWN 

SNOWFALL 
SN    ON    GND 

T 

T 

T 

T 

.5 

T 

'  MORRIS   PLAINS    1   W 

SNOWFALL 
SN   ON   GND 

2.0 

1 

2.5 
3 

2 

T 

T 

.1 

1   NEWARK   WB    AIRPORT 

SNOWFALL 
SN   ON   GND 

.4 

.8 

1 

T 

T 

T 

.3 

I  NEW  BRUNSWICK  EXP  STA 

SNOWFALL 
SN    ON    GND 

T 

1.4 
T 

T 

T 

NEWTON 

SNOWFALL 
SN  ON  GND 

.5 
1 

T 

2.0 
2 

2 

1 

T 

T 

T 
T 

PATERSON 

SNOWFALL 
SN    ON   GND 

.1 

2.0 

1.5 

1 

T 

T 

.1 

PEHBERTON    1    E 

SNOWFALL 
SN   ON   GND 

- 

" 

T 

1 

PLAINFIELD 

SNOWFALL 
SN    ON   GND 

.5 

1.5 

1 

T 

T 

T 

.3 

RIDGEFIELD 

SNOWFALL 
SN    ON   GND 

.3 

T 

T 

.5 
1 

T 

T 

1.0 
T 

T 

RUNNEHEDE 

SNOWFALL 
SN   ON   GND 

T 

T 

T 

:    SOMERVILLE 

SNOWFALL 
SN  ON  GND 

T 

1.0 

1 

T 

T 

SUSSEX 

SNOWFALL 
SN   ON   GND 

2.5 
3 

2 

T 

T 

T 

TRENTON   WB   CITY 

SNOWFALL 
SN   ON    GOT 

T 

.2 
T 

T 

.2 

See    refereaci 
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Table  5 

DAILY  TEMPERATURES 

NEW   JERSE1 
MARCH   1951 

1 

Station 

Day  of  month 

o» 

4 

< 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

,4 

IS 

16 

17 

| 

18 

19 

20 

21 

22 

23 

24 

23 

26 

27 

28 

29 

30 

31 

ATLANTIC   CITY   WB 

MAX 
MIN 

46 
39 

55 
38 

42 
38 

46 
41 

45 
39 

47 

32 

52 
43 

53 

37 

45 
31 

42 
24 

44 

28 

43 
37 

41 
37 

47 

37 

45 
34 

49 

38 

48 
34 

1 

44 
32 

47 
41 

50 
41 

46 

41 

44 

29 

51 
34 

54 

35 

47 
34 

44 
32 

45! 
31 

49 
43 

49 
48 

59 

48 

59 
44 

47.1 
36.1 

s 

BELLEPLAIN 

MAX 

MIN 

49 
28 

54 

37 

43 
32 

46 
37 

55 
34 

55 
22 

59 
40 

60 
27 

52 
27 

41 
22 

43 
26 

53 
34 

45 
24 

46 
39 

33 

52 
36 

50 1 

29 

52 

26 

47 
33 

53  j 
36 

50 
32 

46 
25 

61 
22 

60 
50 

55 
27 

47 
29 

52 
15 

59 
38 

61 
49 

59 
52 

60 

38 

52. ( 

32.5 

D 

BELVIDERE 

MAX 

MIN 

39 
31 

45 
34 

41 
31 

39 
32 

53 

28 

56 
24 

53 
35 

52 
32 

45 

32 

35 
23 

4l\ 
26 

62 
36 

50 
31 

47 
33 

461 
32 

43 

36 

48 

36 

55 
32 

46 
34 

50 

34 

56! 
30 

48 
26 

63 

28 

58 
36 

46 
30 

43 
24 

54 
29 

60 
36 

58 

45 

60 
54 

60 
40 

50.3 
32. ( 

! 

BOONTON 

MAX 
MIN 

43 

31 

37 
30 

44 
27 

34 

28 

39 
26 

51 
23 

54 

27 1 

53 
33 

49 
31 

39 
22 

39 

25 

19 
27 

56 

27 

41 
36 

46 
33 

40 

34 

45 
35 

46 
28 

52 

29 

45 

34 

48 
29 

53 
26 

36 
23 

61 
29 

59 
32 

45 
25 

39 
23 

50 
30 1 

59 
37 

52 
47 

56 
43 

47. J 
30. ( 

it 

BR1DGET0N 

MAX 

MIN 

44 
32 

53 
38 

SO 

34 

45 

38 

53 
36 

53 
30 

62 
39 

57 

32 

51 

33 

41 
24 

45 
27 

54 

33 

44 1 
31 

40 
39 

47 
33 

50 
37 

49 

31 

53 
31 

53 
38 

46 
37 

51 

35 

45 
26 

64 
26 

53 
44 

48 
29 

44 
29 

54 

23 

59 
38 

59 
49 

61 
54 

59 
41 

51.4 
34.4 

BURLINGTON 

MAX 
MIN 

44 
31 

42 
35 

42 
32 

43 

34 

54 

35 

54 

30 

65 
43 

59 
34 

53 
34 

41 
23 

48 

27 

56 
35 

41 
33 

50 
39 

45 
34 

45 
36 

51 
35 

52 
32 

46 
42 

54 
39 

53 
35 

51 
29 

62 
29 

62 
50 

52 
32 

50 
28 

52 
28 

56 
32 

58 
48 

61 
52 

60 
44 

51.' 
35. 5 

CANOE    BROOK 

MAX 

MIN 

47 

28 

41 
32 

47 

23 

37 
29 

40 
26 

50 
20 

56 
30 

55 
31 

53 

29 

42 
23 

42 

25 

49 

26 

56 
22 

42 
36 

47 
33 

43 
34 

48 

34 

48 
24 

55 
26 

46 

39 

48 
30 

55 
27 

51 
21 

63 
33 

62 
31 

46 
24 

40 
16 

53 
26 

64 

47 

51 
48 

56 
41 

49..' 
29.9 

■t 

CAPE   MAY 

MAX 
MIN 

49 
37 

45 
33 

48 
40 

50 

38 

48 
27 

52 
42 

50 

40 

50 
32 

41 
26 

44 
27 

47 

35 

44 

28 

46 
37 

47 

34 

48 
38 

48 
37 

46 
34 

46 
39 

51 
37 

50 
36 

45 
32 

52 
31 

55 
38 

50 
36 

50 
36 

48 
35 

52 
39 

52 

45 

55 
47 

57 
49 

48.  < 

36.: 

1 

if. 

CHARLOTTEBURG 

MAX 
MIN 

39 
26 

49 
31 

39 
24 

38 
31 

48 
30 

52 
26 

54 

38 

52 
34 

45 
26 

36 
18 

47 
21 

52 

29 

53 
21 

47 
34 

41 

28 

47 
33 

44 
33 

52 
29 

51 
26 

44 

39 

52 
28 

52 
23 

60 
19 

60 
39 

54 
29 

44 
21 

51 
12 

62 
27 

60 
45 

58 
48 

57 

41 

49.' 
29.3 

,11 

CHATSWORTB   5   S 

MAX 
MIN 

44 

32 

53 
34 

45 
35 

55 
33 

57 
24 

67 
36 

61 
30 

50 
30 

42 
22 

46 
26 

55 
35 

47 
28 

48 
38 

50 
40 

49 
36 

54 
27 

49 
34 

53 
40 

51 
33 

48 
27 

65 
24 

63 
46 

58 
26 

47 
26 

54 
18 

64 
36 

57 
47 

59 
52 

60 
37 

53.} 
32. ( 

t 

■t 

CLAYTON 

MAX 
MIN 

43 
33 

52 

34 

38 

33 

45 
36 

54 
36 

54 
24 

62 

39 

58 
34 

45 
27 

41 

25 

45 
27 

55 

34 

44 

30 

47 
37 

46 

33 

47 
36 

49 
32 

53 
29 

47 
37 

54 

38 

52 

35 

45 
26 

63 
26 

64 
41 

51 
30 

43 
28 

53 
21 

59 

34 

62 
50 

64 
49 

62 
40 

51.! 

33.4" 

lit 

ELIZABETH 

MAX 

BIN 

43 

33 

48 
33 

43 

30 

40 

32 

51 
33 

55 
27 

58 
33 

5  9 
34 

50 
31 

42 
23 

49 

26 

56 
36 

52 
30 

49 
37 

44 
35 

51 
35 

51 
31 

53 
30 

49 
35 

50 
40 

54 
32 

49 

27 

63 
25 

63 
47 

55 
31 

45 
26 

52 
23 

65 
32 

57 
47 

53 
48 

60 

42 

51.! 
33.0 

:«. 

ESSEX  FELLS    SERV.    BLDG 

MAX 
MIN 

44 
30 

37 
30 

44 
24 

34 
28 

37 
28 

47 
22 

54 
28 

55 

30 

48 
28 

41 

20 

42 

24 

46 
32 

52 
32 

48 
34 

47 
32 

44 
34 

44 
28 

45 

30 

52 
28 

47 
35 

48 
30 

52 

25 

44 
22 

62 
42 

64 
28 

42 
24 

38 
22 

52 
28 

64 
38 

52 
46 

55 
4  5 

47.6 
29.! 

PI] 

FLEMINGTON   1    NE 

MAX 

MIN 

37 
33 

48 
32 

39 
29 

41 
32 

54 

28 

56 

20 

61 
31 

59 
25 

45 
23 

39 
23 

47 
25 

57 
34 

55 

23 

47 
36 

43 
32 

47 
32 

49 
34 

53 
28 

44 
27 

48 
38 

54 
27 

52 
24 

62 
21 

61 
42 

47 
30 

43 
22 

54 
15 

61 
27 

56 
46 

61 
53 

59 
42 

50.! 

30. J 

II: 

FREEHOLD 

MAX 
MIN 

40 
33 

47 
33 

40 
30 

43 
33 

52 
32 

55 
26 

66 
36 

60 
32 

44 
32 

41 
20 

42 
24 

53 
34 

41 
27 

49 
37 

44 
33 

51 
35 

48 
31 

54 
28 

44 
33 

53 
40 

50 
32 

45 
25 

64 
25 

61 
44 

47 
32 

37 

20 

52 
21 

64 
35 

55 
47 

56 
45 

58 
40 

so.: 

32. J 

m 
ill 

HIGHTSTOWN 

MAX 
MIN 

41 

30 

45 
33 

41 
30 

41 
32 

52 
33 

57 
26 

63 
36 

60 
30 

49 
32 

40 
23 

48 
26 

52 
34 

49 
28 

48 

37 

44 
33 

45 
35 

45 

31 

53 
30 

45 
30 

47 
40 

52 
33 

48 
26 

61 
24 

63 
45 

47 
30 

41 
25 

52 
21 

62 
33 

57 

48 

60 
53 

59 

40 

50.  • 

32.: 

INDIAN  KILLS   2   W 

MAX 
MIN 

43 
28 

51 
34 

40 
32 

44 
35 

54 
31 

58 
20 

66 
36 

58 

30 

44 

27 

41 
22 

45 

26 

57 
34 

43 
23 

49 
38 

46 
33 

48 
34 

49 
29 

54 
23 

48 
29 

53 
39 

51 
32 

45 
27 

65 
22 

61 
43 

48 
23 

42 

26 

55 

14 

63 
33 

60 
49 

61 
53 

60 
37 

51.1 
31. C 

JERSEY  CITY 

MAX 
MIN 

36 
32 

42 
32 

34 

28 

37 
32 

48 
33 

48 
31 

55 
38 

(8 

35 

44 

30 

38 
22 

45 
25 

50 
34 

41 
32 

44 
36 

40 
34 

46 
35 

45 

35 

47 
35 

41 

37 

47 
36 

45 
36 

40 
27 

55 

2  9 

60 
35 

46 
32 

37 

25 

45 
28 

48 
36 

49 
42 

50 
47 

56 
42 

45.  i 
33.: 

LAMBERTVILLE 

MAX 
MIN 

40 
28 

47 

30 

43 
31 

42 
33 

54 
29 

57 
21 

64 
33 

57 

28 

48 
30 

40 
24 

47 
26 

58 
34 

51 

27 

49 

43 
34 

46 
36 

48 
35 

55 
27 

47 
31 

49 
39 

53 
32 

48 
27 

62 
25 

62 
42 

48 
32 

43 
26 

53 
19 

60 

32 

59 
48 

61 

55 

59 
42 

51.4 
31.  i 

LAYTON  3   NW 

MAX 
MIN 

40 
22 

43 
29 

40 

29 

38 
25 

50 
22 

52 
15 

52 
31 

48 
27 

45 
25 

38 
19 

45 
21 

58 
27 

50 
21 

44 
34 

40 
31 

44 
33 

43 
32 

55 
25 

48 
22 

48 
35 

54 

22 

50 
22 

59 
17 

59 
38 

46 
27 

40 
17 

52 
11 

60 
25 

55 
45 

58 
50 

60 
33 

48. « 

26. 1 

iii 
1 1 

LITTLE    FALLS    WATER   CO 

MAX 
MIN 

45 
30 

42 
32 

46 
29 

38 
28 

41 
30 

52 

25 

55 
32 

55 
33 

52 
31 

42 
23 

42 
26 

50 
3  2 

55 
37 

43 
37 

47 
34 

45 
36 

48 
34 

47 

28 

52 
31 

47 
39 

50 
33 

55 
27 

42 

25 

63 
40 

63 
31 

48 
26 

42 
21 

53 
31 

63 
46 

53 
48 

57 
43 

49.! 
32.  S 

lie 

LONG  BRANCH 

MAX 

MIN 

41 
36 

46 
35 

37 
32 

42 
37 

49 
31 

47 
26 

63 
36 

52 
36 

41 
27 

41 
24 

46 
28 

51 

3  6 

41 
31 

48 
38 

45 
35 

49 
35 

48 
32 

50 
32 

44 

37 

52 
38 

48 
35 

44 

28 

58 

26 

61 
34 

47 
32 

40 
27 

47 
24 

62 
36 

51 
46 

55 
47 

58 
41 

48.. 
33.  S 

LONG  VALLEY 

MAX 
MIN 

49 
27 

44 
31 

46 
27 

35 
29 

37 
30 

49 
20 

53 
28 

54 

30 

52 
27 

40 
21 

39 
23 

45 
27 

55 
24 

40 
35 

46 
31 

39 
33 

45 
33 

46 
29 

54 
29 

44 

37 

49 
27 

53 
25 

37 
21 

60 
30 

57 
28 

43 

23 

39 
16 

50 
26 

58 
33 

53 
47 

57 
37 

47. J 
28.! 

MILLVILLE    CAA   AIRPORT 

MAX 
MIN 

44 
32 

53 

35 

41 
35 

45 
40 

55 
28 

53 
24 

59 
44 

58 
32 

45 
28 

43 
24 

45 
26 

56 
30 

44 

27 

45 
36 

47 

34 

49 
36 

49 
30 

52 
26 

53 

36 

53 
37 

49 
33 

40 
26 

62 
25 

61 

36 

47 
28 

43 
23 

52 
18 

58 
39 

60 
50 

60 
45 

59 

37 

51. i 
32.3 

yOORESTOWN 

MAX 
MIN 

41 
32 

50 
33 

38 
32 

42 

37 

53 

30 

57 

26 

64 
35 

56 
36 

40 
27 

39 
24 

45 
26 

56 
32 

40 
29 

47 
37 

45 
33 

46 
37 

47 
33 

53 
29 

50 
34 

53 
37 

52 
35 

46 
27 

63 
27 

60 
35 

45 

30 

41 
25 

53 
21 

59 
34 

59 
50 

61 

47 

58 
38 

50.3 
32.! 

HORRIS   PLAINS   1   W 

MAX 
MIN 

41 
31 

46 
31 

44 

27 

39 
29 

50 
27 

55 
21 

54 

31 

55 
36 

50 
28 

37 
22 

47 
25 

55 
33 

55 
25 

45 

36 

41 
33 

47 
36 

48 
34 

53 
31 

48 
29 

49 
39 

54 

28 

51 
26 

61 
21 

62 
40 

55 
30 

45 
24 

51 
17 

61 
30 

57 
46 

53 
49 

57 
41 

50.! 
30. f 

NEWARK    WB   AIRPORT 

MAX 
MIN 

39 
33 

45 
35 

35 

29 

41 
34 

52 
35 

52 
31 

58 
37 

51 
37 

42 
28 

42 
24 

47 
27 

53 
35 

44 
34 

47 
38 

44 

34 

50 
36 

48 
35 

51 
34 

44 

36 

50 
37 

52 
35 

41 
27 

65 
28 

64 
37 

47 
32 

41 
27 

50 
26 

65 
35 

52 
46 

56 
49 

60 
44 

49.3 
34. C 

NEW   BRUNSWICK  EXP   STA 

MAX 

MIN 

43 
32 

46 
35 

43 

29 

42 
32 

51 
33 

56 
25 

62 
34 

60 

34 

52 
32 

40 
24 

48 
26 

53 
35 

50 
31 

4  9 
40 

43 
33 

47 
34 

47 
32 

51 

29 

48 
34 

50 
40 

52 
34 

49 
27 

62 
25 

62 
49 

55 
31 

46 
25 

52 
24 

62 
34 

58 
44 

59 
53 

59 
42 

51.! 

33.3 

NEWTON 

MAX 

MIN 

42 

29 

35 
30 

43 
25 

36 
26 

37 
27 

49 
19 

54 
28 

50 
33 

48 
28 

38 
20 

37 
22 

45 
25 

55 
22 

41 

34 

44 
32 

39 
32 

44 

33 

48 
30 

52 
26 

45 
36 

47 
28 

54 
24 

35 
21 

60 
32 

59 
29 

45 
22 

38 
15 

52 
31 

60 
42 

54 
48 

57 

40 

46.! 
28.1 

PATERSON 

MAX 
MIN 

45 
32 

36 
31 

47 
30 

37 
32 

40 
33 

53 

28 

56 

31 

55 

36 

53 
32 

45 
22 

45 

26 

50 
32 

59 
32 

45 
35 

47 
34 

42 
35 

51 
35 

50 
31 

52 
32 

45 
35 

52 
35 

54 
27 

40 
28 

66 
32 

65 
31 

52 
26 

43 
25 

52 
29 

66 
40 

54 

49 

57 
43 

50.1 
32.2 

PEMBERTON   1   E 

MAX 
MIN 

44 
30 

53 
32 

45 
32 

44 

35 

53 

31 

58 
23 

65 
34 

60 

32 

53 
29 

40 
23 

46 
26 

55 
32 

43 
26 

19 
37 

45 
33 

47 
35 

48 
31 

52 
28 

44 

31 

54 
30 

52 
33 

50 
27 

65 
24 

60 
44 

56 
27 

44 

21 

55 
19 

63 
38 

58 
48 

60 
53 

59 
41 

52.3 

31. f 

PHILLIPSBURG 

MAX 
MIN 

45 
29 

45 
32 

40 
28 

45 
29 

50 
28 

55 
24 

58 
32 

55 
30 

52 
30 

40 
23 

40 
25 

55 
31 

50 
27 

49 
36 

43 
32 

47 
36 

48 
35 

50 
27 

44 
34 

46 
37 

56 
31 

53 
25 

60 
25 

63 
45 

50 
29 

40 
24 

53 
20 

60 
31 

58 
47 

62 
54 

61 
39 

50.1 
31. S 

PLAINFIELD 

MAX 
MIN 

42 
35 

48 
33 

34 

30 

40 
33 

54 

30 

54 
24 

60 
35 

55 

36 

44 

32 

44 

24 

50 
25 

59 
35 

42 
35 

49 

38 

44 
34 

48 
34 

50 

35 

54 

30 

46 
32 

50 
38 

53 
32 

40 
27 

63 
26 

64 
44 

48 
30 

42 

26 

52 
20 

63 
33 

55 
45 

58 
50 

59 

42 

50.3 
33.0 

PLEASANTVILLE 

MAX 
MIN 

51 
27 

45 

31 

55 
33 

45 
37 

47 
32 

50 
27 

53 
38 

54 

35 

57 
32 

46 
22 

42 
25 

45 
31 

45 
21 

48 
38 

47 
31 

47 
32 

50 
27 

50 
27 

49 
31 

51 

39 

49 
30 

48 
26 

41 
24 

54 
39 

57 
23 

49 
25 

44 

13 

48 

34 

55 
46 

54 
49 

57 
35 

49.9 

31.0 

RIDGEFIELD 

MAX 
MIN 

36 
33 

45 
33 

33 
30 

40 
33 

51 
30 

56 

26 

55 
36 

51 

33 

42 
31 

42 

23 

49 
26 

56 
34 

43 

32 

48 
37 

42 
35 

49 
37 

49 
34 

53 
31 

44 
33 

50 
40 

50 
34 

38 
27 

60 
26 

63 
35 

49 
29 

43 
24 

52 
22 

63 
35 

54 
51 

5.7 
49 

60 
42 

49.1 
32.  S 

RUNNEMEDE 

MAX 
MIN 

43 
32 

54 

34 

38 
33 

45 
35 

54 
33 

58 
26 

64 
36 

58 
35 

47 
28 

42 

24 

46 
27 

56 
34 

41 

28 

50 
3  8 

45 

33 

50 
35 

52 
33 

53 
28 

48 
36 

54 
37 

52 
35 

45 

26 

65 

27 

63 
38 

48 
29 

44 
26 

54 

21 

60 
36 

62 
50 

62 
47 

60 
39 

52.0 
32.  S 

RUNYON 

MAX 

MIN 

44 

36 

44 
28 

44 

30 

40 
34 

51 
36 

58 
28 

58 
38 

56 
36 

44 

30 

42 
20 

46 
26 

18 

38 

45 
36 

43 

36 

40 
32 

47 
30 

51 
33 

52 
30 

49 
36 

48 
40 

52 
30 

48 
28 

68 
28 

60 
40 

58 
31 

50 
24 

52 
24 

68 
36 

60 
46 

58 
46 

62 

40 

51. a 
33.1 

SANDY   BOOK 

MAX 
MIN 

43 
35 

45 

35 

40 
30 

41 

30 

48 
35 

47 
37 

54 
39 

55 

36 

44 

33 

48 
25 

46 
27 

50 
35 

47 
34 

47 
37 

43 
34 

50 
36 

47 
35 

51 
33 

46 
36 

55 
39 

47 
37 

45 
27 

57 
29 

58 
42 

52 
33 

41 
27 

44 

29 

60 
34 

49 

45 

52 
46 

55 
42 

48.6 
34.6 

SOMERVILLE 

MAX 
MIN 

40 
31 

46 
32 

38 
29 

41 
32 

52 

51 
22 

60 
32 

58 
31 

44 

30 

41 

23 

50 
25 

57 
34 

50 
27 

50 
37 

44 

33 

48 
34 

50 
33 

55 
29 

46 
32 

49 
40 

54 
29 

47 
27 

62 
22 

63 
43 

48 
31 

42 
22 

53 
18 

62 
31 

57 
47 

60 
52 

59 
42 

50.9 
31.7 

S. 

o  reia 

•  DC* 

DOtM  follow 

ing  S 

lahOQ 

Indu. 

" 

J4    - 

DAILY  TEMPERATURES 
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REFERENCE   NOTES 

as    four   digit    ldsnt If lcat Ion    numbers    In   the    Index    number    column   of    the   Station    Indei    are   assigned   on   a   state   basis.      There  will    be   no   duplication   of 
ambers   within   a   Stats. 

Iffures   and    letters    following    the   Station  name,    such   as   12  SSW .    Indicate  distance    In  miles   and   directions    from   the   post   office. 

sservatton   times   given    In   the   Station    Index   are   la   local    standard   time. 

slaved   data   and   corrections   sill    be  carried   only    In    the   June   and   December   Issues   of   this    bulletin. 

3nthly   and   seasonal    snowfall    for    the   preceding    12   months  will    be   carried    In   the   June    Issue   of   this    bulletin. 

tattoos   appearing   In   the   Index,    but    for  which   data   are  not    listed   la   the    tables,    are   either  slsslog  or  received   too    late   to  be   Included    In   this    Issue. 

■less  otherwise    Indicated,    dimensional    units   used    In   this    bulletin    are:      Temperature    la   °F,    precipitation    and   evaporation    In   Inches,    and  wind   movement 
a  miles.      Evaporation   Is  measured    In   the   standard  Weather  Bureau   type   pan  of  4   foot    diameter   unless  otherwise   shown   by    footnote   following  Table  6. 

lest    and   hall   were    Included    In   snowfall    averages    In  Table    1,    beginning  with  July    1948. 

mounts    In  Table  4    are    from   recording  gages.      Traces    are   not   shown. 

mounts    In  Table  3   are    from   non-recording   gages,    unless   otherwise    Indicated. 

ata    In  Tables   3,    5,    6   and   snowfall    in  Table    7   are    for    the    24   hours    ending   at   time   of  observation.      See   the    Station   Index    for   observation    time. 

sow   on   ground    In  Table   7    Is    at    observation   time    for   all    except  Weather   Bureau  and   C.A.A.    stations.      For   these   stations    snow   on   ground   values    are   at 
:30   p.m.    E.S.T. 

-      No   record   In  Tables   3,    4,    6,    7    and   the   Station    Index.       No   record    In  Tables   2   and   5,    is    Indicated   by   no  entry.      When   hourly  precipitation    Is   missing 

or   accumulated    for   several    days,    only   the    first    and    last    days   are   shown    In  Table  4. 
4      And  also   on   a    later   date  or  dates. 

*      Amount    Included   In    following   measurement,    time    distribution   unknown. 

6      Station   not    equipped  with   a    recording   gage.      See  Table   4    for   6-hourly  measured   amounts. 
B      Adjusted   to   a    full    month. 

E     Water   equivalent    of  snowfall  wholly  or  partly    estimated,    using    a   ratio  of    1    inch   water   equivalent    to  every    10   inches   of  new   snowfall. 
■      1    to   nine  days   of    record  missing;      see  Table   5    for   detailed   dally   record.      Degree   day   data,    If   carried   for    this   station,    have   been   adjusted 

to   represent    the   value    for   a    full   month. 
R      Daily  values    and  monthly    total    from   recording   gage.      All   other    data    in  Table   3    are    from   non-recording   gages. 
T      Trace,    an  amount    too   small    to  measure. 
V      Includes   total    for   previous   month. 

Jbscrlption  Price:       15   cents   per   copy,    Monthly   and   Annual;    $1.50   per   year.       (Yearly   subscription   Includes   the   Annual   Summary.)      Checks   and   money   orders   should 
J  made  payable   to   the  Treasurer   of   the   United  States.      Remittances    and   correspondence   regarding   subscriptions   should   be  sent    to   the   Superintendent    of   Documents, 
overnment   Printing  Office,   Washington   25,    D.    C. 


See  reference  notes  following  Station  Index. 
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STATION  INDEX 


Time  of 
observation 


County 


Drainage 


Years  of 
record 


Refer     to     tables 


ATLANTIC    CITY   WB 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

BELVIDERE 

BERLIN  1  W 

BOONTON 

BRIDGETON 

BROOKLAWN 

BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  HAY 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE  • 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

H I  OHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 


0325  ATLANTIC 
0528  BURLINGTON 
0690  CAPE  MAY 
0721  MONMOUTH 
0729  WARREN 

0787  CAMDEN 
0907  MORRIS 
1028  CUMBERLAND 
1106  CAMDEN 
1211  BURLINGTON 

1327  SUSSEX 
1335  ESSEX 
1343  SALEM 
13  51  CAPE  MAY 
1472  ESSEX 

1582  PASSAIC 
1590  MORRIS 
1598  BURLINGTON 
1708  GLOUCESTER 
1749  HUNTERDON 

2130  SUSSEX 
2209  SALEM 
2644  UNION 
2652  UNION 
2768  ESSEX 

3029  HUNTERDON 
3102  CUMBERLAND 
3181  MONMOUTH 
3291  GLOUCESTER 
3416  WARREN 

3516  PASSAIC 
3662  ATLANTIC 
3951  MERCER 
3956  MERCER 
4229  BURLINGTON 


IRVINGTON 

4260 

ESSEX 

JERSEY  CITY 

4339 

HUDSON 

LAKEHURST  AIRPORT 

4596 

OCEAN 

LAKEWOOD  2  ENE 

4627 

OCEAN 

LAMBERTVILLE 

4635 

HUNTERDON 

LAYTON  3  NW 

4735 

SUSSEX 

LITTLE  FALLS  WATER  CO 

4887 

PASSAIC 

LONG  BRANCH 

4987 

MONMOUTH 

LONG  VALLEY 

5003 

MORRIS 

LUMBERTON 

5055 

BURLINGTON 

MACOPIN  INTAKE 

5071 

PASSAIC 

MANVILLE 

5197 

SOMERSET 

MARLBORO 

5244 

MONMOUTH 

MARLTON  1  W 

5252 

BURLINGTON 

MAYS  LANDING 

5346 

ATLANTIC 

MIDLAND  PARK 

5503 

BERGEN 

MILLVILLE 

5576 

CUMBERLAND 

MILLVILLE  CAA  AIRPOBT 

5581 

CUMBERLAND 

MILTON 

5597 

MORRIS 

MOORE STOWN 

5728 

BURLINGTON 

MORRIS  PLAINS  1  W 

5769 

MORRIS 

NEWARK  WB  AIRPORT 

6026 

ESSEX 

NEW  BRUNSWICK  EXPERIMENT  STA 

6062 

MIDDLESEX 

NL»  MILFORD 

6146 

BERGEN 

NEWTON 

6177 

SUSSEX 

OAK  RIDGE  RESERVOIR 

6460 

PASSAIC 

ORANGE 

6560 

ESSEX 

PATERSON 

6775 

PASSAIC 

PEMBERTON  1  E 

6843 

BURLINGTON 

PHILLIPSBURG 

6974 

WARREN 

PHII.LIPSBURG  BRIDGE 

6979 

WARREN 

PLAINFIELD 

7079 

UNION 

PLEASANTVILLE 

7131 

ATLANTIC 

PRINCETON  WATER  WORKS 

7328 

MERCER 

OUAKF.RTOWN 

7372 

lUNTERDON 

RAHWAY 

7393 

UNION 

RIDGEFIELD 

7545 

BERGEN 

RINGWOOD 

7587 

PASSAIC 

RUNNEBEDE 

7817 

CAMDEN 

RUNYON 

7825 

MIDDLESEX 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDE'BORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON 

:  LAND 
WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIUJ) 
WOODCLIU  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
II  D0B01 


7833  BERGEN 
7869  MONMOUTH 
7936  CUMBERLAND 
8194  SOMERSET 
8402  MORRIS 

8423  UNION 
8614  SUSSEX 
8680  GLOUCESTER 
8685  GLOUCESTER 
8816  OCEAN 

8878  MERCER 

K8X3  MERCER 

8899  OCEAN 

9135  CUMBERLAND 

9187  PA 

9271  UNION 

9155  UNION 

91132  BERGEN 

9910  SALEM 

HIDEN 


COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

MULLICA 
PASSAIC 

DELAWARE 
DELAWARE 
DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


39  22 
39  35 

39  16 

40  10 
40  50 

39  48 

40  54 
39  26 

39  53 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 

40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13; 

40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

DELAWARE 

RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


40  59 
39  24 
39  22 

41  01 

39  58 

40  50 

40  42 
40  29 

40  57 

41  03 

41  02 
40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
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39  57 

40  14 

40  13 
39  37 

39  29 

41  02 
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41  01 
39  40 


74  25 
74  28 
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74  02 
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74  56 
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75  14 
75  07 
74  51 

74  30 

74  21 
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74  13 

74  26 
74  23 

74  32 

75  06 
74  55 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 
74  04 
74  19 
74  13 
74  57 

74  50 
74  14 

74  00 
74  46 
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74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30 

74  10 
74  27 
74  02 
74  45 

74  30 
74  14 
74  10 

74  41 

75  12! 

75  12 
74  25 
74  31 
74  40 
74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  01 
74  18 

74  25 
74  21 

74  03 

75  20 
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75 

100 
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157 


50 
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60 
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5P 

Mil) 
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37 
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5P 
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19 
24 

4P 

57 
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8P 
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Mill 
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57 
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9A 
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26 

AR 

MID 

MID 

MID 
10A 

32 

9P 

9P 

6P 

6P 

25 

8P 

8P 

5 

7P 

MID 
MID 

51 

6P 

6P 
10A 

MID 

63 

6P 

6P 

6P 

NOON 

5P 

51 

MID 

MID 

19 

MID 

MID 

77 

5P 

5P 

50 

5P 

59 

8A 

MID 

9A 

MID 

6A 

6A 
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U  S  WEATHER  BUREAU 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 
MISS  C  S  HIXSON 

SAMUEL  H  MC  CULLEY 

JERSEY  CITY  WATER  WORKS 

BENNET  K  MATLACK 

C  D  SCOTT 

PUBLIC  SERVICE  E  Si  G  CO 

NEWARK  WATER  DEPT. 

N  J  DEPT  OF  CONSERVATION 

GERTRUDE  S  WILLIS 

N   W   MAGNESITE   CO 

J   A    PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
WILLIAM  S  HAINES 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAY  STA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT. 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK'  WATER  DEPT. 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

U  S  COAST  GUARD 

SEABROOK  FARMS 

W  E  HAVER 

JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  II  R I  STOW 

U  S  WEATHER  BUREAU 

LLOYD  V.  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 

IRVING  J  NYGREN 
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CHATTANOOGA:   19S1 


NEW   JERSEY   -   APRIL    1951 

A.    E.    White,    Section  Director  -  Trenton 

WEATHER   SUMMARY 

April  was  the  fourth  consecutive  month  warmer  than  normal.  There  were  very  few  days! 
with  freezing  temperature.  Sunshine  was  plentiful  and  precipitation  was  somewhal 
less  than  normal  in  all  parts  of  the  State  except  the  Highland  area.  There  was  ncj 
snow  except    for   traces   at    a   few  stations   in  north  Jersey. 

There  were  a  few  short  cold  periods  but  no  very  low  temperatures  were  reported. 
There  were  warm  periods  from  the  6th  to  12th  and  from  the  24th  to  the  end  of  the) 
month.  The  highest  reading  reported  was  89°  at  Paterson  on  the  30th  and  the  lowest! 
was  22°  at  Layton  on  the  6th.  State  average  temperature  was  51.3°  which  is  1.5° 
above  normal. 

Precipitation  was  85  percent  of  normal  for  April.  It  was  well  distributed  through- 
out the  month  and  measureable  amounts  were  recorded  on  an  average  of  9  days  through- 
out the  State.  The  State  average  was  3.01  inches  or  0.54  inch  below  normal.  The 
greatest  monthly  amount  was  6.74  inches  at  Greenwood  Lake  and  the  least,  1.80  inches 
at  Atlantic  City.  The  average  precipitation  for  the  Highlands  was  3.72  (+0.11); 
for  the  Red  Sandstone  Plain,  3.19  (-0.53);  for  the  Southern  Interior,  2.65  (-0.93); 
and  for  the  Sea  Coast,  2.02  (-1.52)  inches.  The  accumulated  departures  for  the  yeax 
to  the  end  of  April  were:  Highlands  +5.20;  Red  Sandstone  Plain  +2.58;  Southern  In- 
terior  -1.07;    and  Sea  Coast    -1.29   inches. 

Strong  winds  were  registered  on  the  3d,  12th,  15th,  19th,  22d,  26th  and  29th.  Or 
the  last  named  date,  a  severe  wind  storm  did  much  damage  in  the  vicinity  of  Kenvil, 
Morris  County.  Roofs  were  reported  blown  from  three  houses  and  a  service  station 
while  nearly  a  dozen  other  houses  were  damaged  and  several  garages  collapsed.  Three 
persons  were  injured  in  the  collapse  of  a  plate  glass  door  at  Hyman's  service  sta-j 
tion,  at  the  intersection  of  Route  6  and  Hercules  road.  The  damaging  wind  struck 
in  the  evening  accompanied  by  a  thunderstorm  and  was  said  to  have  tornadic  character-; 
istics  over  a  very  small  area. 

With  adequate  soil  moisture  and  sunshine,  conditions  were  favorable  for  plowing,  and! 
planting  of  early  spring  crops.  The  commercial  crop  of  early  potatoes  was  all  plant e< 
and  some  sweet  corn  by  the  end  of  the  month.  Early  asparagus  from  south  Jersey  wag: 
on  the  market   by  May   1st.    —  A.E.W. 
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It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  In  order  to  provide 
records  of  rainfall  intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  'Weather  Bureau  through  working  funds  transferred  annually  to  the 
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$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
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per  year  to  provide  data  required  in  Its  work,  and  since  1947  the  Bureau  of 
Reclamation   has   transferred   about   $25,000  per  year   to  meet    the    increasing   needs 


of    their    program    in    the   Western    States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmatic 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which  were, 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  States,; 
but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories,  A  list  of  locations  where  reference  copies  of  the 
Hydrologic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application   to  Chief,    U.S.    Weather   Bureau,    Washington  25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as   listed    in   the   Station    Index. 
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31 

70 
35 

57 
41 

66 
42 

64 
43 

60   58 
40   38 

61 
37 

54 

41 

73 
39 

55 
40 

55 

32 

56 
35 

64 
38 

60 
37 

62 
33 

62 
41 

61 
48 

59 
36 

72 
45 

78 
52 

64 
40 

67 

3., 

84 
49 

80 
60 

62  6 
39.9 

BIGHTSTOWN 

MAX 
MIN 

65 
35 

53 
41 

48 
38 

50 
36 

47 

35 

60 
31 

69 
34 

61 
40 

66 

44 

65 
43 

60 
38 

60 
38 

59 

36 

55 
40 

72 
40 

62 
38 

-IK 
33 

55 
34 

64 
40 

61 
38 

60 
32 

64 

42 

60 
19 

65 
37 

73 
45 

75 
58 

66 
40 

66 
3  7 

82 
49 

76 
60 

62  2 
40.0 

INDIAN  HILLS  2  I 

MAX 
MIS- 

74 
31 

58 
41 

52 
40 

54 
35 

51 
32 

62 

31 

71 
34 

61 
41 

65 
40 

61 
40 

62 
39 

64 
37 

6:i 
32 

60 
40 

75 
37 

60 
38 

50 
29 

56 
28 

65 

39 

60 
37 

66 
26 

67 
42 

hi 
47 

69 
29 

76 
44 

80 
60 

69 
35 

67 
31 

84 
48 

77 
49 

64.7 
37.7 

JERSEY  CITY 

MAX 
MIN 

55 
43 

48 
40 

45 
39 

48 
38 

52 
39 

57 
36 

66 
42 

56 
44 

62 
48 

59 
47 

56 
42 

55 
44 

53 

14 

53 
45 

66 
45 

52 
40 

47 

36 

53 
39 

61 
44 

56 
39 

60 
40 

52 
46 

63 
47 

53 
42 

58 
49 

70 

50 

57 
47 

57 

45 

77 
49 

70 
55 

57.2 
43.5 

LAMBERTVILLL 

MAX 

MIN 

64 
34 

53 
40 

49 
38 

52 
37 

50 
34 

63 
31 

72 
33 

66 
39 

66 

45 

63 

42 

61 
36 

60 

3  8 

62 
34 

56 
43 

69 
38 

60 
36 

50 
34 

56 
37 

66 
40 

61 
39 

63 
30 

65 
43 

61 
48 

67 
33 

75 
47 

77 
60 

70 
38 

64 
37 

85 

50 

83 

57 

63.6 
39.7 

LAYTON  3  NW 

MAX 
MIN 

61 
28 

55 
40 

50 
34 

50 
28 

47 
27 

65 
22 

74 
25 

67 

31 

66 

37 

60 

35 

56 
40 

62 

3  2 

60 
29 

55 

37 

63 
35 

58 

27 

50 
27 

58 
34 

69 
40 

65 
36 

67 
23 

65 

31 

60 
48 

67 
34 

72 
45 

70 
55 

69 
30 

88 

32 

84 

40 

77 
45 

63.0 
34.2 

LITTLE  FALLS  WATER  CO 

MAX 

MIN 

60 
36 

61 
43 

51 
37 

48 

38 

52 
34 

52 
33 

65 

36 

74 
41 

62 
45 

70 
44 

66 
43 

59 
40 

60 

4  0 

60 
43 

67 
42 

66 
37 

55 

34 

50 
34 

56 
39 

67 
39 

62 

31 

67 
41 

59 
14 

62 
35 

62 
45 

70 
54 

75 
39 

66 
38 

67 
45 

86 
54 

62.6 
40.1 

LONG  BRANCH 

MAX 
MIN 

59 
36 

56 
44 

50 
40 

51 
36 

51 
37 

57 
37 

67 
38 

51 

45 

61 
45 

59 

45 

60 
43 

55 
40' 

56 

41 

60 
40 

74 
43 

56 
39 

50 
34 

56 

38 

64 
43 

60 
40 

56 
38 

56 
45 

61 
46 

57 
40 

65 
49 

79 
54 

56 
43 

60 
39 

84 

51 

69 
50 

59.9 
42.0 

IMLLVILLE  CAA  AIRPORT 

MAX 
MIN 

71 
38 

56 

40 

52 
39 

53 
36 

50 

37 

62 
34 

72 
38 

61 
41 

63 
43 

55 

40 

62 

39 

66 

39 

63 

34 

60 
42 

76 
38 

52 
36 

50 
36 

55 
33 

65 
47 

60 
39 

65 
33 

63 
44 

60 
39 

67 

34 

71 
45 

82 
52 

67 
41 

63 
34 

83 
49 

75 
45 

63.3 
39.5 

HOOIESTOWN 

MAX 
MIN 

69 
36 

58 
40 

50 

40 

52 
38 

49 
39 

61 
36 

71 
37 

59 
41 

66 
44 

60 
44 

61 

41 

62 
42 

60 
37 

56 
42 

72 
40 

51 
39 

49 

35 

55 

37 

64 
39 

60 
37 

65 
33 

4? 

59 
42 

68 
37 

75 
43 

80 
46 

69 
41 

63 
38 

84 
50 

76 
49 

63.0 
40.2 

•ORRIS  PLAINS  1  « 

MAX 

MIN 

62 
32 

57 
40 

50 
37 

50 
34 

50 
34 

64 
32 

70 

35 

68 
40 

66 
47 

64 

41 

59 
39 

60 
38 

59 
36 

59 
39 

64 
34 

60 
33 

49 
31 

55 
30 

65 
36 

66 
30 

66 
30 

67 
34 

61 
41 

63 
33 

73 
44 

74 

60 

65 
41 

64 

33 

85 
45 

85 
56 

63.3 
37.8 

•."EI  ARK  MB  AIRPORT 

MAX 
MIN 

58 
42 

53 
42 

49 
39 

52 
37 

52 
37 

65 
40 

70 
45 

60 
45 

69 
48 

64 
46 

60 
41 

58 
43 

59 

4  0 

58 
44 

71 
43 

55 
39 

51 
35 

57 

38 

67 
42 

61 
41 

64 
38 

57 
46 

62 
47 

59 
43 

67 
49 

78 
55 

62 
46 

62 
42 

86 
50 

74 
53 

62.0 
43.2 

Ol  BXDHS1ICK  EXP  STA 

MAX 

■  IN 

62 
35 

52 
41 

49 
39 

50 
35 

51 
37 

60 
34 

70 
36 

67 
42 

65 
46 

64 
44 

59 
40 

59 
39 

60 
37 

58 
42 

70 
40 

62 
40 

49 
34 

55 
38 

65 
38 

65 
39 

63 
34 

64 
41 

60 
50 

62 
40 

73 

45 

76 
62 

65 
42 

6  5 
37 

82 
49 

82 
59 

62.8 
41.2 

«WTON 

MAX 
MIN 

58 
32 

62 
42 

55 
34 

45 

33 

47 

32 

45 
26 

65 

30 

71 
37 

62 
44 

67 
39 

65 
42 

55 
36 

62 
34 

60 
40 

52 
39 

62 
35 

47 

32 

48 
15 

55 
39 

66 
37 

57 

29 

66 
37 

63 

45 

58 
29 

66 
47 

76 
50 

71 
33 

70 
34 

64 
47 

84 
51 

60.8 
37.3 

>ATERSON 

MAX 

MIN 

63 

39 

63 
45 

53 
39 

50 
37 

53 
36 

53 

3  7 

68 
42 

77 
41 

65 
48 

72 
47 

69 
** 

62 
43 

65 
40 

63 

45 

61 
43 

68 

41 

55 
35 

53 
37 

61 

41 

68 

40 

67 
39 

69 
43 

58 
48 

64 
39 

65 
49 

71 
52 

75 
44 

68 
42 

68 
49 

89 
55 

64.5 
42.7 

■EMBERTON  1  E 

MAX 

MIN 

70 
34 

60 
42 

51 

39 

52 
35 

51 
35 

60 
34 

69 
32 

63 
40 

65 
43 

63 
42 

60 
40 

63 
37 

62 
33 

59 
36 

73 
34 

67 
37 

49 

32 

55 
35 

65 
39 

63 
36 

63 
30 

65 
42 

59 
47 

67 
30 

75 
45 

SO 

62 

66 
42 

67 
33 

84 
48 

82 

60 

64.2 

39.1 

■B1LLIP8B0RG 

MAX 
MIN 

60 
36 

55 
43 

50 

37 

M 

35 

50 
36 

64 
33 

67 
34 

64 
42 

65 
46 

60 
43 

60 
38 

58 
39 

59 
34 

60 
41 

64 

39 

59 
35 

49 
32 

55 
33 

66 
39 

68 
39 

65 
30 

69 
42 

65 

47 

69 
34 

76 
46 

77 
57 

70 
49 

71 

39 

74 
48 

84 
54 

63  4 
40.0 

'■LAINFIELD 

MAX 
MIN 

63 
35 

55 
40 

50 
40 

53 
35 

50 
34 

64 
35 

73 

34 

65 
41 

70 
46 

66 
43 

61 
40 

58 

38 

62 

37 

59 
43 

70 
39 

60 
40 

51 

38 

57 
37 

66 
37 

62 
39 

67 
39 

63 
43 

63 
50 

63 
35 

73 
48 

75 
58 

65 

41 

68 
36 

84 
47 

75 
57 

63.7 
40.8 

tEASANTVILLE 

MAX 
MIN 

59 
38 

65 

40 

53 
39 

53 
32 

55 
34 

53 
34 

56 

37 

61 
40 

57 

37 

62 
43 

52 

38 

64 
35 

59 

30 

60 
38 

62 
32 

76 
43 

54 
31 

50 
30 

59 
43 

65 
39 

60 
30 

62 
44 

60 
46 

64 
30 

63 
45 

73 
54 

85 
38 

63 
32 

58 
50 

86 
58 

61.6 
38.7 

IDGEFIELD 

MAX 

MIN 

63 
38 

52 
44 

48 
38 

52 
36 

53 
33 

64 
34 

73 
39 

62 
42 

71 
47 

67 
43 

60 

42 

63 
40 

62 
39 

58 
45 

69 
41 

55 
38 

50 
34 

58 
36 

65 
43 

62 
39 

67 

32 

59 
43 

63 
41 

62 
36 

69 

48 

78 
47 

68 
41 

67 

40 

85 
40 

73 
53 

63.3 
40.4 

OHKEMEDE 

MAX 
MIN 

71 
38 

58 
40 

52 
40 

54 
37 

52 
37 

62 
36 

72 

36 

62 
41 

65 
43 

60 
42 

63 

39 

63 
42 

62 
35 

62 
41 

73 
40 

59 
38 

51 
33 

56 

34 

66 
40 

62 
38 

66 
32 

67 
44 

63 
45 

70 
35 

76 
43 

81 
54 

70 
42 

64 

37 

86 

52 

77 
58 

64.8 
40.4 

1 OKTON 

MAX 
MIN 

54 

36 

52 
36 

50  ; 
40 

48 
38 

52 
36 

58 
34 

62 

32 

66 
36 

68 
40 

67 
38 

64 
34 

65 

36 

66 

38 

43 

42 

44 

38 

34 

64 
34 

69 
39 

70 
37 

65 
36 

64 
40 

69 
29 

74 

50 

76 
56 

70 
34 

38 

86 
50 

82 
48 

65  0 
38.9 

OMERVILLE 

MAX 

MIN 

63 
32 

54 
40 

50 
37 

52 
34 

54 
34 

63 
34 

73 
35 

65 
42 

67 
44 

65 

41 

60 
39 

58 
36 

61 

3b 

57 
42 

68 
37 

59 
35 

51 
31 

56 

33 

66 
37 

61 
37 

64 
29 

65 
39 

63 
48 

65 
33 

75 

77 
58 

67 
39 

68 
36 

84 

48 

81 
56 

63.7 
38.7 

USSEX 

MAX 
MIN 

54 
35 

55 
42 

52 
36 

46 
33 

46 
31 

63 
28 

68 
31 

68 
38 

61 
45 

61 
39 

53 
42 

53 

36 

56 
34 

57 
40 

59 
38 

57 
32 

46 
32 

53 
36 

65 
41 

65 
36 

65 
27 

65 
37 

59 
45 

63 
30 

71 

47 

72 
56 

60 
34 

61 

37 

81 
46 

81 
50 

60.5 
37.8 

RENTON 

MAX 

MIN 

67 
35 

53 
39 

50 
37 

53 
35 

51 
35 

62 
33 

71 
37 

63 
39 

66 
44 

63 
43 

61 
38 

61 
39 

62 
37 

55 
42 

71 
41 

54 
36 

50 
32 

57 

35 

66 

39 

61 
36 

64 

34 

64 
42 

61 
45 

68 
37 

76 
44 

78 
51 

68  j 
42 

66 
40 

86 
49 

78 
56 

63.5 
39.7 

See  reference  note*  following  Station  Index. 


Table  5-Continued 

DAILY  TEMPERATURES 

NEW   JERSE 
APRIL   195 

Day  of  month 

« 

s 

1         2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

< 

TRENTON   KB  CITY 

MAX 

66      54 

49 

51 

49 

61 

69 

58 

64 

61 

60 

81 

59 

54 

70 

52 

47 

54 

64 

59 

62 

64 

59 

66 

74 

77 

65 

65 

84 

75 

61. 

BIN 

39      40      38 

37 

38 

38 

43 

42 

47 

45 

42 

43 

40      44 

43 

39 

35 

38 

41 

39 

39 

44 

48 

43 

47 

51 

46 

42 

51 

54 

42. 

WOODSTOWN   2    NW 

MAX 

59      69      47 

52 

52 

51 

61 

72 

61 

64 

58 

62 

64      62 

60 

72 

52 

49 

55 

64 

61 

63 

67 

60 

67 

76 

80 

69 

61 

82 

62. 

ItIN 

37      45      38 

37 

35 

38 

36 

42 

43 

41 

37 

40 

34      38 

38 

45 

35 

35 

38 

37 

34 

41 

47 

34 

42      56 

4!J 

37      48 

58 

40. 

SNOWFALL  AND  SNOW  ON  GROUND 


Day  of  month 

Station 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

2S 

26 

27 

28 

29 

30 

31 

FLEMINGTON    1    NE 

SNOWFALL 
SN    ON    GND 

T 

MORRIS   PLAINS    1    W 

SNOWFALL 
SN    ON   GND 

T 

T 

SUSSEX 

SNOWFALL 
SN    ON   GND 

T 

S*e  reference  ootM  following  Station  Index. 
-    46    - 


STATION  INDEX 


ATLANTIC    CITY    111 

AUDOHON 

BASS    RIVER    Mill     PORIST 

BKI  I  KIM   MS 
IU  I  MAR 


BM.v  111 

0729 

»  nuii  \ 

BKKI  IN  1  « 

MORRIS 

■K1DGI 

R  RISER VOIR 

1327 

ROOK 

1335 

ESSEX 

Ikpi  »vi 

MAY 

. .  KOVB 

1472 

ESSEX 

(BURG 

PASSA1I 

niuiuN 

1590 

MORRIS 

rORTH 

BUM  i ' 

1708 

GLOUCESIIR 

1749 

HUNT] 

2130 

SUSSEX 

DEEPWATER 

2209 

Mil 

264  i 

rHPORT 

ESSIX  I  1           i  BLDC 

2768 

«GTON  1  NE 

3029 

HUNTERDON 

FORTKSCUE 

3102 

CUMBERLAND 

3181 

MONMOUTH 

\>RO 

3291 

I.STER 

GREAT  MEADOWS 

3416 

D  LAKE 

3516 

PASSAIC 

srON 

3662 

ATLANTIC- 

TOWN 

3951 

MERCER 

HIGHTSTOWN  PUMPING  STATION 

3956 

MERCER 

■  MILLS  2  W 

4229 

BURLINGTON 

I     .  »l 

Mil:     in    i      llulIMAN 
II  PI 


2 

i 

II  Ml  CUI 

2 

1 

u 

K  MAI  1 

2 

■ 

PUBLIC 

blHVII  |  I  i 

2 

:i 

:. 

N  »  Mi','..   I 
J  A  PLUNK  I  I  I 

NEWARK  EATEI 

P  MOLITOR 

WILLIAM  B  II'.  2  3 

HARRY  P  (AMI  2  3 

II  KNKI1  3 

L  S  DEPUE  3 

DU  PONT  DE  NEMOURS  CO  3 
UNION  CO  PARK  COMMISSION  2  3 
SEWAGE  TREATMENT  PLANT  3 
BOROUGH  ESSEX  FELLS       2    3 

DONALD  YOUNG 

I  A  RODENBAUGH 

KRANK  J  MOREAU  2  3 

PROF  SANGREE  3 

EDWARD  NUISHER  3 


IRVINGTON 
JERSKY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  2  ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 


MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 
ORANGE 
PATERSON 
PEMBERTON  1  E 

PHILLIPSBURG 

PH1LLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 


SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5 
TOMS  RIVER 


TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 


4  260 
4  339 
4596 
4627 
4635 

4735 
4887 
4987 
5003 
5055 

5071 
5197 
5244 
5252 
5346 

5503 
5576 
5581 
5597 
5728 

5769 
6026 
6062 
6146 
6177 

6460 
6560 
6775 
6843 
6974 

6979 
7079 
7131 
7328 
7372 

7393 
7545 
7587 
7817 
7825 

7833 
7869 
7936 
8194 
8402 

8423 

8644 
8680 
8685 
8816 

8878 
8883 
8899 
9135 
9187 

9271 


9832 
9910 


ESSEX 
HUDSON 

OCEAN 
OCEAN 
HUNTERDON 

SUSSEX 

PASSAIC 

MONMOUTH 

MORRIS 

BURLINGTON 

PASSAIC 

SOMERSET 

MONMOUTH 

BURLINGTON 

ATLANTIC 

BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

BURLINGTON 

MORR I S 

ESSEX 

MIDDLESEX 

BERGEN 

SUSSEX 

PASSAIC 

ESSEX 

PASSAIC 

BURLINGTON 

WARREN 

WARREN 

UNION 

ATLANTIC 

MERCER 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

CUMBERLAND 

SOMERSET 

MORRIS 

UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 
MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 
UNION 
BERGEN 
SALEM 


PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 
RARITAN 

COASTAL 
RARITAN 
DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

DELAWARE 

RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


40  14 

40  13 
39  37 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


74  25 
74  21 

74  03 

75  20 


105 

EST 

MID 

56 

EST 

MID 

23 

EST 

5P 

110 
320 

EST 
EST 

EST 

135 
103 

EST 
EST 

16 

EST 

6A 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
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E  H  RISTOW  2  3 

U  S  WEATHER  BUREAU  2  3 

LLOYD  V  SAMPSON  2  3 

ROBERT  JONES  3 

WATER  SUPPLY  COMMISSION  3 

BONNIE  BURN  SANITARIUM  3 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 

CHARLES  CLARK  2  3 


REFERENCE   NOTES 

The    four   digit    identification   numbers    In   the   index   number   column  of   the  Station   Index   are   assigned  on   a   state   basis.      There   will    be   no   duplication   of 
numbers  within   a   State. 

Figures   and  letters   following   the  Station    name,    such   as    12   SSW,    Indicate   distance    in   miles   and   direction   from   the  post   office. 

Observation   times   given    in   the  Station    Indei   are    in    local   standard   time. 

Delayed   data   and  corrections   will   be  carried  only    in   the   June   and  December   issues   of    this   bulletin. 

Monthly   and  seasonal   snowfall   and  heating   degree   days   for   the  preceding    12  months  will   be   carried   in   the  June    issue   of    this   bulletin. 

Stations   appearing   in   the   Index,    but    for  which   data   are   not    listed   in   the  tables,    are   either  missing   or   received   too   late   to   be   Included    in   this    issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:  temperature  in  °F. ,  precipitation  and  evaporation  in  inches,  and  wind  movement 
in  miles.  Degree  days  are  based  on  a  daily  average  of  65°F.  Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless 
otherwise   shown  by    footnote   following  Table  6. 

Sleet    and  hall   were   included    in   snowfall    averages    in  Table    1,    beginning    with   July    1948. 

Amounts    in   Table   4   are    from   recording   gages.      Traces   are   not    shown. 

Amounts   in  Table    3   are   from   non-recording   gages,    unless   otherwise    indicated. 

Data    in   Tables   3,    5,    6   and  snowfall    In  Table   7   are   for  the   24   hours   ending  at    time   of    observation.      See   the   Station    Index   for  observation   time. 

Snow  on  ground    in   Table  7    is    at    observation   time   for   all    except    Weather  Bureau  and  C.A.A.    stations.      For   these   stations   snow  on   ground   values   are   at 
7:30   p.m.    E.S.T. 

-      No   record   in  Tables    3,    4,    6,    7   and   the   Station    Index.      No   record   in  Tables    2   and   5    is    indicated   by   no   entry.      When   hourly   precipitation    is   missing 

or  accumulated   for  several    days,    only   the  first    and   last    days   are   shown   in   Table   4. 
+      And   also   on   a    later   date   or  dates. 

--      Amount    included    in   following  measurement,    time   distribution  unknown. 

6      Station   not    equipped  with   a   recording   gage.      See  Table   4    for   6-hourly  measured   amounts. 
B      Adjusted   to   a    full   month. 

E      Water   equivalent   of    snowfall    wholly   or   partly   estimated,    using   a    ratio  of    1    inch   water   equivalent   to    every    10    inches   of   new  snowfall. 
U      1    to    9  days  of    record  missing;      see  Table   5   for  detailed   daily   record.      Degree   day   data,    if    carried    for  this   station,    have   been   adjusted   to 

represent   the  value    for  a   full   month. 
R      Daily   values   and  monthly   total   from   recording   gage.      All    other   data    in  Table   3    are   from  non-recording   gages. 
T      Trace,    an    amount    too   small    to   measure. 
V      Includes   total    for  previous    month. 

Subscription   Price:       15   cents   per  copy,    monthly   and   annual;    Si. 50   per   year.       (Yearly   subscription   includes   the  Annual   Summary.)      Checks    and  money  orders   should 
oe   made   payable   to   the  Treasurer   of   the  United   States.      Remittances   and  correspondence   regarding   subscriptions   should    be   Bent    to   the   Superintendent   of   Documents, 
Government    Printing  Office,    Washington   25,    D.    C. 

W.R.P.C.,    Chattanooga,    Tenn.    6/27/51    800 
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NEW  JERSEY  -  MAY  1951 

A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

May  was  slightly  warmer  and  a  little  wetter  than  normal.   All  parts  of  the  State  exJ 
cept  the  Highland  area  of  the  north  had  more  than  the  normal  amount  of  precipitation  J 
The  highest  monthly  mean  temperature  was  64.3°  at  Burlington  and  the  lowest  was  58.8' 
at  Charlotteburg.   Sunshine  was  adequate. 

The  month  began  rather  warm  on  the  first  three  days.  It  was  also  warm  on  the  9th, 
15-17th,  22d,  26th  and  31st.  Colder  than  normal  weather  prevailed  on  the  ll-14th," 
19th  and  24th."  Most  stations  had  their  coldest  of  the  month  on  the  14th,  when  Laytor 
reported  24°  and  several  other  stations  recorded  freezing  temperatures.  Little  oil 
no  frost  damage  occurred,  however,  due  to  lateness  of  vegetation  in  the  cooler! 
areas.   The  highest  temperature  reported  was  95°  at  Chatsworth  on  the  17th. 

The  first  ten  days  of  the  month  were  dry.   Good  rains  fell  about  the  11th  and  again; 
on  the  23d  to  24th.   The  rains  at  this  latter  time  were  the  heaviest  at  many  places! 
since  the  big  storm  of  November  25,  1950.   During  the  last  week,  there  were  light: 
to  moderate  rains  on  several  days.   The  greatest  monthly  precipitation  was  5.67! 
inches  at  Cedar  Grove  and  the  least  1.99  inches  at  Atlantic  City.   The  greatest! 
for  a  24-hour  period  was  2.42  inches  at  Audobon.   Measureable  rainfall  occurred 
on  an  average  of  ten  days  throughout  the  State.   The  average  for  the  Highlands  was 
3.26  (-0.37);  for  the  Red  Sandstone  Plain  4.49  (+0.73);  for  the  Southern  Interiorl 
4.17  (+0.61);  and  for  the  Sea  Coast  3.45  (+0.25)  inches.   The  accumulated  departures! 
of  those  areas  for  the  first  five  months  of  the  year  were  as  follows:   Highlands! 
+4.83;  Red  Sandstone  Plain  +3.31;  Southern  Interior  -0.46;  and  Sea  Coast  -1.04/ 
inches . 

Thunderstorms  occurred  on  a  dozen  days  after  the  10th  of  the  month.  On  the  29th,!; 
a  very  unusual  and  severe  hail  storm  for  this  State  occurred  in  the  extreme  south-'; 
east  portion  of  Atlantic  County,  in  connection  with  a  thunderstorm  on  that  date.; 
The  hail  appears  to  have  covered  an  area  of  about  a  mile  in  width  extending  from 
three  or  four  miles  northwest  of  Somers  Point  southeastward  to  the  Coast.  The  hail- 
stones were  reported  to  be  about  the  size  of  peas  but  the  deposit  was  of  unusual 
depth.  The  heaviest  damage  was  on  the  farm  of  Thomas  Dix  between  Steelmansville 
and  Scullville.  Mr.  Dix  is  a  large  truck  grower  and  had  a  large  acreage  of  lettuce 
destroyed,  as  well  as  heavy  damage  done  to  crops  of  cabbage,  squash  and  cantaloupe.; 
The  crop  damage  sustained  by  Mr.  Dix  plus  that  on  the  farms  of  his  neighbors  isl 
believed  to  have  amounted  to  about  $40,000.  Mr.  Dix  stated  that  the  hail  stood  five 
inches  deep  in  places  on  his  farm  and  hail  was  reported  two  inches  deep  in  Ocean  I 
City  across  the  bay  and  about  five  miles  to  the  southeast.  —  AEW 
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la  addition  to  the  cl  imatologica  1  data  from  some  6,000  Weather  Bureau  and 
cooperative  weather  stations,  this  bulletin  series  contains  records  from  Hydro- 
climatic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologlc 
Bulletin  Series.  The  Hydrocllmat lc  Network  is  a  nationwide  jet  of  rain  gages — 
mostly  of  the  recording  type  which  produce  continuous  records  of  precipitation. 
It  was  established  In  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  provide 
records  of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation  has  transferred  about   $25,000  per  year  to  meet   tbe   Increasing  needs 


of   their   program   in   the  Western   States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmatic 
Network  stations  were  presented  in  bulletins  (Hydrologlc  Bulletins)  which  were 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  States, 
but  since  the  Network  was  established  to  meet  the  Internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories.  A  list  of  locations  where  reference  copies  of  the 
Hydrologlc  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application   to   Chief,    U.S.    Weather   Bureau,   Washington   25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as   listed    in   the   Station    Index. 
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.0 
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32 
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.0 

0 
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1 
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59.5 
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30 

14 
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.0 

o 

9 

1 

o 
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38 

14 
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2 
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1.59 
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.0 
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9 

4 
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5+ 
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0 
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23 

.0 

0 

7 

4 
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.34 

.0 

' 
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42 

84 
50 

90 
58 

8  4 

48 

65 

48 

64 
50 

67 
98 

76 
59 

84 
62 

7? 
40 

62 

48 

78 
54 

88 

68 
46 

72 
48 

64 
52 

74 
50 

72.4 

• 

FLENINGTON  1  NE 

MAX 
MIN 

77 
38 

82 

46 

80 

3  9 

70 
42 

68 

37 

7  J 

72 
42 

79 
46 

81 
40 

75 
65 

62 
50 

00 

51 

66 

37 

72 
30 

65 
37 

89 

40 

87 
60 

76 
•S 

66 
48 

68 
55 

78 
59 

83 

55 

82 

60 

03 
49 

78 
50 

84 
48 

78 
56 

73 
47 

68 

54 

76 
53 

84 

75.3 
46.8 

FREEHOLD 

MAX 
MIN 

78 
48 

81 
53 

78 
45 

65 

44 

66 
38 

70 
-0 

72 

44 

75 
46 

81 

50 

77 
57 

66 
52 

62 

52 

67 
43 

71 
36 

85 
44 

90 
50 

88 
56 

65 

62 

48 

64 

53 

73 

56 

93 
57 

80 
62 

63 

4  0 

77 
49 

85 
51 

72 
55 

72 
50 

66 

54 

75 
53 

83 

6  5 

73.9 
49.7 

MI6MTST0KN 

MAX 
MIN 

75 
42 

80 
48 

75 
43 

63 

43 

69 

38 

70 

-0 

69 

42 

75 
46 

6U 

48 

74 
56 

62 

51 

60 
55 

67 
41 

73 
35 

84 

44 

89 

50 

88 
57 

63 
50 

58 
49 

64 
52 

76 
57 

83 
58 

75 
58 

59 
50 

78 
48 

87 
50 

70 
59 

73 

49 

66 
54 

76 
52 

65 
55 

73.1 
49.0 

INDIAN  MILLS  2  II 

MAX 
MIN 

80 
36 

84 

43 

74 

-0 

68 

47 

70 
34 

69 
45 

70 
38 

76 
47 

82 

42 

72 
54 

67 

51 

54 

67 
39 

72 

31 

85 
39 

91 
44 

93 
56 

1.  i 
50 

60 

49 

67 
53 

75 
58 

85 
58 

78 
59 

60 

51 

77 
48 

87 
48 

75 
59 

74 
48 

55 

52 

53 

74.7 
47.8 

JERSEY  CITY 

MAX* 
MIN 

6* 

48 

80 

54 

63 
49 

57 
42 

59 

44 

07 

-8 

66 
52 

73 

54 

77 

54 

68 
54 

54 
50 

57 

51 

65 

47 

65 

47 

83 

52 

87 
56 

78 
56 

04 
50 

60 
52 

63 

55 

09 
56 

77 
64 

74 
59 

60 
58 

75 

54 

80 
53 

64 

66 

66 

51 

60 
55 

72 
54 

76 
36 

68.5 
52.8 

LANBERTV1LLE 

MAX 
MIN 

77 
.  *3 

82 

50 

80 
43 

67 
43 

69 

41 

70 

-0 

70 
40 

77 

43 

81 
42 

79 
56 

62 
52 

60 

53 

67 
39 

73 

34 

85 
4! 

90 
48 

92 

54 

10 
51 

68 

50 

69 
56 

81 
60 

86 
62 

81 
60 

61 
50 

79 
49 

86 

50 

77 

58 

72 
48 

68 

55 

75 
54 

65 

65 

75.4 
49.0 

LAYTON  3  NN 

MAX 

MIN 

80 
32 

80 
43 

60 
34 

67 
28 

72 
35 

71 
27 

65 
42 

75 

48 

80 
35 

77 
48 

62 

47 

55 
47 

65 

32 

77 
24 

89 
33 

90 

40 

90 

43 

69 
48 

69 
38 

72 
60 

80 

61 

85 
56 

76 
54 

68 
48 

80 
43 

85 

48 

76 

62 

70 
45 

66 

52 

75 
45 

84 

46 

74.8 
43.1 

LITTLE  FALLS  HATER  CO 

MAX 

MIN 

75 
39 

77 
55 

82 
40 

68 
41 

66 

40 

69 
37 

72 

44 

69 

49 

77 

43 

82 

54 

68 

50 

57 
50 

63 
41 

69 

35 

77 

43 

86 

50 

91 
54 

86 
50 

69 
51 

63 
52 

69 

58 

79 
61 

86 
63 

77 
51 

65 
51 

81 
50 

87 
57 

71 
49 

67 
55 

64 
54 

78 
54 

73.9 
49.1 

LONG  BRANCH 

MAX 

65 

82 

68 

57 

61 

67 

70 

75 

80 

65 

63 

62 

67 

65 

84 

85 

79 

62 

56 

61 

67 

79 

75 

00 

78 

79 

70 

72 

64 

75 

82 

70.2 

MIN 

45 

52 

47 

47 

41 

43 

49 

49 

48 

57 

54 

48 

45 

40 

47 

52 

53 

4  0 

49 

55 

65 

56 

58 

52 

52 

52 

59 

52 

56 

56 

57 

50.8 

LONG  VALLEY 

MAX 
MIN 

75 
36 

76 
43 

80 
39 

68 

40 

64 
37 

67 
40 

71 
42 

68 

41 

74 

37 

78 
41 

65 

48 

56 
50 

59 
38 

65 
31 

73 
39 

84 
45 

89 

48 

88 
40 

66 
46 

64 
51 

69 

61 

77 
63 

83 
59 

73 
49 

66 

48 

77 
46 

85 
51 

67 
46 

70 

47 

62 
52 

75 

40 

72.1 
45.6 

•  MILLVILLE  CAA  AIRPORT 

MAX 
MIN 

72 
A3 

84 

47 

75 
46 

67 
48 

68 

46 

6  3 
50 

70 
44 

77 
50 

31 
50 

71 
54 

70 
52 

0  2 
46 

68 

44 

74 
40 

62 
43 

87 
50 

86 

53 

64 
51 

61 
50 

70 
54 

77 
58 

83 
64 

82 
55 

39 

50 

76 

49 

85 
53 

76 

66 

76 
52 

71 
54 

77 
52 

85 
60 

74.2 
50.5 

'  NOORESTOWN 

MAX 
MIN 

77 
A3 

83 
52 

72 
49 

64 
47 

68 
39 

09 
47 

70 
43 

75 
49 

■0 

52 

68 

52 

67 
52 

60 

44 

66 

43 

73 
37 

83 
47 

89 
50 

91 
52 

63 
50 

58 
50 

66 

53 

78 
59 

84 
60 

74 
52 

59 
51 

75 
50 

85 
52 

72 
54 

74 
50 

67 
53 

74 
54 

64 
55 

73.2 
49.7 

MORRIS  PLAINS  1  w 

MAX 
-IN 

77 

37 

80 

50 

80 
42 

66 

42 

68 

38 

71 
46 

67 

47 

74 

48 

SO 
41 

79 
53 

64 

49 

5v 
50 

66 

46 

73 
32 

84 

41 

89 

49 

89 

53 

81 
49 

65 
49 

67 
55 

76 

60 

63 
63 

83 
61 

65 

SO 

77 
49 

85 
49 

82 
56 

69 

44 

70 
54 

75 
52 

83 

46 

75.1 
48.8 

NEKARK  KB  AIRPORT 

MAX 

MIN 

70 
*7 

B2 
54 

69 
52 

62 
45 

66 

45 

70 
45 

69 
53 

75 
50 

83 

50 

69 
56 

57 
52 

62 

49 

67 

47 

70 
44 

88 
48 

92 
56 

84 
55 

07 
51 

63 

51 

67 
56 

76 
60 

86 

64 

77 
55 

60 
52 

80 
55 

85 
54 

72 
56 

11 

63 
56 

76 
56 

85 
62 

73.0 
52.5 

NEK  BRUNSN1CX.  EXP  STA 

MAX 
MIN 

74 
44 

81 
50 

80 

40 

65 

43 

66 

41 

70 
42 

68 

47 

75 

47 

80 

45 

79 
56 

63 
51 

59 
52 

66 

44 

71 
37 

84 

88 

86 

65 
50 

65 

49 

63 
54 

75 

46 

82 
59 

82 
63 

65 

50 

77 
50 

84 
51 

77 
58 

72 

49 

70 
54 

74 
53 

83 
57 

73.8 
49.9 

NEKTON 

MAX 
MIN 

71 
3A 

76 

49 

80 
38 

65 
38 

65 

37 

66 
34 

71 

43 

66 
50 

73 

40 

82 
50 

66 

48 

55 
47 

56 

34 

65 

43 

75 

36 

87 

43 

90 
48 

91 
49 

67 
42 

67 
53 

71 
58 

80 
60 

83 
60 

70 
50 

61 
45 

78 

47 

86 
56 

69 

42 

70 
52 

62 
49 

74 
52 

72.3 
46.0 

PATERSON 

MAX 
MIN 

75 

45 

77 
55 

88 
45 

70 
43 

71 
45 

69 
44 

76 
50 

71 

51 

78 

51 

84 
55 

72 
50 

01 
50 

67 
48 

70 
40 

78 
47 

90 
56 

93 
61 

85 

50 

69 
51 

63 
55 

75 
59 

77 
60 

87 
65 

79 
52 

60 
52 

81 
53 

89 
57 

72 

62 

73 

54 

68 
55 

78 
58 

75.7 
51.9 

PEMBERTON  1  E 

MAX 
MIN 

77 
39 

81 
47 

81 

45 

70 
45 

68 
35 

68 
42 

70 

40 

77 
43 

83 
42 

80 
55 

67 
51 

67 

54 

67 
39 

71 
36 

84 
40 

89 

47 

90 
52 

86 
51 

63 
49 

65 

53 

74 
57 

82 
60 

82 
61 

64 
51 

77 
48 

85 

50 

83 

59 

74 
47 

68 
54 

75 
53 

63 
52 

75.8 
48.3 

PHILLIPSBUR6 

MAX 

MIN 

81 

43 

88 
49 

82 

7* 
43 

69 
42 

74 
46 

70 

47 

76 

50 

81 
42 

78 

54 

65 

49 

57 
50 

64 

37 

73 
35 

66 
40 

90 

48 

92 
52 

90 

52 

70 
50 

69 

57 

80 
61 

86 
63 

80 
60 

66 
50 

78 
50 

85 
50 

66 
59 

75 

48 

70 

54 

74 
52 

85 

55 

77.2 
49.5 

PLAINFIELD 

MAX 
MIN 

76 

41 

84 
48 

71 

43 

60 
43 

67 
39 

73 

38 

71 

43 

76 

46 

82 

45 

71 
56 

61 
52 

61 
52 

67 

41 

71 
35 

So 
44 

92 

50 

88 
55 

6  6 
51 

62 

51 

67 
56 

76 
59 

85 

61 

78 
59 

60 
51 

79 
49 

87 
51 

69 

58 

73 

47 

66 

57 

76 
55 

85 

55 

74.0 
49.4 

1  RIDGEFIELO 

MAX 
MIN 

75 
42 

82 
53 

68 
43 

66 
42 

68 

41 

74 

-0 

72 

46 

75 
49 

8J 

47 

71 
54 

56 
51 

02 
51 

68 

41 

74 
37 

85 
46 

91 

52 

83 
62 

70 
50 

62 

51 

70 
55 

76 
59 

1  86 
65 

76 

54 

58 
51 

78 
51 

85 

50 

70 
58 

72 
51 

61 
55 

75 
55 

83 

5  4 

73.4 
50.2 

RUNNEMEOE 

MAX 

MIN 

78 

44 

86 

48 

7« 

40 

67 
43 

69 

41 

70 
46 

73 

41 

78 
47 

63 
40 

71 
55 

69 
52 

02 
51 

69 
41 

74 
36 

66 
43 

90 

49 

90 
55 

64 
5C 

61 

49 

68 
53 

80 
5  8 

85 
60 

72 
54 

6  0 
50 

78 
46 

87 
51 

75 
58 

72 
51 

71 
54 

75 
52 

85 

54 

74.9 
49.2 

RUN  YON 

MAX 
MIN 

74 

*2 

84 
42 

72 

3a 

68 

35 

74 
40 

7* 
42 

76 

38 

78 

40 

85 
=  0 

78 
56 

64 
60 

66 

78 

40 

84 
29 

66 
38 

90 

50 

88 
66 

6a 

52 

69 

54 

68 

50 

76 
60 

86 
60 

76 
50 

67 

46 

78 

54 

82 

48 

78 
56 

70 
56 

64 
56 

86 
50 

90 
io 

76.7 
48.6 

SOMERVILLE 

MAX 
MIN 

75 
39 

83 

47 

76 
41 

66 

!  *3 

68 

37 

72 
37 

69 

43 

77 

42 

81 
41 

78 
52 

60 
52 

62 

51 

69 
40 

73 
32 

85 

,1 

90 
48 

88 
52 

64 
50 

65 
50 

68 
52 

77 

59 

84 
61 

80 
61 

61 
51 

79 
47 

85 
49 

75 
58 

71 
46 

65 
56 

78 
53 

86 
34 

74.7 
47.9 

SUSSEX 

MAX 

MIN 

79 
37 

79 
50 

74 

36 

62 

37 

70 
40 

60 
33 

65 
40 

72 

47 

74 
40 

74 
50 

65 

47 

57 
48 

65 
35 

68 

30 

BO 

40 

86 
46 

88 
58 

6f 
4? 

67 
46 

69 
58 

74 

62 

77 
60 

78 
57 

58 

49 

78 

47 

76 
50 

69 
58 

76 
45 

68 
50 

69 
48 

82 
51 

72.0 
46.9 

TRENTON    NO  2 

MAX 

MIN 

77 
44 

82 

50 

74 
49 

66 
42 

70 
40 

71 
43 

71 
44 

77 
45 

82 
48 

70 
53 

61 
50 

61 
45 

68 
41 

74 
38 

66 
44 

90 
51 

90 

52 

6f 
4£ 

59 

47 

66 

51 

78 

55 

86 
58 

78 
52 

59 

48 

79 
48 

86 

53 

72 
56 

73 
49 

70 

51 

76 
51 

66 
55 

74.4 
48.4 

TRENTON  KB  CITY 

MAX 
MIN 

76 

50 

82 

53 

71 

53 

63 

-5 

67 
44 

68 

47 

67 
49 

76 
49 

80 
53 

67 

53 

60 
52 

57 
47 

66 

45 

72 

44 

eo 

50 

88 

55 

88 

53 

64 
51 

58 
49 

64 

54 

75 
36 

84 
62 

75 
52 

56 

4  0 

79 
53 

84 

60 

72 
57 

73 

54 

68 

55 

75 
56 

3  4 
0C 

72.5 
52.0 

See   reference   1 


STATION  INDEX 


ATLANTIC  CITY  WB 

AUDOBON 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BEL  MAS 

BELVIDERE 
BERLIN  1  W 
BOONTON 
BR1DCETON 
BURLINGTON 

CANISTEAR  RESERVOIR 
CANOE  BROOK 
CANTON 
CAPE  may 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATHAM 

CHATSWORTH 

CLAYTON 

CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENWOOD  LAKE 

HAMMONTON 

HIGHTSTOWN 

HIGHTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  W 

IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  2  ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW    MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLA INFIELD 
PLEASANTVII.I.l 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRING!  I  M.D 

SUSSEX 

SWEDESBORO 

liORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 
TRENTON  WB  CITY 

.'TON 
V1NELAND 
WANA3UE  RAYMOND  DAM 

WATCHUNG 

\KE 
TOWN    2    NW 


County 


032S 
0346 
0S28 
0690 
0721 

0729 
0787 
0907 
1028 
1211 

1327 
1335 
1343 
1351 
1472 


ATLANTIC 
CAMDEN 
BURLINGTON 
CAPE  MAY 
MONMOUTH 

WARREN 

CAMDEN 

MORRIS 

CUMBERLAND 

BURLINGTON 

SUSSEX 
ESSEX 
SALEM 
CAPE  MAY 
ESSEX 


1582  PASSAIC 

1590  MORRIS 

1598  BURLINGTON 

1708  I  GLOUCESTER 

1749  HUNTERDON 


4735  SUSSEX 

4887  PASSAIC 

4987  MONMOUTH 
5003  ,  MORRIS 

5055  BURLINGTON 

507  1  PASSAIC 

5197  SOMERSET 

5244  MONMOUTH 

5252  BURLINGTON 

5346  ATLANTIC 


7936   CUMBERLAND 
8194  |  SOMERSET 
8402   MORRIS 


8423 
8644 
8680 
8685 
8816 

8878 
8883 
8899 
9135 
9187 

9271 
9455 
9832 
9910 


UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 
OCEAN 
CUMBERLAND 
PASSAIC 

UNION 
UNION 
BERGEN 
SALEM 


Drainage 


2130 

SUSSEX 

2209 

SALEM 

2644 

UNION 

2652 

UNION 

2768 

ESSEX 

3029 

HUNTERDON 

3102 

CUMBERLAND 

3181 

MONMOUTH 

3291 

GLOUCESTER 

3416 

WARREN 

3516 

PASSAIC 

3662 

ATLANTIC 

3951 

MERCER 

3956 

MERCER 

4229 

BURLINGTON 

4260 

ESSEX 

4339 

HUDSON 

4596 

OCEAN 

4627 

OCEAN 

4635 

HUNTERDON 

COASTAL 

DELAWARE 

COASTAL 

COASTAL 

COASTAL 

DELAWARE 

MULL1CA 

PASSAIC 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


5503 

BERGEN 

5576 

CUMBERLAND 

5581 

CUMBERLAND 

5597 

MORRIS 

5728 

BURLINGTON 

5769 

MORRIS 

6026 

ESSEX 

6062 

MIDDLESEX 

6146 

BERGEN 

6177 

SUSSEX 

6460 

PASSAIC 

6560 

ESSEX 

6775 

PASSAIC 

6843 

BURLINGTON 

6974 

WARREN 

6979 

WARREN 

7079 

UNION 

7131 

AT'.ANTIC 

7328 

MERCER 

7372 

HUNTERDON 

7393 

UNION 

7545 

BERGEN 

7587 

PASSAIC 

7817 

CAMDEN 

7825 

MIDDLESEX 

7833 
7869 

BERGEN 
MONMOUTH 

39  22 
39  54 
39  35 

39  16 

40  10 

40  50 

39  48 

40  54 

39  26 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 
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U  S  WEATHER  BUREAU 

LLOYD  V  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


2  3 
2  3 


3  4 
3  4  5 


2  3 
2  3 


MfBW  '    ■"'■' 

wfc,  ,„„r   dl|l<     Identification   numb.r.    ...    Ih. num. u,..,   ..,    ...  ■    ...igo.d 

^^^^Ewlthln    a 

L,    ,„J    |,tt.r.    following    Ih.   St... ..•   .     .urn    ..    13     ...     Indict,    dl.t.occ     In    .11..    ..." 

Sanation    Ila.a    glvwn    In    th.    Station    Ind.i    «r.    In    local     .land*., I    I  i  at- 

Bala,. J    data    and   eorr.rtlona    nil    b.    ...... J    OOl]     Ll    "he    Juna    ...d    l..r..bar    IMW 

KklT  •»«  a.aaon.l    anoafall    and  .,......»•    d.grw.   day  ttUa,   II  »»nt».  will   I 

Z»Uon.  appwarln,    in    th.   Ind...    bu.    ....    .hl.h   <Ut.    .r.  ....    ihe  t.bl...    .r.   .1th.,    al.alD,  lata    <o   b.    ....  Lud.d    ., 

th.r.l..    indicted.    dlMO.lot.al    unit,   u.a  ull.tln.re:       fapera...  ,. .1  ion    and  evaporation  ••..nt 

,!  I.U.        D*g".   day.   are   baaed  on   .    daily    average   of   oVf.       Iwa|  t«»d.rd   tMth.r    l.ur.au   typ.   pan  of    4    foot    d..«eter    u.l.H 

Ota. ..law   ahown  by    footnote    following.   Tabla   6. 

Slawt    «nd  ball   wwr.    included    lo   anowfall    average,   lo  Tabla    1.    b.«lnni«    with  July    1948 

amount  a    lo  Tabla   4   ara    from   recording    Halloa.      Tracwa   are   oot    shown. 

amount.    In  Tablw    3   ara   froa   oon-r«cordlng   gage. ,    uoloaa   other.!  ac    Indicated. 

tot.    to  Tablea   3.    3.    6   aod  anowfall    In  T.bl.   7   are    for   the   24   hour,  ending   at    time  of    ob.erv.tloo.      Sao   the   Station    Inde*    for   ob.erv.tloi    time. 

Smo.  on   ground   In  Table  7    la   at    ob.ar.atlon    ttae    for  all    e.c.pt    Weather   Bureau  .nd  C.A.A.    at.tlona.      For   tb...   .tat  Ion.    .no.  on   ground   value,   .r.   at 

Bo  p. a. 

-      Mo    rocord   lo  Table.   3.    4.    6,    7   aod   th.   Station    Index.      No    record    In  Table.   2   and  5    1.    Indicated   by   ..o   entry.      When   hourly    precipitation    1.    .laming 
or  accumulated    for   several    daya,    only    the   first    and   last    day.   are   ahown   In  Table   4. 

•  And   also  on   a    later   date  or  dates. 

•  Aaounl     Included    In   following   measurement,    t  loe   distribution   unknown. 

6      Station    not    equipped   wl  th    a    recording   gage.      See  Table   4    for   6-hour  ly   measured   urn  .... 

K      wa^.T.ouiv.lent'of Snowfall    .boll,   or   partly   estimated,    using   a    ratio  of    1    inch   water   equivalent    to   ever,    10    loch.,   of    new  snowfall 

.     Ito    9   day.  Mreco  ro^!sSlnK:      ..'  T.b?e   S   for  detailed   dally    record.      Degree    day    data,    If    carried    for   this   station,    have   beeo   adjusted   to 

renresent    tbe  value    for  *    full    nonth. 
R      Dally   values   and  monthly    total    fro*    recording   gage.      All    other   data    in  Table   3   are    from   non-recording   gages. 
T     Trace,    an    amount    too   small    to   measure. 
V      Includes    total    for  previous    month. 

fcrc^S^aXS^^^ 

Qov.rtuw.at    Printing  Office.    Washington   25,    D.    C.  W.R.P.C,    Chattanooga,    Tenn.    —    7/25/51    —   800 


NEW  JERSEY 


STATUTE  MILES 


-\ 


/    o  ^ 

-  Milt 


r' 


Phllllpsburg  Br 

-O.      y 

Phllllpsburg  / 


^'"lu'M»,„iS*ri;  o m<n.nd  pan,      ; 

\  O              >     ~—^\         Ne»  Hllford   / 

\  I            Split  Rock  Pond        ,          /       »|/ 

\  /                     (         »•'"»■           / 

f  Boonton  <>    f^-i  «       I         I 

»eado»s  .  (     X<»"  Little  Falls  Wtr  Co  I 

Q         I  Cedar  Grove  X        \            / 

(>  Morris  Plains  1»      ~J                       \     f     Rldgefleld 

,  Long  Valley  <>           «'  <►       »u  t  h«f  ord    ^  . 

fj           «  Essex  Jells  Svc  Bldg   ;0 


/ 


x  Fells  Svc   Bldg        ;U-        .— ^.1/ 

O  Orange  f  I 

ice   Brook  /    ^V  f\ 

■*\  _q_  (         Jersey  City 

V        Chatham  O    -s  Irvln'Uon^;        O-      Ij 

•  Sprin^d*-^  U  /' 


Lnf  ield       »estf  lelcl  /  El  lzabethport 

^: *""\....0   Rahway 


V.. 


Sandy  Hook  CG 


\ 


V 


\,„.„. 


Hightstown  Pump  St 


C^—,         Lumbe  r 
Marl  ton  1W 


Pemberton  IE 


Svede&boro 

o 


STATION  LEGEND 
0       •       <l     Precipitation  only 

Precipitation,  storage 
-O-    -•-    -*y-    Precipitation  and  Temperature 
<j         ^       ^-    Precipitation,  Temperature  and  Evaporatia 
t>7     Section  Center 

Type  of  gage        0    Non-recording : 

•    Recording;    »    Bo/A  f/pes. 

Double  circle  combinations    Complete  Meteorological. 


5). Ob 

A/A/J 


U.  S.  DEPARTMENT  OF 

CHARLES  SAWYER,   Socic^a 

WEATHER  BUREA 

F.  W.  REICHELDERFER,  Chi 


iht  Libi\/»KY  01-  THE 
AUG  3?  195! 


CLIMATOLOGI 


DATA 


NEW  JERSEY 


e 

f  3 

C    H«  H" 

*s   cr  < 

cr  •-$  «> 

p   p  i 

3    1  n 

p    «<  H" 

M 

H-  O 


JUNE  1951 
Volume  LVI   No.  6 


I-. 
u 


CHATTANOOGA:   1951 


NEW  JERSEY  -  JUNE  1951 
A.  E.  White,  Section  Director  -  Trenton 


WEATHER  SUMMARY 

New  Jersey  temperature  and  rainfall  both  averaged  practically  normal  for  June.  Rain- 
fall, however  varied  greatly  in  different  localities  ranging  from  7.98  at  Phillips- 
burg  to  1.73  inches  at  Sandy  Hook.  The  highest  average  monthly  temperature  was 
72.6°  at  Burlington  and  the  lowest  was  66.1°  at  Long  Valley  and  Newton.  Sunshint 
was  near  normal. 


The  month  began  with  a  warm  period  for  the  first  several  days.  Many  stations  re- 
corded their  highest  temperatures  of  the  month  on  the  first.  The  highest  June  read- 
ing, however  was  95°  at  Pleasantville  on  the  27th.  Cool  weather  prevailed  from  th< 
5th  to  about  the  18th  or  19th,  after  which  the  remainder  of  the  month  was  consider- 
ably warmer  than  normal.  Lowest  readings  were  on  the  12th  at  nearly  all  stations. 
On  that  date  several  stations  reported  minima  in  the  upper  thirties. 

Rainfall  was  well  distributed  through  the  month  and  rains  were  frequent  during  the 
cooler  portion,  particularly  from  about  the  8th  to  15th.  Much  of  the  rainfall  was 
in  connection  with  thunderstorms  which  occurred  on  half  the  days  of  the  month  ir 
some  part  of  the  State.  A  fall  of  4.35  inches  occurred  at  Phillipsburg  within  1£ 
hours  on  the  22d  and  23d,  which  was  much  the  heaviest  single  storm  reported  any- 
where. Generally  speaking,  precipitation  was  greatest  in  the  northern  portion  of 
the  State  and  was  least  on  the  northern  coast  and  southern  interior.  The  average 
of  the  Highlands  was  5.04  inches;  Red  Sandstone  Plain  3.70  inches;  Southern  Interior 
3.50  inches;  and  Sea  Coast  3.33  inches.  The  accumulated  departure  from  normal  of 
these  areas  for  the  first  six  months  of  1951,  in  the  order  just  named  were:  +5.00 
inches;  +3.04  inches;  -0.73  inches;  and  -1.22  inches. 

During  the  month,  hail  accompanied  thunderstorms  at  five  stations,  all  in  the  nor-j 
thern  part  of  the  State.  The  principal  storm  was  in  Bergen  County  on  the  15th,  in 
the  vicinities  of  Ridgefield  and  Hackensack.  Observer,  George  P.  Kirsten  reports 
that  the  hail  between  these  two  places  v/as  so  heavy  as  to  hold  up  traffic  and  damage 
farm  and  truck  crops  in  the  area  was  estimated  at  about  $23,000.  Hailstones 
about  three  eighths  of  an  inch  in  diameter  fell  for  about  15  minutes.  A  ten  year 
old  boy  was  killed  by  lightning  near  Clayton  on  June  2d.  From  an  agricultural 
standpoint,  the  weather  of  the  month  was  generally  satisfactory.   —  A.E.W. 
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In  addition  to  the  c lima tol oglca 1  data  from  some  6,000  Weather  Bureau  and 
cooperative  weather  stations,  this  bulletin  series  contains  records  from  Hydro- 
climatic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic 
Bulletin  Series,  The  Hydroc limatic  Network  is  a  nationwide  net  of  rain  gages-- 
■ostly  of  the  recording  typo  which  produce  continuous  records  of  precipitation. 
It  was  established  In  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  provide 
records  of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation  has   transferred   about   $25,000  per   year   to  meet    the    Increasing   needs 


of   their  program    in   the  Western   States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimat ic 
Network  stations  were  presented  in  bulletins  (Bydro logic  Bulletins)  which  were 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  States, 
but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories.  A  list  of  locations  where  reference  copies  of  the 
Hydrologic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application   to   Chief,    U.S.    Weather   Bureau,    Washington  25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as    listed   in   the  Station    Index. 
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64.7 

87 

36 

4.20 

0.0 

13 

1917 

68.9 

95 

40 

4.27 

0.0 

12 
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66.3 

96 

32 

3.43 

0.0 

8 

1919 

69.5 

99 

38 

3.16 

0.0 

8 

1920 

68.4 

98 

38 

6.18 

0.0 

12 

1921 

70.4 
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33 

3.23 

0.0 

8 

1922 

71.1 

95 

39 

6.31 

0.0 

15 

1923 

72.5 

106 

37 

2.08 

0.0 

7 

1924 

66.8 

95 

30 

4.20 

0.0 

13 

1925 

73.6 

103 

36 

3.10 

0.0 

9 

1926 

64.9 

97 

31 

2.60 

0.0 

11 

1927 

65.4 

97 

31 

3.16 

0.0 

10 

1928 

66.6 

93 

36 

6.75 

0.0 

15 

1929 

69.5 

98 

33 

3.11 

0.0 

9 

1930 

70.8 

98 

30 

4.17 

0.0 

8 

1931 

69.3 

101 

40 

4.84 

0.0 

10 

1932 

69.3 

98 

30 

3.68 

0.0 

10 

1933 

71.0 

105 

32 

2.79 

0.0 

9 

1934 

72.6 

103 

38 

3.68 

0.0 

7 

Year 

Temperature 

Precipitation 
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1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 
1951 

PERIOD 

68.9 
69.1 
70.5 
67.2 
70.8 

68.6 
69.4 
69.8 
74.2 
70.4 

69.9 
68.1 

67.6 
68.9 
72.1 

68.5 
68.7 

69.1 

96 
99 
99 
96 
99 

95 

98 

96 

102 

100 

100 
99 
96 
98 

102 

98 
95 

38 
38 
41 
29 
35 

32 
37 
41 
43 
33 

30 
33 
35 
35 
33 

34 
36 

4.64 
4.93 
4.66 
7.79 
3.55 

3.28 
5.09 
3.11 
3.24 
4.08 

4.30 
5.25 
3.71 
5.28 
■  23 

2.75 
3.80 

3.81 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 

T 

T 

13 
12 
13 
13 
10 

10 
9 

11 
9 

10 

13 
11 
10 

15 
3 

Data  for  the  period  beginning  with  January  1949  to  date  have  been  weighted 
on  an  areal  basis  and  are  not  comparable  with  unweighted  values  published 
in  this  table  for  earlier  years. 


See  reference  notes  following  Station  Index 
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CLIMATOLOGICAL  DATA 
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3 
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.27 
.49 
.21 
.46 
.02 

.04 
.09 
.06 
.05 
.91 

4.50 
3.89 
3.14 
3.30 
7.02 

BOORESTOWN 
BOBRIS   PLAINS    1    W 
NEWARK  WB  AIRPORT 
NEW  BRCNSWICK  EKP  STA 
NSW   NILFORD 

B 

.14 
T 

.10 
.04 

.02 

.02 
.05 

.04 

.08 

.38 

1.18 

1.56 

.16 
.72 
T 

T 

.16 

T 

.04 

T 

.37 
.08 
.04 
.30 

.26 
.05 
.04 
.10 
.02 

.27 
.33 
.10 
.29 

.41 
1.17 
.42 
.55 
.79 

.19 
.22 
.10 
.02 

T 

T 

T 
T 

.06 

T 
.06 

.18 

.70 
.41 
.13 
.03 
.18 

T 

T 

.18 
.03 

.33 
.28 
.20 

.09 

T 

.02 

.37 

.50 
.46 
.32 
.60 

.25 
.03 
.04 
.14 

2.48 
3.67 
2.65 
3.62 
3.98 

BEW   NILFORD 

BRITON 

OAK  RIDGE   RESERVOIR 

ORANGE 

PATERSON 

R 

.04 
.05 

.15 

1.54 
.09 

.04 

.02 
.94 
2.30 
.36 
.88 

T 

.04 

.04 

.01 

.01 

T 

.01 
.12 
.09 

.02 

.29 
.34 

.79 
1.02 

.81 
1.40 
1.15 

.02 
.36 
.23 
.25 
.39 

.01 
.30 
.02 
.78 

.06 

.16 

.20 
.74 
1.01 
.06 
.08 

.70 

.25 

.20 

• 
.20 

.04 
.11 

.02 

.58 

T 

.95 

T 

.02 

.62 

.04 

.91 

3.98 
4.79 
6.27 
2.09 
4.73 

PEXBERTON    1    E 

PBILLIPSBURG 
PBILLIPSBL1RG    BRIDGE 
PLAINTISLD 
PLEASANTYILLE 

.02 
.08 

.08 

.55 
.03 

01 
.74 

11 
.04 

.06 

.42 
.53 
.51 
.14 

.01 

.09 
.06 

.04 

2.02 

.38 
.40 

.21 
T 

.07 
.14 
.50 
.01 
.83 

.10 
.41 

.22 

.20 
.69 
.93 
.77 
.43 

.06 
.16 
.08 

T 
.01 

T 
T 

.41 

1.30 
4.35 
T 

.13 
.03 

.08 

.58 

.11 

.30 
.03 
.47 

T 

.06 

T 

.04 

.61 

.40 
.30 

.67 

.05 
.09 
.45 
.02 
.10 

2.89 
7.98 
3.34 
3.31 
5.23 

PBINCETON   WATER   WORKS 

QUAKE RTOWN 

BABWAY 

BABWAY 

BIDGEFIELD 

R 

.09 
.10 
.14 
.14 
.02 

T 

.38 
.03 
.03 

T 

.38 
.41 
.53 
.53 

.57 

.02 
.02 
.02 

T 

.06 
.06 
.07 

.01 

.23 
.62 
.08 
.09 
.02 

.02 

.01 
.01 

T 

.42 
.83 
.59 
.59 
.21 

.16 
.45 
.11 
.11 
.97 

.31 
.59 

.30 

.02 

T 

T 

T 

T 

.24 

.02 

.02 

.25 

.57 
.30 
.34 
.36 
.04 

.53 
.15 
.30 
.30 
.15 

T 

.39 
1.10 
.56 
.60 
.35 

.24 
.17 
.12 
.11 

.01 

3.32 
5.37 
2.91 
2.97 
3.00 

RINGWOOD 
RTJNNEMEDE 
BDNYON 
SANDT    HOOK 
SEASROOK 

K 

.03 

T 
.05 

.08 

05 

1.92 
.10 
.90 

.30 

T 

.16 

.03 

.14 

.04 
.02 

.52 
.45 
.08 
.59 

.04 
.07 
.09 
.02 

.40 

.06 
.46 

.75 
.01 
.56 
.31 
.06 

.24 
.01 
.21 

.01 

.08 

T 

T 

.41 
.30 
20 
.16 
.48 

.37 

.02 
.68 
.21 
.33 
.13 

.22 

.18 
.07 

1.30 

.35 
.20 

.60 
.11 
.40 
.05 
.55 

4.70 
3.73 
3.23 
1.73 
2.77 

SOBERVILLE 
SPLIT   ROCK  POND 
SPRINGFIELD 
SUSSEX 

SWEDESBORO 

R 

.08 

.06 

.01 
.10 

.06 
.02 

.26 
.08 
.41 
.16 

.74 
2.60 

.42 

T 

.01 

.10 

.01 
.02 

.30 

.07 
.20 
.60 

.03 

.07 
.02 
.04 
.02 

.20 

.62 
.34 
.17 

.74 
1.08 
.56 
.85 
.30 

.06 
.31 
.15 
.10 

.05 

.02 

.14 

.33 
.27 
.21 
.90 

2.00 

.46 

.35 
.08 
.30 

1.03 

.83 
.05 

.10 

.54 

.33 
.42 
.66 

.03 

.54 

1    .04 
.13 
.01 

4.49 
5.61 
3.01 
4.60 
4.08 

SVEDESBORO    5   NW 
TONS    RIVER 
TRENTON         NO   2 
TRENTON   WB  CITY 
VINELAND 

R 

.07 
.02 
.13 
.09 

.06 
.32 
.41 

.05 

.08 
.05 

.03 

T 
.20 

10 

.11 

.05 
.02 
.23 

04 
.30 

.38 
.68 
.33 
.22 
.50 

.19 
.20 

.03 

.09 

.08 
.05 
.52 
.49 

.15 

.47 
.25 

.17 
10 
.80 

T 

T 
T 

T 

T 

.09 

T 

T 

.60 
.84 
.47 
.17 
.80 

.02 

T 

T 

.56 
.46 
.54 

.09 

T 
.55 

.68 

1    .35 

.01 
.08 
.13 
.06 
.95 

2.81 
3.04 
3.04 
2    55 
4.88 

WAHAQUE    RATHOND    DAM 
WANAqUE    RAYMOND   DAM 
WATCHUSG 
WESTFIELD 
WBSTFIELD 

R 

R 

a 

.07 
.04 

.01 
.01 
.16 

1.20 
1.20 

.39 

.63 

.63 

.06 

.01 
.01 
.17 
.05 
.05 

.01 

.91 
.34 
.68 
.08 
.34 

.19 

.76 
.52 
.81 
.58 

.20 
.20 
.10 
.11 
.07 

.19 
.17 

.44 
.46 

.10 
.07 

07 

1.06 

1.06 

.46 

.28 

.41 

.03 
.16 

.48 
.48 
.37 

.56 
.56 

.18 
.09 
.19 

I 
.07 

4.87 
4    7d 
3.31 
2.75 
2.82 

BOODCLIFF   LAKE 
BOODCLIPF   LAKE 
WOODSTOWN   2   NW 

R 

.12 

.90 
.90 

.02 

.02 

.13       .07 

.56 

.29 
.29 
.01 

.83 

.83 
.49 

.10 
.10 

.04 

.08 
.08 

20 
.22 
1.18 

.09 
.09 

.12 

.44 
.44 

.04 

.04 

1.90 

2.97 
2.85 
4.64 

■  following  Station  Index. 


Tobi.  4 

HOURLY  PRECIPITATION 

NEW   JERSEY 
JUNE    1951 

Station 

A.  M.  Hour  Ending 

P. 

VI.  Hour  Ending 

■3 

1 

2 

3 

4 

s 

6 

7    |      8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

2 

-2d- 

ATLANTIC    CITY    KB 

.02 

•0; 

.Of 
•  1° 

FREEHOLD 

.01      .05 

GREAT    MEADOWS 

.0 

L      .03      .09 

HIGHTSTOWN    PUMPING    STA 

•  01 

•  01 

.01 

.03 
•03 

■  04 

LITTLE    FALLS    WATER    CO 

.01       .02 

LUMBERTON 

.04 

MARLBORO   SCS 

.0 

1 

.03! 

MILLVILLE    CAA    AIRPORT                               6 

ft 

*           *           * 

» 

.05 

NEW   MILFORD 

.04 

.04 

RAMWAY 

.01        .10 

•  03 

•  14 

SEABROOK 

.05 

.05 

.06 
.09 

•  07 

SPRINGFIELD 

.05       .01 

TRENTON    WB    CITY 

•08       .01 

WATCHUNG 

.06       .01 

WESTFIELO 

.04 

-3 

d- 

.04 

ESSE!    FELLS    SER    BLDG 

.02 
•  03 

.02 
.33 

GREAT    MEADOWS 

•  28 

•  01 

•  01 

HIGHTSTOWN    PUMPING    STA 

IRVINGTON 

.03 

•  01 

•  04 

LAKEHURST    AIRPORT                                       6 

* 

LITTLE    FALLS   WATER   CO 
MARLBORO   SCS 

•  02 

•  14 

•  01 

•  04 

•  01 

•  01 

•  OS 
.14 
.02 

NEWARK    WB    AIRPORT 

•01 

RAHWAY 

•  03 

.03 

SEABROOK 

.06 

.06 
.02 
.41 

.01 
.16 

SPRINGFIELD 

•  02 

TRENTON    WB    CITY 

.39 

.02 

WANAOUE    RAYMOND    DAM 

.01 

, 

WATCHUNG 

.01 

.08 

.07 

-4 

th- 

ATLANTIC    CITY    WB 

CAPE   MAY    3   W 

ESSEX    FELLS    SER    BLDG 

.10 

.25 

.01 

.01 
.04 

.26 

.05 
.10 
.10 
•  71 

FREEHOLD 

•  07 

.03 

GREAT    MEADOWS 

•  36 

•  13 

•  01 

.01 

IRVINGTON 

.27 

.10 

•  05 

.02 

•  44 

LAKEHURST    AIRPORT                                      6 

*            .16 

» 

ft 

LITTLE    FALLS    WATER    CO 

.29 

.10 

•  13 

.04 

•  03 

•  59 

LONG    BRANCH 

.01 

•  12 

•  14 

.01 

•  01 

•  29 

LUMBERTON 

.03 
.07 

.03 
■  16 

MARLBORO   SCS 

.07 

•  02 

MILLVILLE 

.19 

•  01 

•  04 

.24 

MILLVILLE    CAA    AIRPORT                            6 

* 

ft 

* 

* 

» 

•  15 

» 

* 

ft 

NEWARK    WB    AIRPORT 

•  13 

.15 

.06 

•  02 

•  38 

NEW   MILFORD 

.05 

.14 

.01 

1.10 

.13 

•  09 

.02 

1.54 

RAHWAY 

.27 

.17 

.08 

•  01 

•  53 

SPRINGFIELD 

.28 

•  08 

•  05 

•  41 

TRENTON    WB    CITY 

.04 

•  01 

•  05 

WANAOUE    RAYMOND    DAM 

.60 

•  40 

.12 

•  08 

1.20, 

WATCHUNG 

.27 

.11 

.01 

•  39' 

WESTFIELO 

.40 

.13 

.07 

.03 

.63 

WOODCLIFF    LAKE 

-51 

h- 

.01 

.18 

•  01 

•  26 

.25 

.14 

•  05 

.90 

ATLANTIC    CITY    WB 

.01 

.01 

.02 

CAPE   MAY    3   W 

•01       .01 

•  02 

.02 

.01 

.06 

.03 

.01 

.17 

ESSEX    FELLS    SER    BLDG 

•  OB 

•  14 

.11 

.03 

•  36 

H16HTST0WN    PUMPING    STA 

- 

LAKEHURST    AIRPORT                                           6 

*            .29 

LUMBERTON 

.17 

.01 

.03 

•  21 

MILLVILLE 

•  02 

.02 

MILLVILLE    CAA    AIRPORT                              6 

•            .16 

# 

#          *          » 

* 

.03      » 

» 

* 

* 

» 

•  01 

NEW    MILFORD 

.02 

.02 
.02 

RAHWAY 

•01       .01 

-61 

h— 

CAPE    MAY    3    W 

.01       .01 

-81 

h- 

.02 

ATLANTIC    CITY    WB 

.02       .05 

.01       .02       .02 

•ii 

•36       .13 

•  08 

.31 

•  25 

.31 

•  13 

•  10 

.05 

.02 

1.97 

CAPE   MAY    3   W 

.01       .26       .13 

.11       .20       .13 

.17 

.07       .04 

.23 

.30 

•  23 

.01 

.01 

2.10 

FREEHOLD 

.01 

.01       .01 

.01 

•  01 

.05 

HIGHTSTOWN    PUMPING    STA 

•  01 

.01        .01 

•  01 

.01 

.03 

IRVINGTON 

.03 

.01 

.04 

LAKEHURST    AIRPORT                                       6 

» 

ft           *           * 

ft 

.02       » 

* 

* 

* 

» 

.04 

» 

* 

* 

» 

LITTLE    FALLS    WATER   CO 

•  01 

.01 

LONG    BRANCH 

.02 

•  02 

LUMBERTON 

.02 

.05 

.02       .03 

.01 

•  01 

.01 

.15 

MILLVILLE 

.03       .01 

•  02      .02       .03 

•  01 

.03      .01 

.07 

.05 

.06 

•  04 

.03 

.41 

MILLVILLE    CAA    AIRPORT                               6 

• 

ft           ft           ft 

*           .03      * 

ft           »           # 

* 

.18       » 

* 

* 

• 

* 

•  36 

» 

* 

* 

» 

NOABK    WB    AIRPORT 

.16 

.16 

NE»    MILFORD 

.02 

.02 

.04 

RAHWAY 

.01 

.05 

.06 

SEABROOK 

.02       .Ob       .01 

.01       .01       .02 

•  02 

.14 

3PPINGFIELD 

.01 

•  01 

TRENTON    WB    CITY 

•  01 

•  01 

.02 

WATCHUNG 

.05 

.01 

.06 

WOODCLIFF    LAKE 

s« 

.  r.f.r*oc«  not*,  to 

lowing   Station    Ind.x 

.01 

.Oil 

.02 

-   6« 

- 

TabU  «    i'..niinu».l 


HOURLY  PRECIPITATION 


- 

^^■rton 

MILLVILLt  *.»»  AIRPORT 


ATLANTIC  CITY  WB 
CAPE  HA>  3  W 

I  FELLS  bER  ML 
OLD 
WE«  MEADOWS. 

■TOWN  PUMP  I  NO  ST* 
IRVINGTON 
LAKEHURST  AIRPORT 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LUMBERTON 
MARLBORO  SCS 
MILLVILLE 

MILLVILLE  CAA  AIRPORT 
NEWARK  WB  AIRPORT 
NEW  MlLFORO 
RAMWA1 
SEAS ROOK 
SPRINGFIELD 
TRENTON  WB  CITY 
WANAQUE  RAYMOND  DAM 
WATCHUNG 
WESTFIELO 


ATLANTIC  CITY  WB 

FREEHOLD 

GREAT  MEAOOWS 

MIGHTSTOWN  PUMPING  STA 

LAKEHURST  AIRPORT 

LONG  BRANCH 

MARLBORO  SCS 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHHAY 

SPRINGFIELD 

WATCHUNG 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ESSEX    FELLS    SER    BLDG 

FREEHOLD 

GREAT    MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

MANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELO 

W003CL1FF  LAKE 


ATLANTIC  CITY  WB 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT    MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELO 

W00DCL1FF  LAKE 


'It   mm' 


A    M    Haul  l.ndlng 


P    M    Mi  nil  Ending 


.01       .03       .04 


.01 

.02       .03 
•  IS 


10         II  12 


.06 
.13 


-9th- 


-10th- 


•  02 
,08 


-1 


.01 
.01 


th- 


•  01 

.02 


04 

.03 

o< 

.06 

03 

.05 

27 

• 

01 

01 

.01 

01 

.01 

-13th- 


-14th- 


.01 
.03      .04 


.02 
■02 


20 

•  10 

0 

•  01 

02 

•  01 

•  01 

Oi 

.01 

,0         „  12 


.01 

.01 

01 

.06 

.04 

.04 

02 

.01 

02 

.01 

•  0) 

» 

* 

0  7 

.06 

.01 

0] 

.04 

01 

.02 

.01 

06 

01 

.03 

.o1 

.01 


.01       .01 
.02      .03 


.02 
.01 


.01       .01 
.01       .01 


.10 
.0? 


.01 
.02 


•  08 
1.07 


.50 
.  10 

.76 
.52 

.53 
.83 


See  reference  notes  following  Station  Index. 


Table  *  ■  Continued 


HOURLY  PRECIPITATION 


NEW   JERSE\ 
JUNE    195) 


A.  M.  Hour  Ending 


ATLANTIC  CITY  KB 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LITTLE  FALLS  HATER  CO 

LONG  BRANCH 

MARLBORO  SCS 

HILLVILLE 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

SEA8ROOK 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


GREAT  MEADOWS 
NEW  MILFORD 
SPRINGFIELD 
TRENTON  WB  CITY 


ATLANTIC  CITY  WB 

ESSEX  FELLS  SER  BLDG 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

MARLBORO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WOODCLIFF    LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

MlGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEAS ROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


P.  M.  Hour  Ending 


-15th- 


.01 

01 

.10 

.02 

03 

.01 

.01 

02 

.02 

.03 

01 

.01 

01 

.12 

•  46 

01 

-21st- 


-22d- 


-23d- 


.03   .31 
.01 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW    MILFOfci, 

6AM*A  i 

SEA8ROOK 
SPRINGFIELD 
TRENTON  WB  CIT> 
WANAOUE  RAYMOND  DAM 
WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 


•  01 

•03   .02   .10 

* 

.01 

.17 

•  06 


02 

.12 

1<. 

.38 

02 

.06 

02 

10 

•  01 

02 

* 

01 

.03 

10 

.06 

09 

.01 

-24th- 


-27th- 


H»«  r«f«r«nc«  not**  folio 


Tobl.  4   Coattnund 


HOURLY  PRECIPITATION 


A  M  Hot! 


I'  M  Mm. ii  Ending 


.  .ton 

>ion 
MARLBORO  SCS 


ATLANTIC  CITY  MB 
CAPE  MAY  3  W 

«  FELLS  SER  BLOO 
FREEHOLD 
(MEAT  MEAOOWS 
M16HTST0WN  PUMPING  STA 
IRU\. 

LAKEHURST  AIRPORT 
LITTLE  FALLS  HATER  CO 
LONG  BRANCH 
LUMBERTON 
MARLBORO  SCS 
HILLV1LLE 

HILLV1LLE  CAA  AIRPORT 
NEWARK  MB  AIRPORT 
NEW  MILFORD 
RAMWAY 

SEABROOK 
SPRINGFIELD 
TRENTON  WB  CITY 
WANAOUE  RAYMOND  OAM 
MAT CHUNG 
WESTFIELD 
WOODCLIFF  LAKE 


ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MILLVILLE 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


»     3 


4     5     6 


' 


io      ii  ,    it  1 1    i   It       a 


-28th- 


•  02 

.04   .01 


.06   .02   .01 
•  08 


-29th- 


•  12 

•  26 


.0'. 


•  32 

•  30 


.02 

.10 


.03 
.25 


.  I  I  I  • 


'      ' 


10    II    II 


.02 

.01 


-30th- 


04 

01 

.01 

•  03 

10 

•  05 

01 

.04 

.06 
.02 


■ 

•  09 

.08 

■ 
.02 

•  03 

•  03 


.06 
.18 

•  60 

•  *2 
.27 
.21 

•  3« 


.20 
.33 

.31 


.12 
■  07 


•  10 
.06 
.05 
.06 

.04 
.02 

.11 


So.  refereoce  notes  following  st.tlon  ladax 
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MONTHLY  AND  SEASONAL  SNOWFALL 


Jul,   1950    to    Jlme     1951 


ATLANTIC  CITY   WB 

AUDOBON 

BASS  RIVER  ST  FOREST 

BKLLEPLAIN 

BELMAR 

BELVIDERE 
BERLIN  1  I 
BRIDGETON 
BURL  I NCTON 
CANISTEAR  RESERVOIR 

CAJIOE  BROOK 
CANTOR 

CAPE  KAY  3  W 
CEDAR  GROVE 

CHARLOTTEBURG 

CHATSWORTH  5  S 
CLAYTON 
CLINTON 
CULVERS  LAKE 
DEEPWATER 

ELIZABETH 

ESSEX  FELLS  SER  BLDG 

FLEMINGTON  1  NE 

FORTESCUE 

FREEHOLD 

GREENWOOD  LAEE 
HAMMONTON 
HIGBTSTOWN  1  N 
INDIAN  MILLS  2  W 
IRVINGTON 

JERSEY  CITY 

LAIEWOOD  2  ENE 

LAMBKRTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 
LONG  VALLEY 
MACOPIN  INTAKE 
MANVILLK 
MARLTON  1  W 

HAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS  1  W 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  STA 
NEW  MILFORD 
NEWTON 

OAX  RIDGE  RESERVOIR 
PATERSON 
PEMBERTON  1  E 
PHILLIPSBUEG 
PHILLIPSBURG  BRIDGE 

PLAIKFIELD 
PLEASAHTV I LLE 
PRINCETON  WATER  WORKS 
QUAKERTOIN 
RAHVAY 

RIDGEFIELD 

RING WOOD 
KUNNEMEDE 
RUTHERFORD 
SANDY  HOOK 

SOMERV ILLE 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO.  2 

TRJNTON  WB  CITY 

VINELAND 

WAKAQUE  RAYMOND  DAM 

WESTFIELD 

WOODSTOWN  2  NW 


July 


August        September       October        November      December         January         February  March 


T 

.1 
2.0 
2.0 


2.0 
2.5 


1.5 
2.1 

1.5 

T 
2.0 
2.0 

.3 
1.0 


1.7 

2.0 

T 
1.8 

T 
2.5 


1.5 

T 
3.4 


1.0 

T 


2.0 

1.0 

1.1 
1.4 

T 

.2 
1.2 


3.0 
13.9 


3.8 

2.1 
T 
.8 

7.4 

1.5 

T 
3.0 


2.3 
10.0 
5.0 

1.3 
5.0 
7.5 


4.7 
3.4 
1.8 


11.0 
5.3 
.1 
4.0 
2.0 

3.6 

T 
1.0 
2.9 
3.1 

5.4 
6.5 
.3 
4.7 
2.0 

2.7 
13.5 


.7 

.1 

2.5 


6.5 
1.0 
1.6 


9.7 
2.0 


6.8 

.5 

1.9 

3.3 

.2 

3.1 

1.3 


2.3 
10.3 


2.6 
8.5 
3.0 
2.5 
1.0 


7.4 
5.1 
3.4 


7.0 
1.2 


T 
4.5 
4.3 

4.7 
1.9 
1.7 


4.1 
12.5 


2.2 
2.5 


2.6 
.3 


2.5 

2.5 


4.0 
4.9 


1.5 
1.0 


4.4 
1.7 

4.1 
2.5 
1.0 
1.3 


2.4 
1.0 
1.5 
3.0 
1.0 


1.8 
2.5 


1.0 
5.0 


7.7 

.8 

2.0 


1.0 

1.3 

1.2 

4.0 

.5 


5.4 
1.3 


April 


May 


.5 
3.5 


3.5 
4.0 


2.5 

T 
1.1 

4.1 

.5 

1.2 


4.6 
2.4 


5.0 
3.5 
1.0 


4.6 
1.5 
1.4 


5.0 
3.7 


2.3 

2.2 

T 

1.8 


1.0 
2.5 


2.0 

.4 


1.6 
3.6 


Trices   recorded   Id  Snowfall  Table    during 
■ontha   are   hail. 


See  reference  notes  following  Station  Index. 
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DAILY  TEMPERATURES 


»TL*M' IC    ^ITV    NB 

81LI.I  fl«IN 

MLVlrt  Pit 

lOONTON 

B6.ID6EI0N 

iURLlNGTOM 

CANOE    BROOH. 

CAPE    MAI 

CMARLOTTEBURG 

OtATSHORTM    J    S 

CLAYTON 

ELIZABETH 

ESSEX    FELLS    SER    BLDG 

FLEMINGTON    1    NE 

FREEHOLD 

HAMMONTON 

H1GMTSTOWN    1    N 

INDIAN    HILLS    2    W 

JERSEY    CITY 

LAKEWOOO  2  ENE 

LAHBERTVILLE 

LAY-ON  3  NW 

LITTLE  FALLS  HATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  CAA  AIRPORT 

NOORESTOWN 

MORRIS  PLAINS  1  H 

NEWARK  HB  AIRPORT 

NEK  BRUNSWICK  EXP  STA 

NEKTON 

PATERSON 

PEM8ERT0N  1  E 

PHILLIPSBURG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUMNEHEDE 

RUNYON 


HA«    S9 
HIN    05 


HAX 
HIN 

HAX 
HIN 


HAX 
HIN 


HAX 
MIN 


HAX 
MIN 

HAX 

HIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
HIN 

HAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MA* 
MIN 

MIX 

MIN 

MAX 
MIN 

MAX 

MIN 

*AI 
MIN 


•2   71 

67   ft* 


aa  «o  as  so 


70   00  7J 

■J  ftl 

B7   02  0. 

ft)   0)  M 


ft!   01 
60   55 


.,    09    .16 
AU    '.U    <M 


89  a2  ao 

60   58   61 


as  a* 

6S   67 


87   02 

71   67 


7e  ao 
.0   M 


89   63 
61   58 


88   85   82 

65   61   67 


87   80 

a     it 


B7   Si 
62   59 


0- 

ri 

7ft 

75 

72 

74 

61 

•< 

•■8 

51 

»2 

48 

50 

99 

49 

u 

7o 

78 

75 

72 

69 

66 

7a 

63 

•o 

ss 

60 

■>u 

55 

50 

49 

07 

76 

80 

79 

79 

7J 

67 

77 

OB 

62 

96 

56 

66 

58 

06 

7  3 

77 

79 

n 

76 

61 

09 

->o 

55 

48 

46 

68 

60 

49 

H) 

U 

80 

78 

76 

77 

77 

75 

70 

57 

59 

99 

56 

63 

53 

50 

52 

61  87 

54  •] 

70  76 

55  48 

72  69 

48  4) 


80   75   75   72   70 
56   47   44   40   50 

74 


76   ai   65 


85  e7  as 

62   63   65 


84   SI 
62   63 


SO   82 
62   60 


87   84 
59   57 


84   78 
61   61 


85   89 
59   61 


84   81 
63   61 


87   88 
59   58 


79   74 
68   62 


88   88 
62   60 


83   84 
55   55 


90   86 
68   60 


81   72 
67   63 


88   82 
55   57 


79   74 
63   56 


82   76 
59   57 


87   74 
54   52 


82   73 
60   55 


87   73 
59   54 


83   84 
63   61 


76   74 
59   56 


78   78   81 
60   56   46 


69   78 
57   57 


79  06  79 
59  58  59 

80  74  74 
50  51  61 

76  77  71 

48  48  57 

78  77  73 

49  49  59 


83   79   70 
59   61   59 


60  68 

46  36 

66  77 

49  43 

69  76 

51  48 

69  78 

52  46 

68  74 

48  42 

69  76 

49  40 

65  75 

50  43 

76  81 

48  43 

65  76 

50  42 


65   70   78 
55   59  !  54   50   40 


87   77   76 
66   61   58 


71   77 

57   45 


85 
61 

80   87   74 
61   59   55 


70   71 
62   56 


90   86   86   86 
58   65   64 


83   88 
64   61 


87   83 
62   59 


85  77   88 

66  64   64 

87  81 '  85 
63  63 

88  82 
61  55 

94  86 

68  63 

90  86 

68  60   64 


90  88 

60  58 

81  81 

62  62 

88  88 

63  60 

83  60 

68  62 

85  89 

60  61 

88  86 

56  46 


7  0 

75 

56 

54 

70 

77 

60 

55 

84 

75 

36 

51 

51 
72 

46 

77 

51 

75 
53 

2   74 
47 

80 


79 
52 


53   51   48 


6a 

5  0 


68   71   78 


57   56   46   37 


53 


61   59   55 


53   60   58 


77 


74   63   70 
59   51   44 


61   64   72 
55   52   45 


73   58   68 
56   49   38 


OA 

73 

76 

60 

56 

52 

65 

72 

78 

57 

A6 

44 

91 

73 

78 

6  0 

57 

55 

65 

73 

60 

68 

76 

57 

58 

52 

48 

A6 

76 

72 

70 

67 

75 

AO 

59 

57 

49 

A2 

72 

73 

64 

68 

75 

58 

61 

54 

53 

47 

76 

71 

70 

65 

75 

56 

6  3 

58 

50 

A6 

76   79 

57   48 


86   75  !  79 
59   51 i  53 


72   60   67 
57   48   37 


80   73   72 
51   59  i  58 


72   75 

59   56  ] 


79   69   74 
51   55   60 


73   71 
49 

79 


70  77 

59  57 

82  77 

60  58 

76  86   82 

56  60   56 


52   55   59 


67  76 

50  43 

71  77 

50  45 

69  76 

50  42 


74   61   65 
58   49   44 


61   69   77  I  64 
51   49   46  |  53 


Day  Ol  M.mh 
IS   II 


59   60 


57 


74   68   71 


72   99 
92   52 


76 
49 

76   60   7  0 
46   53   52 


66   69 
56   99 


76 
54 


98   62   79 


02 


■I 

51 


55   58   57 
84   87   87 


88   85   89 


58   55   53   58   60   62 


79   61 
48   53 


63   72   7  7   79 
54   61   60   55 


79   58 
43   50 


65   67 
54   56 


72   73   81 
56   46   47 


79   83   82 

52   48   52 


34 

83 

96 

79 
61 

86 

57 

86 
95 


6  2 
8? 


23   24   2", 


7»   76   91 


89   86 

60   66 


71 

08 
68 


74 

M 


ii  n 

66  70 

aa  aa  87  at 

ft5  68   »9   »2 


0  5 
5'  I 

■  >  •)  89 

56  63  66 

84   84  84  89 

66   6a  6a  74 


8  7   89   09 
66   61   M 


8)   90 
99   65 


69   63   65 


87 
53 


86   88   87   00   03 


71  62  75 

50  54  51 

76  64  70 

50  52  50 

73  62  76 

48  52  48 


70   67 
50   53 


65   62 
49   52 


59   58   67 
56   52   51 


62   76 

53   51 


63   02 
53   52 


66   71 
56   54 


79   82 
48   49 


50  53 

ei  75 

52  63 

74  85 

50  51 

81  83 

46  47   53 


80   84   83 
49   53   53 


72   79   83 
52   52   54 


76   75   75 


56   59   72 
46   50   48 


76   82 
50   50 


70   77   78   80 
56   52   52   52 


76   79 

54  1  51 


74   59   73 
47   53   52 


55   55   54 


82   83 
52   55 


83   82 
54   61 


6T 


84   85   BO 
57   58   60 


83   84   85 


57 
61 


54   57   63 


64   68   70 


67 

99 1 
62 


8a 

06 

69 

86 

0? 

66 

62 

63 

7  9 

•1 

83 

01 

31 

62 

71 

71 

63 

71 

.5  0 

MA 

66 

81 

7  9 

5  9 

',6 

69 

93 

J1 

M 

90 

91 

91 

9  0 

69 

5  7 

72 

59 

64 

66 

90 

87 

83 

07 

66 

69 

72 

59 

67 

84   85   89 


65  65  65 

89  90  92 

66  67  68 

83  88  90 

62  66  66 


75   73  78 

62   63  65 

91  84 
73 

86   84  86 

55   62  67 

84   80  88 

52   53  65 

84   86  83 


56   60   65 


83   80   83 
55   61   57 


83   83   85 
52   58   65 


84   82   83 
52   56   63 


77   81   80!  82   80 
57   56   59   59   62 


80   86 
66   66 


84   83 
53   65 


67 

S6 
67 

85 
67 

89 


87   83   87 

59   67   62   72 


82  83  85 
63  59  61 

86  87  92 

67  69  70 

83  87  89 
63  67  68 

83  85  88 

58  67  60 


86   81 
66   63 


6  5 

72 

76 

5; 

53 

54 

57 

69 

72 

47   51   50   47   48   50 


83   83   S3 


60 
8  5 


82   85 

65!  57 


85   87 
58,  70 


82   65   60   74 

54   53   52   54 


78 
61 


86   64   89 


78   82   82 
51   50   54 


78   60   75   78   86   84 
54   52   48   50   54   55 


84   82 
53   54 


70   65   69 
55   56   53 


72 
51 


82 
60 


87   85   88   93 
61   65   65 


82   88   90 
60   68   64 


74   78   78   79   76   79   83 
52   58   64   65   61   62   70 


83   85   83   85   83   85   90   85 
57   57   61   66   59   68   65   66 


83   84   85   85   87   86   88 


53   61   64   63   67 


82   60   82   86   84 


56   44   46   62   60   62   66 


91 
67 


94   92 

70   72 


89  89 

63  73 

86  84 

65  64 

82  87 

48  66 

82  86 
56  65 

83  89 
56  61 

83  88 

55  66 

85  89 

52  66 

75  82 

61  65 

99  87 

55  66 

83  86 

55  67 

80  75 

49  63 

86  83 

56  66 

75  87 

63  68 

85  SO 

57  64 

85  90 

58  66 

53  67 

56  68 

83  86 

54  63 

79  90 

62  66 

85  91 

58  65 

82  81 

50  64 

89  86 

60  65 

86  87 
52  66 

87  86 

56  66 

83  67 

59  65: 

68  95 

57  67 

82  88 

57  66 

84  89 

58  67 

88  84 
68  74 


71 
67 

70 


69  69  69 

07  04  70 

69  71  75 

86  85  70 


87   84 
72   70 


85   85 
60   56 


88  81 

68  67 

86  80 

69  69 

85  87 

64  60 

85  83 

65  64 

83  81 

67  64 

91  89 

63  61 

83  78 
67  64 

87  83 

65  66 

80  68 

67  65 

84  73 
67  65 

86  86 
67  66 

84  82 

67  54 

88  85 
63  65 

83  71 

68  66 

86  82 

63  61 

89  S3 
70  70 

85  79 
68  66 

85  83 

64  62 

83  72 
67  66 

86  81 

66  64 

86  84 

62  56 

89  99 

67  66 

86  85 

65  65 

87  85 
67  64 

84  72 
65  65 

87  88 

65  67 

84  81 

66  66 

87  84 

66  66 

82  62 

70  62 


7J.4 

61.9 

61.4 
97t6 

00.7 
56.9 

76.0 
56.2 

79.3 
61.5 

81  .0 
63.5 

79.2 
94.7 

78.7 
62.0 

76.7 
92.3 

81.9 
99.9 

80.1 
60.3 

81.0 
59.1 

78.6 
56.1 

80.6 
55.6 

79.3 
57.8 

62.7 
58.9 

79.0 
57.7 

81.1 
56.9 

73.2 

60.2 


61 

4 

58 

7 

78 

4 

54. 

0 

79 

6 

57 

8 

74 

8 

60 

0 

77 

3 

5A 

9 

80 

6 

59.4 

78 

8 

58.7 

79 

3 

56 

A 

78.2 

60.9 

79.9 

58 

5 

76 

3 

53 

8 

61 

2 

60 

.1 

81 

0 

57 

.7 

82 

■  1 

57 

.8 

78 

5 

56 

.5 

77 

.3 

57 

.9 

78 

9 

58 

.6 

81 

>e 

58 

.7 

30 

,i 

57 

.9 

See  Reference  Notes  Following  Station     Index 
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Table  5    Continued 

D 

Al 

LY 

I 

L1V 

LPi 

;kj 

u 

Ufi 

fcb 

NEW   JERSEY 
JUNE    1951 

Station 

Day 

Ol  Month 

• 

a 

1 

2 

3 

4 

5 

6 

7 

a 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30  |    31 

a 

> 
< 

SANOY    HOOK 

MAX 
MIN 

87 
64 

79 
66 

73 
63 

84 
62 

77 
62 

72 

57 

80 

57 

70 

60 

73 

01 

65 
57 

64 

53 

7: 

43 

65 
55 

66 
57 

72 
56 

74 
60 

78 
63 

75 
63 

83 

64 

75 

62 

80 
65 

77 
65 

62 

67 

84 
70 

86 

76 

77 

69 

8o 
69 

81 
68 

70 
64 

69 

65 

75.8 
62.1 

SOMERVJLLE 

MAX 
MIN 

89 

54 

85 
60 

S3 

62 

■»7 

63 

80 
58 

75 
57 

79 
49 

77 
52 

74 
60 

69 

56 

70 

5  0 

77 
42 

72 
52 

63 
53 

75 
52 

79 
50 

83 
52 

82 
53 

S5 
54 

83 
58 

86 

'-8 

83 
61 

88 
67 

89 

63 

88 
72 

84 
55 

88 
66 

86 

65 

83 
66 

74 
67 

80.5 
57.6 

SUSSEX 

MAX 
MIN 

83 
30 

83 
61 

79 

58 

79 
62 

76 
S8 

73 
48 

73 

46 

70 
46 

71 

59 

71 
56 

65 

18 

72 

39 

72 
50 

57 
52 

72 
51 

74 
51 

79 
52 

79 
53 

84 
55 

80 
57 

83 

65 

83 
58 

83 
67 

83 
59 

83 
72 

78 
52 

75 
69 

86 

63 

79 
59 

70 
65 

76.6 
56.0 

TRENTON          NO    2 

MAX 

MIN 

91 
56 

85 
62 

M 

60 

90 
64 

74 
58 

78 
56 

80 
51 

68 
52 

75 
57 

63 
48 

73 
47 

78 
44 

63 

50 

64 
50 

76 
49 

81 
50 

84 
51 

51 

86 
S3 

85 
58 

3  7 
62 

86 
60 

90 
64 

91 
63 

87 
65 

8^ 
65 

89 
63 

87 
64 

30 
61 

75 
62 

80.7 
56.2 

TRENTON    KB    CITY 

MAX 

MIN 

91 
62 

83 

67 

83 
67 

88 
67 

70 
62 

74 
59 

78 
57 

67 
58 

72 
61 

62 

53 

68 
52 

75 
51 

60 
54 

64 
55 

75 
55 

79 
56 

83 
58 

82 
57 

84 

60 

82 

63 

85 
66 

84 
65 

86 
68 

69 
69 

86 
68 

82 
62 

87 
6  7 

85 
69 

77 

65 

74 
66 

78.6 

61.3 

•OOOSTOKN    2    N. 

MAX 
MIN 

83 

57 

89 

61 

85 

6- 

87 
66 

87 
62 

70 
54 

74 
51 

78 
56 

66 
57 

74 
57 

61 

49 

69 
47 

76 
48 

63 
54 

68 
54 

77 
54 

79 
53 

81 
56 

82 

54 

83 
55 

84 
64 

86 
63 

SB 
64 

83 
67 

89 

70 

86 
59 

83 

50 

88 
67 

86 
66 

84 
66 

79.9 
58.5 

EVAPORATION  AND  WIND 


Day  of  month 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

'20 

21 

22 

23 

24 

2S 

26 

27 

28 

29 

30 

31 

3-i 

,205 

PLEASAMTVILLE 

EVAP 
HIND 

.19 
2 

.19 

1 

.13 
39 

.13 

53 

.36 
101 

.11 
7 

.11 
1 

.16 
3 

.39 
10 

.10 
38 

.09 
47 

.13 
152 

.18 
39 

29 

.14 

59 

.20 
15 

.16 
26 

.32 

38 

.19 
26 

.19 
36 

.22 
40 

.19 
39 

.22 

59 

.13 
22 

.22 

21 

.22 
57 

.19 
54 

.26 
74 

.10 
26 

.20 

4 

5.42 
1118 

See    reference   note*   following   Station    Index. 
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MONTHLY  AND  SEASONAL  HEATING  DEGREE  DAYS 


I  1»8I 


,     u  v  m 

MUJlI-UAIN 
Ul .  V  1  HERE 

■uucrniN 

BURLINGTON 

CAPE    HAT    3    1 
CBARL0TTEB1.1KC 
CHATStORTH    8   3 
CLAYTON 
ELIZABETH 

rLxniNGrOM  l  he 

IMEH01.U 
IAIIIIOKTON 
B1GHTSTOWN    1    M 
INDIAN    MILLS    2   t 

JERSEY   CITT 
LAEEVOOD  2   ENE 
LAMBKKTV1U.E 
LAYTOH   3  Ml 
LONG    BRANCH 

ml.LV  II. LK   CAA    AIRPORT 

aOORESTOIN 

MORRIS    PLAINS    1    t 

NEW  ARE   »B   AIRPORT 

■n  bmtnswice  exp  sta 

NCTTON 

PEMBERTOrl    1    E 
PHILLIPSBURG 
PLAINFISLD 

RIDGEFIIXP 

RDNNEKEDE 
RUKYON 
RUTHERFORD 
SANDY    BOOK 
SOU ERV ILLS 

SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CITT 
TUCEERTGtt 


lul, 


August 


v„|.|.IMl-, 


0 

1 

0 
0 
0 

3 
23 
0 
0 
2 

0 
0 
6 
3 

0 

3 
13 

0 
19 


77 
110 
lit 

100 
7S 

6» 
189 
134 
107 
107 

130 
124 
57 
131 
137 

132 
143 
117 
187 
120 

113 

123 
144 
100 
112 


116 
102 
114 
127 

109 
146 

94 
141 

171 
142 

118 
128 


163 

200 
249 
197 
183 

127 
308 
223 
207 
193 

292 
234 

142 
230 
227 

264 
274 
246 
338 
221 

213 
229 
268 
219 
216 


218 
241 
223 
242 

218 
229 
217 
162 
241 

314 
257 
224 
274 


N.,v.mb»i 


477 
5)2 

324 
468 

372 
667 
561 
540 
505 

583 
534 
491 
459 
581 

579 
528 
560 
678 
543 

561 
559 
590 
546 
518 


526 
584 
557 
597 

556 
590 
512 
495 
571 

625 
584 
544 

477 


870 
943 
1064 
949 
959 


1117 
949 
936 
984 

1048 
981 

1037 
985 

1004 
1002 
1019 
1193 
946 

977 
1003 
1048 

973 
1008 


970 
1046 
1016 

969 

983 

1057 

956 

920 

1049 

1161 

1022 

971 


822 
846 
1014 
855 
988 

784 
1033 
866 
873 
934 

988 
897 
826 
927 

910 

927 

893 

964 

1106 


869 
928 
983 
910 
920 


873 
979 
945 
957 

906 
945 
921 
874 
988 

1105 
957 
902 


Fsbiuaty 


786 
71.1. 
872 
775 
794 

746 
918 
786 
794 
820 

886 
812 
781 
808 
786 

882 

835 
945 
807 

809 
823 
859 
819 
821 


795 
871 
828 
849 

795 
852 
808 
811 
854 

944 
851 
814 


696 

898 
725 
676 
662 

691 
781 
870 
692 
8  63 

751 
732 
678 
717 
724 


716 
833 
736 

716 
723 
747 
717 
695 


704 
732 
715 
735 

690 
706 

719 
729 

813 
737 
715 


A,...' 


404 
387 
415 
363 
343 

348 

472 
360 
374 
372 

443 

411 
374 
416 
413 

434 

404 
464 
419 

404 
400 
434 

368 
394 


407 

396 
379 
389 

374 
399 

395 
420 

468 
401 
380 


M.y 


13* 

104 
138 
93 
87 

113 
199 
112 
109 


142 
129 
95 
146 
152 


128 
196 
153 

113 
139 
131 
116 
140 


126 
103 
133 
129 

123 
112 

130 
143 

184 
137 
124 


99 

23 
39 
19 
6 

11 
33 
33 
23 
25 

34 

33 
20 
40 
33 


36 
27 
2* 


32 
23 


25 
30 


33 
41 
79 


4445 
4621 
4633 
4581 
4549 


5738 
4664 
4677 
4  742 

5300 
4887 

4937 
4930 


5007 
8046 
4868 

4836 
4965 
5244 
4796 
4852 


4767 
3079 
4947 
3034 

4783 
5066 

4627 
5160 

5843 
5129 
4842     5105 


See  reference  notes  following  Station  Index. 


OJMATOLOGICAL  DATA 


NEW    JERSEY 
DELAYED   DATA 


Temperature 

Precipitation 

Station 

! 

■a 

si 

P  a 

s 

1 

* 

•a 
i 

No.  of  days 

"3 
8  @ 
B  ° 

•5 

3 

Snow,  Sleet,  Hail 

N 

3.  of  days 

0>    0 

depth 
ound 
in. 

s 

0 

a 

a 

Si 

2 

• 

S 
Q 

3 

e 

& 

? 

Q 

M    -0 

9  « 
S   5 

e 
.9  -° 
2    3 

3 

0 

la 

©  o 
O-ts 

1 

6 

5 
Q 

3 

o 

if  a° 

2    o   « 

o 

o 
q 

o 

O 
en 

§1 

DECEMBER    19S0 

JERSEY  CITY 

32.4 

2.3 

58 

4 

7 

28 

1004 

0 

25 

4.57 

1.13 

1.47. 

4 

13 

5 

1 

FEBRUART    1951 

CAPE   MAY   3   I 

38.1 

3.3 

62 

13 

13 

8 

746 

0 

16 

2.63 

-    .55 

.86 

7 

11 

2 

o 

JERSEY  CITY 

33. 4M 

1.7 

60 

13 

10 

8+ 

882 

19 

3.64 

.13 

1.72 

21 

7 

3 

1 

MARCH    19S1 

HAMMONTON 

42.9 

.1 

65 

23+ 

20 

27 

678 

0 

10 

4.85 

.88 

1.30 

30 

.5 

0 

9 

3 

2 

APRIL    19S1 

HAMMONTON 

52.  B 

84 

26+ 

32 

18+ 

374 

0 

2 

2.74 

.88 

.0 

0 

6 

LONG   YALLEY 

48.6 

.9 

85 

30 

27 

17 

0 

10 

4.09 

.44 

1.02 

12 

T 

0 

10 

3 

1 

SANDY  HOOI 

51.7 

3.4 

78 

29 

38 

17 

395 

0 

0 

2.11 

-1.51 

.74 

3 

.0 

0 

10 

3 

MAT   1951 

BRIDGETON 

63.1 

-    .5 

85 

17 

42 

14 

93 

0 

0 

4.93 

1.43 

1.21 

12 

.0 

0 

9 

4 

3 

CANOE    BROOK 

59.6 

.6 

90 

17 

30 

14 

1 

1 

5.36 

1.85 

1.82 

24 

.0 

0 

12 

4 

1 

HAMMONTON 

63.2 

-    .2 

93 

16 

37 

14 

95 

1 

0 

4.98 

1.13 

.0 

0 

10 

4 

3 

PLEASANTVILLE 

60.2 

.6 

86 

18 

36 

i 

0 

0 

3.00 

-    .03 

1.68 

24 

.0 

0 

12 

1 

1 

SANDY   BOOK 

61.3 

2.9 

86 

16 

44 

5 

130 

0 

0 

4.82 

1.10 

2.30 

24 

.0 

0 

10 

3 

1 

woodsto»n  2  mr 

60.7 

89 

17 

38 

14 

0 

0 

3.88 

1.35 

24 

.0               0 

9 

3 

1 

See  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


18 

1 

Hmbob 

1 

2 

3 

4 

8 

P 

7 

8 

9 

10 

11 

1.' 

14 

16 

1.' 

21 

•2 

MUNI    1990 

■■MOM 

1    •• 

.11 

■a 

.16 

.10 

1.76 

Mill   rlTl 

t 

1    47 

.08 

.04 

11 

.91 

.79 

.01 

4.97 

JUrtMll    l»M 

ttunvooo  ua 

.04 

.81 

.08 

.10 

1    47 

04 

1    77 

.Ot 

Ol 

.81 

u« 

.93 

.19 

1.49 

■UTHOUD   0A> 

• 

.08 

02 

.38 

1.08 

.14 

.01 

9.11 

mwi  ratikmo  ui    > 

.08 

.18 

.03 

.67 

.41 

... 

l« 

.11 

01 

01 

97 

4.49 

riMiin   1891 

iin   HAT   3   t 

.03 

.is 

.01 

96 

.14 

.16 

14 

.08 

.04 

.80 

2.91 

CUI>U 

■  3 

OS 

.08 

.84 

T 

T 

.05 

.10 

.11 

.15 

1.39 

4.88 

■Mno 

.96 

.74 

.18 

.86 

.08 

.14 

1.65 

4.01 

JgBSST  CITY 

.13 

T 

03 

.88 

T 

.63 

.12 

1    72 

T 

3.64 

UICI    l*M 

•LA3910I0 

.10 

.19 

.24 

.10 

.76 

.78 

.80 

.16 

* 

• 

2.00 

4.98 

>umo>n>v 

.S» 

.43 

T 

.97 

1.14 

.08 

.18 

.04 

.36 

1.30 

4.85 

Will.    1931 

CB>A>  GHOVl 

1.00 

.04 

.05 

.57 

.27 

.97 

.72 

3.62 

■UHOdTOH 

. 

1.60 

.18 

.16 

.06 

T 

.76 

2.74 

LOKi    (UXIT 

.34 

.58 

.35 

1.02 

.30 

.02 

.90 

.03 

.09 

.46 

4.09 

uniLit 

.03 

.88 

.49 

.62 

.25 

.08 

T 

.14 

.27 

2.36 

09UU09 

1.12 

.02 

.39 

.25 

.86 

.59 

3.23 

SMCT    BOOt 

.03 

.74 

.18 

.01 

T 

.02 

.16 

.02 

.61 

.08 

.25 

2.11 

MIUOUI    RATVOKD  Mil        I 

.18 

1.02 

09 

1.05 

.02 

.15 

.26 

.55 

.01 

.02 

3.35 

HAT    1951 

ill  dc  iron 

.18 

.14 

1.21 

.58 

1.12 

.07 

1.15 

.12 

.36 

4.93 

CJWOE   BROOK 

.32 

.87 

.01 

.04 

.01 

.63 

1.82 

.10 

.06 

.73 

.32 

.45 

T 

5.36 

CiVTOK 

.09 

.06 

1.01 

.11 

.45 

.03 

1    03 

.0l! 

.03 

.70 

.15 

3.67 

DUPVATKR 

.  10 

.12 

.89 

.18 

1.56 

.15 

.10 

.72 

3.82 

CLASS BORO 

.04 

.05 

1.3S 

.19 

.07 

.09 

1.23 

.43 

.24 

GUIKVOOD   LAO 

.04 

.65 

.03 

.02 

.25 

1.00 

.10 

.02 

.78 

.52 

.65 

4.06 

■JUrjJONTON 

.08 

T 

• 

1.34 

.10 

.18 

1.18 

1.24 

.05 

.13 

.68 

4.98 

LADmiRST    AIRPORT 

T 

.84 

.08 

.16 

.06 

.79 

.45 

.03 

.07 

.IB 

2.68 

PLEAS  ANTV  ILLS 

.20 

.02 

.35 

.12 

.03 

.03 

.02 

.02 

1.68 

.03 

T 

.13 

.37 

3.00 

■IMSIOOD 

.13 

.52 

.02 

.04 

.02 

22 

1.15 

.01 

.01 

.75 

.83 

.52 

4.24 

8MDT   BOOK 

T 

.69 

.50 

.14 

.11 

.03 

.49 

2.30 

.35      T 

.07 

.14 

4.82 

tARA^US    RATHOND  DAK 

.03 

.84 

.02 

.03 

.21 

.30 

.90 

.51 

.62 

3.46 

■OODSTOWk    2   R1 

.23 

T 

.89 

.03 

.03 

.11 

.02 

1.35 

T 

.07 

.28 

.90 

3.  Be 

CORRECTIONS 
MONTH:   July  1950 


Sm  relerece*  e 


■  following  Slatioo  Index. 
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Tablo  4 


DECEMBER  1950 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 


GLASSBORO 
GLASSBORO 

JANUARY  1951 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
WANAQUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAQUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 
■ANAOUE  RAYMOND  DAM 

FEBRUARY  1951 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 

MARCH  1951 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 


HOURLY  PRECIPITATION 


NEW   JERSE 
DELAYED    DAT 


A.  M.  Hour  Ending 


P.  M.  Hour  Ending 


■12       .06       .10 


.14       .26       .06j      .34       .06 
10    - 


.02       .02 

-   15  - 


.04       .04       .02 


.02       .02       .02 


.02       .10'      .10 


.02  .02 


7   - 
•04       .05        .03 


11 


.04       ,05       .04 


.11       .07       .16 


.06       .10       .07 


•04       .03       .06 


•14       .14       .26 


.02       .01       .01 


.04       .05,      .07 


.03       .03       .04 


•31       .04       .02 


•05        .09       .07 


.07       .01       .11 


•04       .08 
•06  .10 

.06  .16 


14  - 

15  - 
19  - 


27    - 
.04       .04       .05 


.12       .01       .02 


.08       .36       .12 


•05       .07       .05 


.01 

•05       .13       .09 


.10       .08       .04 


.0,2 


.01       .01       .01 


.06       .16       .16 


.12       .08       .06 


■14       .14       .04 


-    21    - 

•08       .18       .10 


.10      .01       .02 


.02       .04       .02 


.04       .03       .03 


•02        .06       .04 


.06 

.14 

1.65 


•16       .24       .10 


-  4  - 

-  13  - 
14   - 

19  - 

20  - 


.10      .16      .24 


.20      .16      .14 


«••   ref.r.nco   not.a   follo.lag   St.tlon    Ind.i 
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Tafcla  4    Coattnucd 


HOURLY  PRECIPITATION 


A.  M   Hour  Lndtng 

p. 

M    II. M 

| 

Station 

■ 

' 

J 

• 

3         • 

'             ' 

I 

■  0 

11 

11 

'           ' 

3 

' 

I 

• 

7           .           . 

10         II          12 

fi 

LUSMM 

.16 

\ 

.  It 

ItSSIOM 

-29TH- 

• 

•                       * 

•           •           ■ 

• 

hassbmo 

• 

• 

nmm 

-31ST- 

2.00 

MAT    1M1 

«t»SS80«0 

-30- 

.04 

.04 

•LASSBOOO 

.0* 

.01 

-4TH- 

.05 

•LASSB0O0 

.06       .06 

.06 

.12 

.04 

-11TH- 

.08       .76 

.05       .05       .05 

1.35 

M.ASSBOO0 

•  09 

.0* 

iM 

.04 

.01 

.01 

-12TH- 

.19 

IJUiMM 

-20TH- 

.01 

.05 

.01 

.07 

•LASSB0O0 

•  09 

-21ST- 

.09 

UUMM 

•  04 

.01 

-23D- 

.04 

.16       .30 

.08       .26      .34 

1.23 

■.ASSaoM 

.06 

.06 

•  OS 

.04 

.0*        .05 

.05       .06 

•  01 

-24TH- 

.43 

•LASSBOftO 

•01 

.17 

-27TH- 
•04      .02 

-28TH- 

.24 

(LASSBOOO 

-31ST- 

•LASSBOKO 

DAILY  TEMPERATURES 


NEW    JERSEY 
DELAYED   DATA 


Day  of  month 

c 
« 

Station 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

< 

DECEMBER    1950 

JERSEY  CITT 

MAX 

MIN 

37 
28 

38 
28 

53 
37 

58 
39 

45 
32 

40 
27 

45 
38 

52 
40 

44 
34 

38 
30 

42 
35 

37 

30 

36 
26 

37 
27 

41 
31 

41 
30 

35 

25 

29 
20 

30 
21 

30 

17 

34 
21 

36 
26 

40 
31 

40 
30 

32 

20 

20 

14 

20 

12 

29 

7 

36 
24 

37 
28 

38 
30 

37.7 
27.0 

FEBRUARY   1951 

CAPI  MAT   3   * 

MAX 
MIN 

52 
33 

55 
25 

31 
18 

33 
22 

40 
29 

45 
24 

48 
32 

34 

13 

22 

15 

31 
18 

37 
18 

51 

3  2 

62 
35 

56 
38 

46 
26 

44 
25 

45 
32 

48 
35 

46 
32 

45 
38 

49 
40 

50 
38 

50 
34 

49 
32 

50 
34 

57 
39 

57 

46 

57 
36 

46.1 
30.0 

JERSEY   CITY 

MAX 
MIN 

45 
29 

40 
20 

22 
15 

34 

18 

40 
28 

4  0 
28 

47 
20 

26 
10 

21 
10 

22 
10 

34 
16 

44 
28 

60 
38 

50 
26 

36 
28 

36 
22 

40 
30 

50 
37 

41 
33 

39 
37 

39 
35 

45 
36 

40 

28 

40 
25 

55 

32 

52 

42 

47 

35 

Z 

40.3 
26.5 

MARCH   1951 

RAMM0NT0N 

MAX 

MIN 

58 
43 

49 
30 

43 
36 

51 
42 

55 
38 

56 
27 

48 
39 

61 
33 

36 
32 

41 

22 

55 
49 

56 
34 

4  8 
36 

44 
38 

41 
36 

49 
34 

51 
33 

58 
31 

54 
34 

49 
33 

51 
35 

50 
38 

65 
31 

44 
38 

44 

32 

46 
25 

51 

20 

62 
38 

51 
32 

65 
43 

58 

37 

51.3 
34.5 

APRIL   1951 

HAMMONTON 

MAX 
MIN 

56 

41 

57 

41 

53 
38 

51 
33 

53 
41 

58 
38 

61 
39 

60 
42 

71 
48 

62 
42 

62 
38 

62 
49 

62 

43 

61 

48 

74 
49 

63 
35 

48 

41 

55 
32 

61 
42 

62 
38 

67 
32 

59 

41 

59 
34 

71 
39 

75 
38 

84 
59 

72 

41 

66 
42 

84 

56 

78 
58 

63.6 
42.0 

LONG  VALLEY 

MAX 
MIN 

56 
31 

63 
40 

50 
35 

47 
32 

47 
34 

46 

30 

62 
30 

71 

32 

60 
42 

74 
37 

62 

35 

58 
34 

60 
36 

57 
39 

53 
35 

50 
31 

47 

27 

53 
32 

64 

37 

59 
29 

63 
35 

62 
40 

60 

68 
34 

72 

17 

82 
39 

73 

3S 

73 
34 

72 
40 

85 
50 

61.6 
35.6 

SANDY   BOOK 

MAX 
MIN 

54 
46 

50 
43 

49 
41 

56 
39 

49 
40 

5S 
40 

67 

42 

55 
43 

63 
45 

54 
44 

59 
43 

54 

43 

54 
42 

57 
44 

70 
45 

56 
43 

52 
38 

55 
39 

61 
43 

63 

41 

61 
42 

56 
42 

64 
50 

56 

45 

66 
46 

73 
55 

59 

47 

56 
44 

78 
50 

73 
56 

59.3 
44.0 

MAY   1951 

BRIDGETON 

MAX 
MIN 

74 
46 

82 
49 

80 
49 

68 
47 

68 
45 

65 

50 

70 
45 

76 
50 

81 
50 

78 
58 

69' 
52 

67 
51 

67 
45 

72 
42 

82 
46 

84 
52 

85 
60 

74 
51 

61 
51 

68 

55 

72 
59 

79 
63 

77 
64 

65 
51 

76 
48 

82 

54 

74 

63 

71 
54 

69 
55 

75 
54 

84 
59 

74.0 
52.2 

CANOE    BROOK 

MAX 
MIN 

75 
35 

71 

47 

81 
37 

70 

41 

65 

37 

07 
34 

71 
35 

68 
43 

75 
38 

80 

56 

69 
51 

56 

51 

60 
36 

67 
30 

75 
39 

86 
45 

90 
50 

88 
50 

67 
50 

58 
52 

67 
57 

78 
62 

85 
62 

76 

51 

59 
47 

80 
48 

86 

51 

70 
48 

71 
55 

65 
53 

76 

50 

72.6 
46.5 

RAMMONTON 

MAX 

MIN 

81 
46 

82 
47 

73 
46 

71 
42 

69 
46 

66 
48 

74 

45 

78 

4S 

86 
59 

78 

51 

69 
49 

6  7 
56 

69 

42 

72 
37 

88 
42 

93 
58 

89 
51 

66 

51 

67 
54 

68 

52 

81 
60 

85 
56 

72 

54 

61 
52 

81 
56 

80 

56 

6S 
51 

76 
59 

68 
56 

76 
54 

82 
54 

75.4 
50.9 

PLEASANTVILLE 

MAX 

MIN 

68 
36 

68 
44 

84 
39 

74 
45 

59 
41 

60 
41 

61 

44 

72 

47 

77 
48 

82 
53 

71 

53 

B8 
54 

65 
41 

70 
39 

66 

41 

84 
46 

84 

54 

86 
46 

58 
49 

57 
50 

66 
54 

75 
60 

71 

60 

78 
52 

58 
48 

78 
52 

8  2 
58 

81 
52 

71 
53 

71 
52 

76 
57 

71.6 
48.7 

SANDY    HOOK 

MAX 

MIN 

65 
48 

74 
53 

67 
54 

58 
46 

62 
44 

69 
52 

69 
54 

72 
51 

78 
54 

71 
56 

62 
53 

62 

52 

67 
52 

68 
52 

84 
52 

86 
56 

72 
56 

63 
49 

58 
48 

63 

53 

66 
56 

79 
56 

74 
61 

61 

50 

76 
57 

81 
56 

70 
59 

70 
54 

64 
56 

74 
55 

53 
64 

69.0 
53.5 

WODSTOWN   2   Nil 

MAX 
MIN 

76 
43 

73 
47 

83 
48 

73 
46 

63 
43 

67 
14 

65 
39 

71 

45 

77 
46 

81 
50 

65 
51 

70 
52 

60 

42 

66 
38 

73 
42 

82 
48 

89 
54 

88 
50 

62 
49 

60 
50 

68 
57 

79 
58 

83 
62 

73 
50 

60 
44 

76 

47 

81 
53 

74 
50 

71 
54 

68 

54 

74 

55 

72.6 
48.7 

See   reference    i 


STATION  INDEX 


County 


Drainage 


Time  of 

observation 


Years  of 
record 


Refer     to     tables 


ATLANTIC  CITY  WB 

AUDOBON 

BASS  RIVER  STATE  FOREST 

BELLEPLAIN 

BELMAR 

Bfcl-VIDERE 
BERLIN    1    W 
BO0NT0N 
BR I DC ETON 
BURL  I NCTON 

CANISTEAR   RESERVOIR 

CANOE   BROOK 

CANTON 

CAPE    MAY    3    W 

CEDAR   GROVE 

CHARLOTTEBURG 
CHATHAM 
CHATSWORTH    5    S 
CLAYTON 
CLINTON 

CULVERS    LAKE 

DEEPWATER 

ELIZABETH 

EI.  I  ZABETHPORT 

ESSEX    FELLS    SERVICE    BLDG 

FLEMINGTON    1    NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT    MEADOWS 

GREENWOOD   LAKE 

HAMMONTON 

HIGBTSTOWN  1  N 

BIGBTSTOWN  PUMPING  STATION 

INDIAN  MILLS  2  » 

IRVINGTON 
JERSEY  CITY 
LAKEBURST  AIRPORT 
LAKEWOOD  2  ENE 
LAMBERTVILLE 

LAYTON  3  NIC 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO  SCS 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  I  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKE  RTOWN 

RAHWAY 
RIDGEPIELD 
RING WOOD 
RUHNEMEDE 
RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 

IZDISBOHO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON 

*ND 
WANAQUE  RAYMOND  DAM 


0325 
0346 
0S28 
0690 
0721 


ATLANTIC 
CAMDEN 
BURLINGTON 
CAPE  MAY 
MONMOUTH 


0729 

WARREN 

0787 

CAMDEN 

0907 

MORRIS 

1028 

CUMBERLAND 

1211 

BURLINGTON 

1327 

SUSSEX 

1335 

ESSEX 

1343 

SALEM 

1351 

CAPE  MAY 

1472 

ESSEX 

1582 
1590 
1598 
1708 
1749 


PASSAIC 
MORRIS 

BURLINGTON 
GLOUCESTER 
HUNTERDON 


2130  SUSSEX 

2209  SALEM 

2644  UNION 

2652  UNION 

2768  ESSEX 


WATCHUNG 
WESTFIELD 
WOODCLIrr  Lsri 
WOODSTOWN  2  NW 


3029 
3102 
3181 
3291 
3416 

3516 
3662 
3951 
3956 
4229 

4260 
4339 

4596 
4627 
4635 

4735 
4887 
4987 
5003 
5055 

5071 
5197 
5244 
5252 
5346 

5503  ; 
5576  j 
5581 
5597 

5728 

5769 
6026 
6062 

6146 
6177 

6460 
6560 
6775 
6843 
6974 

6979 
7079 
7131 
7328 
7372 

7393 
7545 
7587 
7817 
7825 

7833 
7869 
7936 
8194 
8402 

8423 
8644 
8680 
8685 
8816 

8878 
8883 
8899 
9135 
9187 

9271 
9455 
9832 
9910 


HUNTERDON 

CUMBERLAND 

MONMOUTH 

GLOUCESTER 

WARREN 

PASSAIC 
ATLANTIC 

MERCER 
MERCER 
BURLINGTON 

ESSEX 
HUDSON 
OCEAN 
OCEAN 
HUNTERDON ' 

SUSSEX 

PASSAIC 

MONMOUTH 

MORRIS 

BURLINGTON 

PASSAIC 
SOMERSET 
MONMOUTH 
BURLINGTON 

ATLANTIC 

BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

BURLINGTON 

MORRIS 

ESSEX 

MIDDLESEX 

BERGEN 

SUSSEX 

PASSAIC 

ESSEX 

PASSAIC 

BURLINGTON 

WARREN 

WARREN 

UNION 

ATLANTIC 

MERCER 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

CUMBERLAND 

SOMERSET 

MORRIS 

UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 
UNION 
BERGEN 
SALEM 


COASTAL 

DELAWARE 

COASTAL 

COASTAL 

COASTAL 

DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


39  22 
39  54 
39  35 

39  16 

40  10 

40  50 

39  48 

40  54 

39  26 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


74  25 

75  04 
74  28 
74  52 

74  02 

75  05 
74  56 

74  24 

75  14 
74  51 

74  30 

74  21 

75  25 

74  57 
74  13 


GREAT  EGG  HARBOR  39  27 


PASSAIC 
MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSAK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 

DELAWARE 

RARITAN 

PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


40  59 
39  24 
39  22 

41  01 

39  58 

40  50 
40  42 
40  29 

40  57 

41  03 

41  02 

40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  37 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


280 
30 
12 

1040 

180 

8 

17 

400 


74  26  760 

74  23  '  185 

74  32  90 

75  06  120 
74  55  300 


74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 

74  04 

74  19 

74  13 

74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 

74  34 

74  14 

74  55 

74  44 

74  09 

75  03 
75  04 
74  32 

74  57 

74  30 
74  10 
74  27 
74  02 

74  45 

74  311 

74  14 

74  10 

74  41 

75  12 

75  12 
74  25 

74  3] 
74  40 
74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 
74  46 

74  21 

75  01 
74  18 

74  25 
74  21 

74  03 

75  20 


760 


134 

5 

194 


100 
75 
100 


135 
128 


480 

157 

34 

660 


50 
120 
90 
50 


99 

12 

769 

870 
140 
100 


120 

8 

90 

645 


100 
65 


105 

56 

23 

110 

320 


135 
103 


6P 
NOON 


U  S  WEATHER  BUREAU 
IRVING  J  NYGREN 
N  J  FORESTRY  SERVICE 
MRS  ED  C  HOFFMAN 
CITY  WATER  DEPT 

MISS  C  S  HIXSON 
SAMUEL  H  MC  CULLEY 
JERSEY  CITY  WATER  WORKS 
BENNET  K  MATLACK 
PUBLIC  SERVICE  E  »  G  CO 

NEWARK  WATER  DEPT. 
N  J  DEPT  OF  CONSERVATION 
GERTRUDE  S  WILLIS 
NORTHWEST  MAGNESITE  CO 
J  A  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P  MOLITOR 
WILLIAM  S  HAINES 
HARRY  P  CAMPBELL 
L  W  KLOCKNER 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADD1LL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAYSTA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D  MOSHER 

N  J  DEPT  OF  CONSERVATION 

HAROLD  SCOTT 

U  S  COAST  GUARD 

SEABROOK  FARMS 

W  E  RAVER 

JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 


2  3 

3 

2  3 

3 

2  3 

2  3 


3  4 
3   5 

3 

3  4 
3   5 


3 
3  4 

3  4 
2  3   5 
3 


2  3 
2  3 


The  four  •"«>>    i.in.i  m.'.tu.n  DiiAfra  in  ik>  Index  auabei    column  «<   u.-  si.ii.. i...  ■r,  taalguMl  oi  •  »t.t.  ba.i.       n..r.  .in 

.1  thin    •    Nt.tc, 

.    «li  J    l.tt.r.    following    Ihc    Station    n..o.    such    a.    13    SSI       ln.ll. ale    diet  am  e  10    .11..    an. I    ,11  .  r.  I  I  ....    T'".    II'-    I"-!    "Ml.. 

fjfcmervallon    llm   |lnn    In    th.   Station    Index    are    In    loci]    atandard    1 1  •• . 

Oelav.1    .lata    an.l    .vim  ll.mi    arl  1 1    be    rallied   only    In    th.    Jull.    and    December    l.aue.  ..t    1  ti  I .    hull 

■onthlr   and  aaaaonal    .no. fall    and  haatlni    degroe   daya    for   the   preceding    12  month-.  .Ill    be   rarrlod    In    the   Juna    laaua  of    thla   bull. 

3t.tv.mi    appearing    In    tha    Index,    but     for  iklrh   data   ara   not     Hated    In    the   tablaa,  are   either   alaalng    or    received    too    late    to    be    In.  luded    In    thl.    laaue. 

Bale. a  other. tea  tndtcat.d,  dimensional  unit,  uaed  In  thla  bulletin  ara:  temperature  In  '».  ,  precipitation  and  evaporation  In  In.hea,  and  »lnd  mn/emeiil 
la  llUi.  Degree  day.  are  baaed  on  a  dally  average  of  65T.  evaporation  la  Manured  In  the  atandard  Heather  nur.au  type  pan  of  4  foot  dtaaoter  unleaa 
other. lee    aho.n  by    footnote    following  Tabl.  6. 

gl*e<    and  hall   ntl    Included    In   ano.fall    averages    In   Table    1.    beginning    with    Jul. 

amount  a    In  Table  4   are    fro.    recording   gagea.      Trace   arc   not    aho.n. 

iMii.nl  ■    in  Table   3   are    fro.   non-recording   gagea,    unleaa   other. lac    Indicated. 

Data    in   Tablaa   S,    5,    6  and  ano.fall    In  Table  7   are   for  tho  24  hour*  ending  at    time  of   obaervatlon.      See   the   Station    Index    for  obaervatlon    time. 

Sao.  on  ground   in  Table  7   la   at   obaervatlon   tine   for  all    except    Weather   Bureau  and  O.A.A.    stations.      For   these   stations   ano.  on  ground   values   are   at 
7:30   p.m.    B.S.T. 

-     Ho   record   In  Tables   3.    4,    6,    7   and  the   Station    Index.      No    record   In  Tables   2   and   5    Is    Indicated   by   uo   entry.      When   hourly   precipitation    la   Biasing 
or  accumulated   for  several    days,    only   the  first    and   last   days  are   shorn   In  Table   4. 

*  And  also  on  a    later   date  or  dates. 

•  Aaount    Included    In    following   measurement,    llae   distribution   unknown. 

e  Station   not    equipped   with   a    recording   gage.      See  Table   4   for   6-hourly  measured   amounts. 

B  Adjusted   to   a    full    month. 

E  Water   equivalent   of    snowfall    wholly   or   partly   estimated,    using   a    ratio  of    1    Inch   water   equivalent    to   every    10    Inches   of    new  snowfall. 

■  1   to   9  days  of   record  missing;      see  Table  5   for  detailed  dally    record.      Degree  day   data,    If  carried   for  this   station,    have  been   adjusted   to 

represent   the  value   for  a   full   month. 

R  Dally   values   and  monthly   total    from   recording  gage.      All   other  data   In  Table  3   are   from  non-recording   gages. 

T  Trace,    on    amount    too   small    to   measure. 

V  Includes   total    for  previous    month. 


Subscription  Price:       15  cents   per   copy,    monthly   and   annual;    SI. 50   per   year.       (Yearly   subscription    Includes   the  Annual   Summary.)      Checks   and   money  orders   should 
be  made   payable    to    the  Treasurer   of    the  United   States.      Remittances    and   correspondence   regarding    subscriptions   should    be   sent    to    the   Superintendent    of   Documents 

W.R.P.C.,    Chattanooga,    Tenn.    8/24/51    775 
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See  Page   75   for  Corrections 
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NEW   JERSEY    -   JULY    1951 

A.    E.    White,    Section  Director   -  Trenton 

WEATHER   SUMMARY 


July  temperatures  averaged  slightly  above  normal  and  overall  precipitation  slightly 
below  normal.  However,  the  northern  half  of  the  State  showed  amounts  far  in  ex- 
cess  of   normal,    while  the   southern  half   showed   almost    a   two-inch   deficiency. 


Rather  heavy  rainfall,  for  most  north  and  north-cent 
the  main  feature  of  July  weather.  Belvidere ,  with 
and  6.62  inches  on  the  28th  alone,  was  outstanding, 
more  than  seven  inches  for  the  month,  and  over  two  i 
period.  Fortescue ,  by  comparison,  received  only  0.84 
lowest.  Highest  temperatures  were  mostly  recorded  f 
the  month,  but  Elizabeth  showed  98°  on  the  9th,  which 
98°  on  the  27th  were  high  for  July.  Two  short  cool 
7th,  and  the  18th,  19th,  20th,  21st  provided  some  re 
and   humid   weather.      Lowest    temperature   recorded   was   41 


ral    New  Jersey  stations ,    was 

10.59   inches      for   the  month 

but   several   places   recorded 

nches    for   a   twenty-four   hour 

inch   for   July,    New  Jersey's 

rom  the   middle   to   the   end   of 

together   with  Phillipsburg 's 

periods   during   the   5th,    6th, 

lief    from  the  otherwise   warm 

at    Sussex   on   the    21st. 


Fair  weather  at  the  beginning  of  the  month  was  favorable  to  the  harvesting  of  hay 
and  grain.  The  heavy  rains  in  the  northern  portion  of  the  State,  although  favoring 
growth  in  general,  damaged  some  crops  and  made  field  work  difficult  by  the  end  of 
the  month.  Dampness  caused  rapid  multiplication  of  insect  life  which  added  to  the 
difficulty  of  field  personnel.  Precipitation  deficiency  in  the  southern  half  of 
the  State,  while  not  yet  serious,  is  causing  some  anxiety,  because  soil  moisture 
content    is   becoming    dangerously   low. 

July  storms  caused  at  least  two  deaths  and  eight  injuries.  Mercer,  Burlington, 
Hunterdon,  and  Camden  Counties  were  lashed  on  the  19th  and  20th,  causing  the  two 
deaths  and  five  injuries  together  with  a  minimum  of  $35,000  crop  damage  and  over 
$6,000  property  damage.  Sussex,  Bergen,  Union  and  Passaic  Counties  had  thunder- 
storms during  the  latter  half  of  the  month  which  caused  considerable  crop  damage, 
property  damage,    and   minor    flash   flood   damage.    -  G.    W. 
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In  addition  to  the  clima  tological  data  from  some  6  ,000  Ifeather  Bureau  and 
cooperative  weather  stations,  this  bulletin  series  contains  records  from  Hydro- 
climatic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic 
Bulletin  Series.  The  Hydrocllmat ic  Network  is  a  nationwide  net  of  rain  gages-- 
mostly  of  the  recording  type  which  produce  continuous  records  of  precipitation. 
It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  provide 
records  of  rainfall  intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Heather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation   has   transferred   about   $25,000  per   year   to  meet    the    increasing   needs 


of    their   program    in   the  Western   States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocl lmatic 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which  were 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  State 
but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories.  A  list  of  locations  where  reference  copies  of  the 
Hydrologic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application   to   Chief,    U.S.    Weather   Bureau,   Washington   25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as    listed    in    the   Station    Index. 
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21 

0 

7 

0 

8.45 

3.37 

4.54 

26 

.0 

0 

8 

3 

3 

SUSSEX 

41 

21 

8.02 

3.45 

3.80 

28 

T 

0 

9 

4 

3 

TRENTON   NO    2 

74.1 

-     1.4 

95 

27 

52 

7+ 

0 

12 

0 

2.60 

-    2.10 

.9/ 

17 

.0 

0 

7 

2 

0 

TRENTON   WB    CITY 

75.8 

1.3 

94 

27 

59 

6+ 

0 

4 

0 

2.51 

-    1.43 

1.01 

17 

.0 

0 

7 

2 

1 

TUCKERTON 

WOODSTOWN    2    NW 

75.2 

93 

2[< 

56 

7 

5 

0 

2.90 

1.34 

5 

.0 

0 

6 

2 

1 

STATE 

74.3 

0.4 

4.26 

-       .49 

T 

t  OATA  PECEIVED  TOO  LATE  TO  BE 
INCLUDED  IN  STATE  AVERAGES 


See  reference  notes  following  Station  index. 


DAILY  PRECIPITATION 


T*W.  3 


Sututo 


»>    IN    I    ■ 

■ 


R 
IS    SKR    BLIXJ  R 

R 
R 
R 

■IGHTSTOWN    1     V 
■IGHTSTOWN    PUMPING    STA    B 
S    «[HS    2    * 

ft 
JVRSI'Y    CITY 

■IKBURST   AIRPORT  R 

LAXKVOOP  2    ENB 

LAMBERTV1LLE 

LATTON    3    NW 

LITTLE    FALLS    WATER   CO 

LITTLE    FALLS    WATER    CO       R 
LOSC    BRANCH  R 

LONG    VALLEY 

LUMBtRTON  R 

■ACOP1N    INTAKE 

KAKVILLK 

MARLBORO  SCS  R 

MARLTON  1  W 
■AYS  LAVPING 
PARK 

■  1LI.VILLE  R 

■ILLY ILLE  CAA  AIRPORT 

■CORES TOWN 

■ORRIS    PLAINS    1    W 

NfWARk    V3    AIRPORT  R 

f  ^ICK    EXP    STA 

R 


01     RF^FRVOIR 

■    . 

■ 
sit 

PHIL.   IPMIURC 

PHIL!  .IPSBURG    UK1DGE 

PLAINT  [' 

PLEASANTS  ILLE 

PRINCETON    VATStt    HOKKS 

QUAKE  RTOVTN 

QUAKERTOWN 

RAHWAY 

RAHWAY 

RIDGEFIELD 

RING WOOD 

RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 

SANDY  HOOK 
SEABROOK 
SOME RV ILLE 
SPLIT  ROCK  FOND 
SPRINGFIELD 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 
TRENTON'    NO  2 

TRENTON  KB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WEST FIELD 
WOODCLIFF  LAKE 
WOODCLIFF  LAKE 

WOODSTOWN  2  HI 


.05 


.32 
16 


1  23 

T 

Dl 

II 

22 

15 

.02 

.48 

04 

26 

36 

04 

05 

.35 

.04 

1  38 

45 

35 

.  10 

3( 

1  .03 

.29 

11 

.03 

.63 

.47 

20 

.  10 

08 

.32 

.15 

31 

.21 

.14 

.82 

.30 

.48 

.32 

T 

.  16 

1.80 

.01 

1.23 

1.10 

.28 

.18 

38 

02 

90 

1  28 

'<2 

T 

1.34] 


! 


HOURLY  PRECIPITATION 


ELI2ABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GLASS80RO 

GREAT  MEADOMS 

HIGHTSTOMN  PUMPING  STA 

IRVING TON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MARLBORO  SCS 

MILLVILLE  CAA  AIRPORT 

NEMARK  MB  AIRPORT 

NEM  MILFORO 

RAHMAY 

SPRINGFIELD 

MANAOUE  RATNOND  DAM 

MATCHUNG 

MESTFIELD 

MOOOCLIFF  LAKE 


ATLANTIC  CITY  MB 

CAPE  HAY  3    M 

ELI2ABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLO 

GLASSBORO 

GREAT  HEAOOMS 

HIGHTSTOMN  PUMPING  STA 

1RVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  MATER  CO 

LONG  BRANCH 

LUMBER TON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEMARK  MB  AIRPORT 

NEM  MILFORO 

RAHMAY 

SEABROOK 

SPRINGFIELD 

TRENTON  MB  CITY 

MANAOUE    RAYMOND    OAM 

MATCHUNG 

WESTFIELO 

•OOOCLIFF  LAKE 


ATLANTIC  CITY  MB 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  HEAOOMS 

HIGHTSTOMN  PUMPING  STA 

IRV1NGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  MATER  CO 

LONG  BRANCH 

LUHBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEMARK  MB  AIRPORT 

NEM  MILFORO 

RAHMAY 

SPRINGFIELD 

MATCHUNG 

MESTFIELD 

MOODCLIFF  LAKE 


CAPE  MAY  3  M 

ESSEX  FELLS  SER  BLOG 

FREEHOLO 

GREAT  HEAOOMS 

HIGHTSTOMN  PUMPING  STA 

IRVINGTON 

LITTLE  FALLS  MATER  CO 

LONG  BRANCH 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEMARK  MB  AIRPORT 

RAHMAY 

TRENTON  MB  CITY 

MANAOUE  RAYMOND  OAM 

MATCHUNG 

MESTFIELD 

MOODCLIFF  LAKE 


CAPE  MAY  J  M 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 


A.  M.  Hour  Ending 

4  5  6 


NEW   JERSE' 
JULY    195: 


P.  M.  Hour  Ending 


-1st- 


.1* 

.05 
•  03 


-4th- 


•  02 

.01 


.01 

.01 


.02      .01 
.03      .02 


.07 

.07 

.11 

.01 

.15 

.01 

.08 

.05 

-5th- 


.10 
.03 


01 

•  03 

.01 

01 

.01 

•  19 

03 

.13 

•  01 

.01 

05 

.35 

Hi 

.03 

•  31 

.04 

•05       .05       .05 


.01       .04      .05 


.07 
.66 


-12th- 


23 

.04 

01 

.07 

.13 

01 

.13 

.05 

-13th- 


.11       .09      .05 


,06 
.13 
•  01 
.24 


•f*r*DC.  not. 


•  following  Otatlon  Ind.x. 
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Tab)*  *    Coollnuad 


HOURLY  PRECIPITATION 


HI*       II 


A    M    Haul   I  n.liinj 


P    M    Hour    I  ...lb, -j 


nttNOLO 

IRVlNu ION 
LAllHURM    AIRPORT 
LONu    BRANCH 
NARLPORO    SCS 
NO'RK    WB    AIRPORT 


»TL»NT1C    CITY    >IB 

CAm     ■»>      '     ■ 

We«T    MtAOOWS 

LONu    »RANCH 

tUMBERTON 

HILIVIIU 

HILLVlLLE    CAA    AIRPORT 

P»inoo> 

SPRINuFltLO 
TRENTON    KB    CITY 
■ 
WCSTF1ELD 


WANAOUE    RAYMOND    DAM 
MOOCLIFT    LAKE 


ATLANTIC    CITY    MB 

CAPE    MAY    3    N 

ELUABETHPORT 

ESSEX    FELLS   SER    BLDG 
I    FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 
|  I  RUNG  TON 
I  LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 
|  LONG  BRANCH 
■  LUMBERTON 
(  MARLBORO  SCS 

MILLVILLE 

HILLV1LLE  CAA  AIRPORT 
I  NEWARK.  WB  AIRPORT 

NEW  MILFORO 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  OAM 

WATCHUNG 

WESTFIELO 

WOOOCLIFF  LAKE 


LITTLE  FALLS  WATER  CO 
SPRINGFIELD 


LONG  BRANCH 


ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVIN6T0N 

LITTLE  FALLS  WATER  CO 

MARLBORO  SCS 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  OAM 

WATCHUNG 

WOODCLIFF    LAKE 


»HliJj 


-16th- 


-17th- 


.01       .01        .01 


-18th- 


5 


.02 

1.50 


»    •    • 


10         II  12 


-19th- 


.01 
.27 


.04 
.67 


.01 
.01 


.33 

•  0* 
1.27 


.02 

.10 


.02      .01      .02 
.01      .01 


-20th- 


-21st- 


-22d- 


.03 

.50 

•  02 

.20 

.07 

•  08 

.06 

.08 

•  08 

.60 

.45 

•  06 

.11 

.01 

•  04 

.67 

.02 

• 

• 

• 

.01 

.56 

•  01 

.26 

.16 

•  06 

.05 

.07 

•  03 

•  20 

•  05 

•  41 

.56 

.05 

•  03 

.19 

.23 

•  08 

.62 

.03 

.62 

.26 

.01 

.95 

.02 

•  02 

.02 

•  30 

.10 

•  06 

1.00 

.02 

.26 

•  02 

.33 

.19 

.08 

.33 
•  12 

.09 
.09 
.02 
.08 
.24 
.08 


.04 
•  06 


.01 
.05 

.01 
.09 
.01 


.15 

•  16 
.02 

•  14 
.33 

•  20 

•  IS 

•  50 

•  25 

1.01 


-23d- 


CAPE    MAY    3    W 

ESSEX    FELLS    SER    BLDG 

GLASSBORO 

GREAT    MEADOWS 

NEW    MILr'ORD 

SEABROOK 

WANAOUE    RAYMOND    DAM 


•  49 
.05 

.11 
.01 
.01 

•  10 


■  following   St.ilon   Index. 
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Table  4    Continued 


wOOOCLIFF    LAKE 


ELIZABETHPORT 

ESSEX  FELLS  SER  BLCKi 

GREAT  MEADOWS 

1RVINGTON 

LI'TLE  FALLS  WATL°  CO 

NEWARK  WB  AIRPORT 

NEN  H1LFORO 

RAMwA* 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

ITATCHUNG 

■ESTFIELD 

WOOOCLIFF  LAKE 


ELUABtTHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

HIGHTSTOWN  PUMPING  STA 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

Ll"-eEfiTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAQUE  RAYMOND  DAM 

WATCHUNG 

WESTF1ELD 

WOODCL1FF    LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

FREEHOLD 

GREAT  MEADOWS 

LUMBERTON 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

SPR1N6FIELD 

TRENTON  WB  CITY 

WOODCLIFF  LAKE 


HOURLY  PRECIPITATION 

A.  M.  Hour  Ending 
1  2  3  4  5  6  7  8  9  10         11  12  12  3 


•03  .01  401 


-27th- 


-28th- 


•  87 

•  65 

.10 

.04 

* 

# 

* 

* 

» 

• 

.18 

.15 

.05 

.05 

.01 

.03 

•  19 

.02 

.01 

.12 

.25 

.06 

.10 

.08 

•  06 

-29th- 


.03 
.01 


-31st- 


NEW  JERSE 
JULY    195 


P.  M   Hour  Ending 

4  5  6     I      7  8     j      9 


•3 

is 

10 

11 

„ 

•  0 

.20 

.2 

.31 

•  6 

•01 

.42 

•  48 

•  9 

* 

* 

• 

.02 

.33 

•  4 

.24 

.23 
.21 

.19 

.4 
•  4 
.1 

.34 

.50 

.8 

*5 

.05 
.20 

.06 
.06 

3.4 
.2 
.0 

.04 

•  11 

•  3 

4.3 
2.4 

•  4 
4.5 

01 

.1 

* 

3.60 

3.6 

2.2 
.5 

t*«    following    Sti 


DAILY  TEMPERATURES 


- 


Day  t 

>i  Month 

16    17 

30 

31 

f 

i      a      3 

'    ! 

SO   8. 

'0   6.'   Ml 

10    II    It 

13   M   19 

IS 

II   20 

21   22 

23 

H 

n 

21 

< 

■                MA* 

MIN 

M   oa  ew 

SO  :■■ 
63   6< 

77 
69   68   64 

77   79   74   SO 
69    M 

01 
67 

ri 

SO  so 

6  7   66 

SO 

'  1 

92 

'1 

" 

76 
TO 

•I 

66 

.4 

SI 

11 

7S 

SO 

ri 

- 

• 

M|4 

8-    DA   •' 

70   54   -w 

86   82   8  1 

61   H   -.8 

87   86   8  7 
11   -I   M 

40   SS   "0 
61   65   67 

S3   87   mi 
70   66   61 

90 
65 

65 

64 

S6   SI 

I? 

90 
70 

91 

16 

41 
'0 

SI 
66 

84 
54 

4« 
71 

SO 
68 

S6 
67 

41    06.4 

69   '.4.1 

M  N 

SO   86   67 
61 

S2   79   6  1 
61   6  • 

90   90   90 
.4   |  ' 

41   •] 

63   62   68 

82  ■'■■ 
65   67 

92 
65 

86 

6  1 

75 
56 

79   SO 

64   52 

85   84 

87 
68 

84 
65 

64 
IS 

■1 

54 

■1 

87 

64 

SI 

6> 

90 

6/ 

42   04.4 
66   60-6 

MMNTON                        "»» 
MIS 

69   78   SI 
6)   64   »« 

86   82   77 
58   66   60 

78   87   se 

52   58   9! 

•6   86   BS 
64   62   65 

86   82   86 1 
68   66   561 

89 
62 

BO 

67 

62 
67 

ri    '• 

67   68 

7  1 
61 

SO 
55 

SI 

71 

86 

Bl 

67 
56 

04 
64 

90 
64 

70 
64 

»4 

n 

Hi         */.>■ 
66   61.2 

MIN 

as       S)   84 

64   64   64 

81   81   80 
65   66   60 

84   82   85 
57   61   65 

84   83   85 

64   68   71 

82   8- 

72   68   70 

85 
70 

87 
69 

81 
64 

88   78 

65   6) 

83 

1,1 

69 
71 

90 
75 

87 
'0 

82 

70 

SS 

4/ 

re 

87 
69 

78 
69 

89 

70 

84    64.1 

ST. 

IURL1NGTON                    MAX 
HIM 

82   S7  ' 

64 

87   80   82 
72   67   60 

•9   90   91 
65 

90   92   91 
65   67   68 

89   86   88 
72 

92 

72 

80 
67 

83 
69 

85   79 

64 

83 

81 

70 

SS 
72 

87 

87 

90 

■9 

85 
68 

81 
68 

88 
71 

43   86.  1 
67 

.x      .    .                      MAX 
MIN 

TO   8  3   84 

».   6-   61 

87   83   80 
5S   62   56 

SI   91   89 
48   57   57 

88   84   90 
63   62   66 

88   84   87 
68   67   58 

90 
63 

92 
68 

89 
6fi 

74   79 
68   54 

/4 
44 

82 
66 

85 

70 

68 

84 
56 

87 
55 

42 

61 

94 
65 

71 
66 

85 

6  7 

89 

64 

86.0 
61.6 

CAPt  "*•                             M«V 
MIN 

84   81   79 

70   72   71 

83   81   81 
69   70   7  1 

81   77   82 
72   69   62 

85   79   80 

68   70   71 

80   82   83 

64   68   68 

85 
69 

85 

70 

8< 

10 

85   80 
72   67 

82 
64 

81 

71 

90 
73 

80 

70 

84 
61 

11 

85 
72 

80 
72 

80 
69 

68 

83.0 
69.4 

CMARLOTTEBURG                 MAX 
MIN 

6  7   7  3   80 
61   62   A' 

81   79   75 
51   60   67 

76   87   84 
44   50   55 

79   86   86 
5  7   68   60 

85   80   86 
67   60   62 

84 
60 

89 

64 

BO 

63 

78   72 
64   53 

n 

43 

77 
55 

80 
69 

BJ 
54 

81 
50 

86 
55 

99 

88 
64 

73 
62 

80 
66 

87 

6j 

80.7 

• 

CHATSWORTM  5  S                M«» 
MIN 

86   87   89 
66   57   58 

84 
58 

90        91 
51        61 

92   91   93 
62   64   65 

91   91   92 
67   65   62 

94 
66 

90 
65 

76 
64 

90   81 
63   60 

8" 
56 

92 

67 

93 
73 

87 
67 

85 
42 

93 
52 

M 

64 

89 
64 

78 
67 

87 
68 

94 

0  4 

88.9 
61.0 

CLAYTON                        M*» 

MIN 

82   84   87 
69   61   62 

83   78   82 
62   65   57 

87   85   86 
56   63   62 

85   87   88 
65   65   69 

82   88   87 
70   70   65 

89 
69 

87 
72 

82 

70 

87   87 
65   61 

85 
59 

92 

71 

91 

71 

62 

64 

87 
64 

90 
59 

45 
70 

92 
68 

80 
69 

87 
69 

41 

64 

86.3 
65.7 

ELIZABETH                      MAX 
MIN 

81   86   89 
65   58   59 

84   81   81 
61   66   58 

91   92   98 
54   60 

85   92   90 

84   88   88 
68   62 

93 
62 

85 

73 

BS 

71 

8w   80 
66 

83 

54 

84 
70 

89 
82 

85 

87 

95 

97 

89 
65 

83 
61 

91 
73 

94 

87.5 

ESSEX  FELLS  SER  bl  .         H*» 

M|N 

70   72   81 
62   58   56 

85   82   78 
60   60   53 

80   84   87 
50   62   58 

88   88   89 
64   62   67 

87   81   86 
68   65   58 

89 
64 

92 
65 

80 

64 

73   77 
63   52 

77 

50 

80 

55 

82 
68 

85 
88 

82 

55 

85 
57 

91 

6  3 

92 
62 

74 
64 

82 
64 

69 
66 

82.8 
60.4 

FLEMINGTON  1  NE 

«AX 
<1N 

82   82   87 

6»   54   55 

85   78   79 
58   55   56 

88   86   87 

47   55   54 

88   88   86 
60   61   65 

82   85   90 
68   67   57 

92 
64 

87 
66 

n 

67 

81   78 
63   54 

83 
48 

86 
67 

86 
69 

85 
64 

87 
54 

92 

56 

94 

64 

91 
65 

84 
65 

84 
67 

•  0 

64 

86.5 
60.4 

FREEHOLD 

«AX 
'IN 

82   83   86 
65   59   61 

82   80   79 
62   65   56 

88   86   39 
53   57   57 

88   91   88 
64   63   65 

82   85   89 
68   67   63 

88 
63 

82 
68 

75 
67 

85   78 
65   58 

83 
55 

87 
60 

86 

70 

83 

65 

83 
58 

92 

59 

94 

67 

87 
66 

81 
67 

88 
70 

90 

67 

86.2 
62.9 

MAMMON TON 

4AX 

"IN 

81   83   87 
66   64   69 

82   80   84   91   90   91 
58   60   57   52   58   55 

89   89   94 
58   59   61 

90   89   92 
71   69   69 

91 
73 

37 
71 

78 
66 

90   86 
67   58 

91 

65 

93 
68 

96 

64 

do 

64 

87 
64 

91 

70 

as 

64 

88 
67 

86 

60 

86 
65 

93  |  88.1 
68  '  64.0 

HIGHTSTOWN  1  N 

4AX 

WIN 

82   85   88 
64   58   60 

82   75   80 
59   65   55 

88   90   89 
52   58   58 

89   92   90 
65   63   66 

82   85   91 
69   68   60 

91 
68 

95 
67 

74 
67 

83   80 
64   57 

86 

52 

87 
70 

88 

71 

81 

6S 

85 
57 

94 
57 

96 

68 

86 
67 

81 
67 

89 

70 

93   66.4 
68   63.1 

INDIAN  MILLS  2  ' 

WAX 

JIN 

84   84   89 
67   56   58 

82   80   80 
58   63   58 

90   90   89 
49   52   56 

88   90   90 
64   61   66 

86   90   92 
67   66   60 

91 
66 

90 
65 

79 
70 

87   80 
63   59 

86 
51 

91 
68 

92 

74 

86 
66 

B7 
61 

91 
53 

95 
65 

83 
68 

78 
67 

88 

67 

91   87.0 
66   62.2 

JERSEV  CITY 

WAX 
WIN 

76   80   88 
62   63   63 

76   76   78 
68   62   60 

83   80   81 
60   65   65 

84   83   78 
67   67   68 

79   83   85 
69   69   67 

82 
70 

78 
68 

70 

67 

75   76 
64   57 

74 
60 

82 
66 

85 
72 

78 
66 

79 
63 

85 

69 

90 
70 

71 
65 

80 
64 

83 
70 

87   80.2 
71   65.7 

LAKEwOOD  2  ENt    v 

1 

WAX 
WIN 

85   84   85 
68   56   59 

85   80   80 
58   65   59 

85   86   88 
52   51   55 

88   87   86 
65   62 

82   82   87 
67   67   61 

87 
65 

81 
67 

75 
68 

86   78 
63   59 

61 
51 

86 
68 

89 

74 

84 
65 

80 
59 

91 
53 

94 
69 

82 
66 

78 
69 

85 

70 

90 

68 

84.4 
62.6 

LAHBERTVILLE 

MAX 
MIN 

81   84   89 
64   57   59 

87   78   80 
61   65   58 

88   89   83 
51   58   59 

89   90   89 
65   64   68 

82   87   91 
68   69   62 

92 
68 

87 
69 

77 

6  9 

78   79 
65   57 

83 
53 

87 

70 

86 

71 

85 

6  5 

88 
55 

93 
59 

9  5 
59 

90 
67 

35 
66 

89 
69 

91 

67 

86.4 
63.1 

LAYTON  3  NX 

MAX 
MIN 

75   83   85 
59   53   52 

80   78   79 
57   62   55 

88   36   86 

44   54   53 

88   88   83 

61   63   64 

80   86   88 
63   60   54 

87 
60 

81 
60 

73 
65 

77   77 
66   48 

45 

80 
63 

85 
68 

85 
58 

87 

58 

92 
56 

90 
59 

78 
63 

85 
62 

92 
63 

90 
65 

83.6 
58.5 

LITTLE  FALLS  WATER  CO 

MAX 
MIN 

70   80   85 
65   55   64 

87   82   80 

60   66   59 

82   90   89 
52   60   59 

90   90   89 
65   64   66 

30   84   88 
70   67   59 

89 

65 

92 

70 

83 
67 

74   80 
68   55 

79 

83 
68 

79 

70 

88 
6- 

85 
58 

88 
57 

92 
64 

92 
65 

72 
65 

86 
69 

90 
67 

34.5 
63.4 

LONG  BRANCH 

MAX 
MIN 

31   84   84 
69   60   63 

79   80   80 
63   63   59 

83   83   82 
55   60   59 

87   83   81 
68   65   68 

81   83   83 
69   68   65 

85 
69 

80 

70 

72 
68 

;  83   78 
64   60 

79 
55 

86 

70 

87 
70 

79 
65 

80 
62 

91 
60 

91 
64 

72 
67 

80 
70 

81 
71 

86 

70 

82.1 
65.0 

LONG  VALLEY 

MAX 

70   77   81 

64   78   71 

78   86   87 

86   87   87 

85   80  88 

86 

90 

83 

77   75 

77 

81 

82 

85 

80 

85 

90 

92 

68 

82 

86   82  . 1 

MIN 

bl   53   50 

52   63   53 

48   53   52 

57   61   64 

66   64   60 

53 

67 

66 

67   52 

47 

55 

69 

63 

58 

53 

53 

64 

63 

66 

62 

58.5 

MILLVILLE  CAA  AIRPORT 

MAX 
MIN 

85   84   88 
67   62   63 

85   80   80 
62   61   59 

88   85   90 
54   57   64 

87   87   89 
69   65   70 

87   88   38 
70   68   67 

88 
70 

90 

70 

85 
71 

1  87   80 
65   62 

85 
61 

92 

73 

92 

75 

86 
70 

1  88 
1  61 

90 

60 

95 
71 

89 

70 

80 
70 

88 
69 

91 

6  8 

87.0 
65.9 

MOORESTONN 

MAX 
MIN 

82   33   87 
67   62   62 

79   78   79 

60   62   59 

86   87   88 
52   58   58 

87   89   89 
66   64   65 

83   89   90 
70   68   62 

91 
68 

89 
67 

77 

69 

84   78 
64   59 

84 
54 

91 
70 

88 
72 

82 

67 

84 
61 

90 
60 

93 
70 

76 
68 

30 
68 

86 

69 

91 
68 

85.2 

64.2 

MORRIS  PLAINS  1  H 

MAX 
MIN 

78   83   85 
63   55   53 

84   77   79 
63   64   57 

86   86   86 
54   52   56 

86   87   88 
68   61   64 

86   86   88 
69   65   56 

90 
62 

89 
66 

80 
65 

75   77 
66   57 

80 
50 

80 
65 

85 
70 

86 
67 

86 

54 

90 

54 

91 

65 

87 
.  65 

83 
65 

35 
69 

89 
69 

84.5 
61.5 

NEWARK  W8  AIRPORT 

MAX 
MIN 

82   86   88 
66   61   63 

81   81   81 
67   64   59 

|  89   89   91 
59   63   63 

92   90   85 
67   67   70 

83   87   92 
71   71   66 

91 

J70 

83 
72 

75 

68 

83   80 
65   60 

80 
58 

87 
72 

88 
72 

83 
69 

85 
65 

94 
64 

96 
'0 

73 
66 

83 
67 

91 
71 

93 
70 

85.9 
66.3 

NEW  BRUNSWICK  EXP  STA 

MAX 
MIN 

81   83   86 
64   59   60 

j  85   79   79 

71   61   57 

I  85   86   87 
55   56   59 

87   37   38 
64   64   66 

85   85   88 
70   68   61 

'  88 
68 

81 
67 

75 
67 

81   77 
64   57 

82 
54 

85 
71 

86 

71 

83 
66 

34 
58 

90 
58 

92 
66 

90 

65 

31 
66 

86 
69 

BS 
68 

84.5 
63.5 

NEWTON 

MAX 
MIN 

70   75   82 
62   52   50 

85   79   76 
57   62   55 

I  78   89   83 
48   54   56 

88   89   89 
6}   62   65 

84   81   85 
66   63   63 

88 
62 

91 
65 

83   74   78 
64   65   52 

77 
46 

80 
64 

81 
68 

86   S3 
62   53 

36 
55 

92   91 
62   64 

69 

63 

83 

88   82.8 
62   59.6 

PATERSON 

MAX 
MIN 

75   82   87 
65   59   62 

90   83   84 
65   67   60 

84   92   92 
61   66   64 

92   92   92 
66   67   69 

87   85   91 
70   69   64 

|  70 

94 
71 

84   75   79 
68   68   58 

82   37 
57   6C 

84 
71 

90   85 
68   61 

88 
61 

95   96 
70   65 

74 
66 

85 
68 

93   86.8 
69   65.6 

PEMBERTON  1  E 

MAX 
MIN 

83   83   86 

61   53   59 

84   81   80 
61   64   56 

37   37   87 
50   54   56 

87   90   89 
64   62   66 

i  87   87   90 
68   68   62 

!  90 

61 

86 

67 

76 
68 

83   78 
64   59 

84 
53 

88 
68 

89 

73 

87 
67 

84 
60 

90 

55 

93   92 
65   68 

79 
67 

87 
67 

91   86.0 

64   4-2.3 

PHILL1PSBURG 

MAX 
MIN 

78   84   88 
62   57   56 

90   78   B4 
62   64   55 

86   90   92 

51   59   62 

94   92   91 
63   66   69 

85   86   9C 
67   67   54 

96 
1  66 

92 
68 

64 

68 

77   76 
68   54 

80 
50 

84 
68 

85 
69 

B7 
66 

88 
68 

92 
60 

98 
65 

90 
63 

30 
66 

36 
66 

90   86.9 
65   62.6 

PLAINFIELD 

MAX 
MIN 

80   83   87 
64   57   58 

83   78   79 
61   66   56 

88   89   89 
5  2   59   59 

89   90   88 
65   63   67 

i  83   38   91 
70   69   61 

90 
I  68 

85 
69 

74   81   78 
6  7   64   5  5 

83   85 
52   68 

a? 

70 

84   85 
65   57 

93 
38 

94 
68 

77 
66 

84 
69 

88 
63 

92   85.3 
68   6j.l 

PLEASANTVILLE 

MAX 
MIN 

81   83   87 
61   57   60 

36   84   81   81   84   80   81   84   80 
62   65   55   50   53   63   60   61   67 

81   84   85  |  83 
1  68   66   64  66 

84 
72 

88   7C   69 
67   72   61 

81   32 
58   82 

86 

71 

93   33 
70   66 

83 

52 

=  1   43 
70   7i 

83 
68 

85 
67 

64   84.1 
67   63.6 

RIDGEFIELO 

MAX 
MIN 

80   85   88 
67   58   58 

84   80   80   90   90   89   69   90   36 
64   68   59   55   64   64   68   67   71 

i  83   88   91  |  91 

70   69   64,6? 

83 
71 

78   81   79 
68   64   56 

84   84 
54   71 

87 
73 

83   89 

6^   60 

93 
60 

96   73 
67   65 

83 
66 

89 
71 

91   35.7 
70   65.1 

RUNNEMEDE 

MAX 
MIN 

,  85   85   87 
67   59   61 

81   78   80 
61   61   56 

88   88   89 
5  3   56   58 

69   89   90 
65   62   67 

,  84   89   92   91 

68   68   62   °7 

86 

69 

79   87   80 
69   64   67 

85   91 
55   70 

91 

73 

85   87 
65   60 

91 
59 

95   81 
67   67 

82 
67 

66 
6  8 

91   86.6 
67   63.5 

RUNYON 

MAX 
MIN 

84   85   83 
58   45   60 

85   85   88 
64   60   55 

90   90   90 
60   58   62 

94   92   92 
64   59   68 

B6   Bl   92  •  90 
!  68   60   =9   70 

oc 
70 

84   84   82 
c  .   56 

86   83 
68   68 

P9 

94   92 

66   70 

93 
71 

92   85 

64 

86 
68 

92 
63 

94   83. 2 

70   64.1 
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Table  5  Continued 

u 

t\l 

LI 

1 

LIV 

Ifl 

*IU 

11 

UI1 

iCC 

> 

JEW  JERSE 
JULY  195 

Daj 

01  Month 

! 

s 

> 

< 

1 

2 

3 

4 

s 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

,6 

17 

'    1 
18   19 

20 

21 

22 

23 

■ 

25 

26 

27 

28 

29 

30 

31 

RUTH€RFORD 

MAX 

MIN 

SANDY  HOOK 

MAX 
MIN 

SO 
69 

84 
68 

88 

71 

77 
73 

81 
67 

80 
00 

85 
62 

85 
65 

So 
03 

87 
66 

85 

68 

81 
67 

84 
67 

85 

69 

86 
66 

86 

69 

79 
69 

72 

67 

73 
67 

79 
65 

77 
62 

82 

72 

87 
73 

80 
69 

80 
66 

92 
65 

90 

71 

76 
67 

81 
68 

83 

71 

87 
72 

82.5 
67.5 

SOMERVILLE 

MAS 
MIN 

82 
63 

83 
66 

56 

85 
61 

78 
65 

81 
56 

89 
57 

88 
57 

87 
57 

89 
65 

90 
63 

8B 
0  7 

83 

69 

87 
67 

90 
69 

92 
66 

85 
68 

75 
68 

80 
68 

79 
55 

83 
51 

87 
70 

87 
71 

8' 
65 

87 
56 

91 
57 

94 

64 

90 
66 

84 
65 

88 

70 

92   85.9 
66  1  6  3.0 

SUSSEX 

MAX 

MIN 

62 

53 

b2 

59 

63 

56 

50 

58 

60 

59 

58 

00 

59 

65 

59 

65 

59 

00 

58 

45 

41 

59 

70 

55 

49 

52 

56 

56 

57 

61 

59  J  57.3 

TRENTON    NO  2 

MAX 
MIN 

84 
62 

85 
58 

88 

60 

82 
61 

60 
57 

81 
53 

90 
52 

88 
58 

90 
59 

92 

62 

90 
63 

90 

64 

85 
66 

91 
67 

92 
61 

92 
66 

90 
66 

7* 

63 

85 
60 

81 
55 

85 
52 

89 
66 

87 

68 

S3 
62 

88 
55 

92 

59 

95 
65 

79 
64 

84 
63 

89 
64 

91  I  86.9 
65  1  61.2 

TRENTON  KB  CITY 

MAX 
MIN 

83 

67 

8* 
64 

88 
67 

80 
67 

78 
63 

80 
59 

87 
59 

87 
64 

87 
64 

87 
67 

88 
68 

88 

69 

80 
71 

88 
72 

91 
67 

89 

71 

85 
70 

73 
68 

81 
64 

78 
61 

84 
60 

88 
72 

85 
74 

81 
69 

86 
63 

91 
66 

94 
72 

75 
69 

82 
68 

88 

70 

90   84.7 
70   66.9 

TUCKERTON 

MAX 
MIN 

WOODSTOWN  2  NH 

MAX 
MIN 

8* 
66 

84 
60 

83 

01 

87 
64 

83 
66 

78 

57 

79 
56 

86 
57 

86 
59 

89 
64 

88 
63 

87 

06 

89 
69 

82 
68 

87 

6  6 

89 
68 

90 
68 

86 

6  9 

81 
70 

85 
63 

79 

60 

85 
63 

91 
74 

90 
71 

83 
65 

85 

61 

90 
61 

93 
71 

85 
68 

80 
69 

86  '  85.5 
68   64.9 

EVAPORATION  AND  WIND 


Station 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

oo> 

PLEASAKTVILLE 

EVAP 

WIND 

.10 
34 

.  16 
29 

.19 
6 

.16 
29 

.18 
72 

.35 

80 

.19 
35 

.  19 
20 

.26 
65 

.30 
45 

.21 
35 

.26 
43 

.22 

32 

.22 
20 

.16 
14 

.19 
37 

.19 
33 

.16 
25 

.13 
21 

.22 
60 

.27 
11 

.18 
49 

.13 
37 

.22 
38 

.10 
24 

.16 
20 

.19 
60 

.19 

32 

.13 
55 

.03 
19 

.19 
8 

5.83 
1088 
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STATION  INDEX 


■  •01 


(     i ITT    •» 

■  ASS    RIVER    BTATI    rORSST 
ill  I  EPI  u» 

KH  wii. 


[Itauiag* 


■ILV10IRE 

BIKI   IS     I     « 

BRUV.l       v 
tURl.  I  NO  UiN 

(R    RESERVOIR 

ROOK 
CANTON 
CAPS  RAT  9  « 

CEDAR  GROVE 

CHARI OTTEBURG 
CHATHAM 
CHATSWORTH  5  S 

CLINTON 

CULVERS  I  Ala 

DSXPVATER 

ILIZABETH 

ELIZABETH PORT 

ESSl\  EKLLS  SERVICE  BLDG 

FIERI  NGTON  1  NE 
rORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT  MEADOWS 

GREENROOO  LAKE 

BARMONTCN 

BIGHTSTOWN  1  N 

BIGHTSTOWN  PUMPING  STATION 

INDIAN  RILLS  2  R 

I RV I NGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 
LAKEWOOD  2  ENE 
LAMBERTV1LLE 

LAYTON  3  NR 

LITTLE  FALLS  RATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO  SCS 
MARLTON  1  R 
MAYS  LANDING 

MIDLAND  PARK 

MILLV1LLE 

MILVILLE  CAA  AIRPORT 

MILTON 

MOORKSTOWN 

MORRIS  PLAINS  1  W 

RERARK  RB  AIRPORT 

KER  BRUNSWICK  EXPERIMENT  STA 

MEW  MILFORD 

MEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RURNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  S  NW 
TOMS  RIVER 

TBENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

IANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 


0325 

0528 
MM 
0721 

0729 
0787 
M01 

1028 
1211 

1327 
1335 
,  1343 
1351 
1472 

1582 
1590 
1598 
1708 
1749 

2130 
2209 
2644 
2652 
2768 

3029 
3102 
3181 
3291 
3416 

3516 
3662 
3951 
3956 
4229 

4  260 
4  339 
4596 
4627 
4635 

4735 
4887 
4987 
5003 
5055 

5071 
5197 
5244 
5252 
5346 

5503 
5576 
5581 
5597 
5728 

5769 
6026 
6062 
6146 
6177 

6460 
6560 
6775 
6843 
6974 

6979 
7079 
7131 
7328 
7372 

7393 
7545 
7587 
7817 
7825 

7833 
7869 
7936 
8194 
8402 

8423 
8644 
8680 
8685 
8816 

8878 
8888 
8899 
9135 
9187 


AT1.AN1  II 
CAMDEJ 

M  XI  I  K 

CAN  RAY 

MONMOUTH 

WARREN 

RllHKIS 

I  I  RB1R1  \NO 

BURLINGTON 

BDBSII 

SALEM 
CAP!  MAY 

ESSEX 

PA3SAII 

MIIRIUS 
BURLINGTON 

GLOUCESTER 
Ill  M'ERDON 

SUSSEX 

SALEM 
UNION 
UNION 
ESSEX 

HUNTERDON 

CUMBERLAND 

MONMOUTH 

GLOUCESTER 

WARREN 

PAS8AIC 

ATLANTIC 
MERCER 
MERCER 
BURL  I NGTON 

ESSEX 

HUDSON 

OCEAN 

OCEAN 
HUNTERDON 

SUSSEX 

PASSAIC 

MONMOUTH 

MORRIS 

BURLINGTON 

PASSAIC 
SOMERSET 
MONMOUTH 
BURLINGTON 

ATLANTIC 

BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

BURLINGTON 

MORRIS 

ESSEX 

MIDDLESEX 

BERGEN 

SUSSEX 

PASSAIC 

ESSEX 

PASSAIC 

BURLINGTON 

WARREN 

WARREN 

UNION 

ATLANTIC 

MERCER 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

CUMBERLAND 

SOMERSET 

MORRIS 

UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 


nil  l«ARE 
I  OAH  U 

COASTAL 

DELAWARE 

I 

PASS  A II 

DELAWARE 
DELAWARE 

PASS  All 
PASSAIC 

DH  »»ARt 
COASTAL 
PASSAIC 

PA88AII 

COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 
MULL1CA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


3»  22 
39  54 
39  35 

39  16 

40  10 

40  SO 

39  48 

III  54 

39  26 

40  04 


Tin*  ol 
ottMivallon 


I 
75  04 
74  2B 

74  24 

75  II 
74  51 


41  07   74  90 

40  45   74  2  1 

75  25 

74  57 

40  52   74  13 


41  03 
40  44 
39  48 

39  39 

40  38 


11 

10 

us 

11 

111 

40 

III 

as 

■111 

to 

10 

30 

38 

14 

10 

L5 

39 

ia 

10 

53 

ll 

0  9 

:i9 

38 

41 

in 

40 

l  1 

39 

18 

40 

4.1 

4  0 

4  4 
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REFERENCE   NOTES 

The    lour   digit    Identification   numbers    In   the   Index   number  column   of    the  Station   Index   are   assigned  on   a    state   basis.      There   will   be   no   duollcatlon  of 
numbers   within   a   State.  ^ 

figures   and   letters    following   the   Station   name,    such   as    12   SSW,    indicate   distance    In   miles   and   direction   from   the  post   office. 

Observation   times   given    in   the  Station    Index   are    in    local    standard   time. 

Delayed   data   and  corrections   will    be   carried  only   in   the  June   and   December   issues   of   this   bulletin. 

Monthly   and  seasonal   snowfall    and  heating   degree   days   for   the  preceding   12  months  will   be   carried   in   the  June    issue   of    this  bulletin. 

Stations   appearing   in   the   Index,    but    for  which   data   are   not    listed   in  the  tables,    are   either  missing   or   received  too  late  to   be   included  in  this   Issue. 

Unless   otherwise    Indicated,    dimensional   units   used   in   this   bulletin   are:       temperature   in   'P.,    precipitation   and  evaporation    in    inches,    and  wind  movement 
in  miles.      Degree   days   are   based   on   a   daily    average   of   65T.      Evaporation    is  measured    in   the   standard   Weather   Bureau   type   pan   of   4    foot    diameter   unless 
otherwise   shown  by    footnote   following  Table  6.  yp      p  *    diameter   unless 

Sleet    and  hall   were    Included    in   snowfall   averages   in   Table    1,    beginning    with   July    1948. 

Amounts    In   Table  4   are   from   recording   gages.      Traces   are   not    shown. 

Amounts   in  Table    3   are   from   non-recording   gages,    unless   otherwise    indicated. 

Data    in   Tables   3,    5,    6   and  snowfall    in   Table   7   are   for   the   24   hours   ending   at    time  of   observation.      See   the   Station    Index    for   observation  time. 

Snow  on   ground    in  Table   7    is    at    observation   time   for   all    except    Weather   Bureau  and  C.A.A.    stations.      For   these   stations   snow  on   ground   values   are   at 

7 ;  30    p . b ,    E.S.T. 

-      No    record   in  Tables   3,    4,6      7   and  the   Station    Index.      No   record   in  Tables    2   and   5    is    indicated  by   no   entry.      When   hourly   precipitation   is   missing 
or   accumulated   for   several    days,    only   the  first    and   last    days   are   shown   in  Table  4.  '  missing 

+      And   also   on    a    later   d2te   or  dates. 

*      Amount    included   in    following  measurement,    time   distribution  unknown. 

6      Station   not    equipped  with    a    recording   gage.      See  Table   4   for   6-hourly  measured   amounts. 

B      Adjusted   to   a    full    month. 

E      Water   equivalent   of    snowfall   wholly   or   partly   estimated,    using   a   ratio  of    1    inch   water   equivalent   to   every    10   inches   of   new  snowfall 

U      1   to    9  days  of    record   missing;      see  Table   5    for  detailed   daily   record.      Degree   day   data,    if   carried   for   this   station      have   been    ad-lust 
"epresent    the   value    for   a    full   month. 


have   been    adjusted   to 

i   recording   gage.      All   other   data    in  Table   3   are   from  non-recording   gages. 
ire. 
Includes   total    for  previous    month. 


Daily   values   and  monthly   total    from   recording   gage.      All   other   data    in  Table   3   are   from  non-recording   gages 
T      Trace,    an    amount    too    small    to   measure. 


Subscription   Price:       15   cents   per   copy,    monthly   and  annual;    $1.50  per   year.       (Yearly   subscription   includes   the  Annual   Summary.)      Checks   and  money  orders   should 
fev"MenrPrlnting  0fflceaSWashingtone25D   D      CStat6S'      Re"Utan<:eS   and  correspondence   regarding   subscriptions    should   be   sent    to   the   Superintendent   of  Documents, 

W.R.P.C.,    Chattanooga,    Tenn .    9/17/51    800 
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CHATTANOOGA:   1951 


NEW   JERSEY   -   AUGUST    1951 


A.    E.    White,    Section  Director   -  Trenton 

WEATHER   SUMMARY 

Temperature  average  for  the  State  was  practically  normal.  It  was  the  driest  Au- 
gust for  the  State  as  a  whole  since  1944.  Average  precipitation  was  3.03  inches 
but  station  totals  varied  greatly,  sometimes  in  localities  only  a  few  miles  apart. 
The  least  monthly  total  was  0.90  inch  at  Lumberton,  Burlington  County,  while  the 
greatest  was  8.43  inches  at  Ringwood,  Passaic  County.  There  were  no  destructive 
storms.  Hail  was  unimportant  though  four  or  five  stations  reported  small  amounts. 
Sunshine  was   adequate. 

There  were  alternate  periods  of  hot  and  cool  weather  through  the  month  with  no 
very  extended  heat  wave.  The  ten  day  period,  8th  to  17th  was  generally  above  nor- 
mal in  all  areas.  The  number  of  days  with  90°  or  higher  ranged  from  none  at  several 
stations  up  to  10  at  a  few  places.  The  highest  temperature  recorded  was  96°  at 
Hammonton  on  the  10th,  and  the  lowest  was  38°  at  Layton  on  the  5th.  Highest  month- 
ly  average  was   75.7°    at   Cape  May   and   the   lowest   67.1°    at   Charlotteburg. 


Rainfall  of  the  month  was  mostly  of  the  thunderstorm  type  and  much  of  it  was  local 
in  character.  The  most  general  rains  were  around  the  11th  to  12th.  The  heaviest 
08  inches  at  Hammonton  on  the  11th,  and  3.34  inches  at  Lambertville 
Monthly  amounts,  as  a  rule,  were  much  greater  in  the  northern  half 
The  average  for  the  Highlands  was  4.50  (+0.44);  Red  Sandstone  Plain 
Southern  Interior  2.50  (-1.21);  Sea  Coast  1.63  (-1.68)  inches.  The 
departure  from  normal  of  these  areas,  for  the  first  eight  months  of  1951,  is  as 
follows:  Highlands  +7.78;  Red  Sandstone  Plain  +3.43;  Southern  Interior  -3.75;  and 
Sea  Coast    -4.79   inches. 


falls   were   4 
on   the    13th. 
of   the  State. 
3.78    (-0.27); 


The  deficiency  in  rainfall  which  began  in  the  spring  months  over  Southern  New  Jer- 
sey increased  decidedly  in  both  July  and  August,  affecting  adversely  yields  of  the 
staple  crops  in  many  localities.  Crop  conditions,  however,  have  generally  been 
satisfactory   in  north   Jersey.      -     G.W. 


ACKNOWLEDGMENTS 


In  addition  to  the  c  1  lmato  logical  data  from  some  6,000  Weather  Bureau  and 
cooperative  weather  stations,  this  bulletin  series  contains  records  from  Hydro- 
cllmatlc  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic 
Bulletin  Series.  The  Hydroclimatlc  Network  is  a  nationwide  net  of  rain  gages-- 
mostly  of  the  recording  type  which  produce  continuous  records  of  precipitation. 
It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  provide 
records  of  rainfall  intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation  has   transferred   about   $25,000  per  year   to    meet    the    increasing   needs 


of   their    program   in   the  Western   States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimatic 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which  were 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  States, 
but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories.  A  list  of  locations  where  reference  copies  of  the 
Hydrologic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application    to    Chief,    U.S.    Weather    Bureau,    Washington   25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as   listed    in    the  Station    Index. 
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70.8 

98 

35 

2.44 

0.0 

8 

1924 

71.9 

102 

38 

4.40 

0.0 

8 

1925 

71.0 

93 

35 

2.10 

0.0 

7 

1926 

72.6 

101 

38 

6.58 

0.0 

14 

1927 

67.1 

89 

37 

8.55 

0.0 

12 

1928 

74.5 

99 

45 

6.72 

0.0 

13 

1929 

69.8 

97 

39 

2.58 

0.0 

9 

1930 

71.1 

101 

34 

3.32 

0.0 

6 

1931 

73.5 

101 

45 

5.10 

0.0 

12 

1932 

73.5 

99 

44 

2.75 

0.0 

7 

1933 
1934 

72.7 
69.8 

101 
100 

45 
33 

10.53 

0.0 

0.0 

14 
10 

3.61 

Year 

Temperature 

Precipitation 

a 
3- 
a 

e 
> 
< 

e 

A 

i 

1 

J 

s 

e 
e» 

1 
8 

> 
< 

<   a 

-si 
iz 

1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 
1951 

PERIOD 

72.4 
74.2 
75.2 
75.4 
75.3 

69.4 
71.0 
71.3 
73.2 
73.9 

71.2 
69.2 
74.7 
73.2 
74.7 

71.3 
72.3 

72.0 

98 
101 
100 
100 

98 

95 
97 
98 
99 
104 

97 

93 

100 

106 

106 

96 
96 

36 
44 
45 
41 
50 

32 
34 
35 
39 
35 

40 
38 
42 

41 
36 

39 
38 

2.57 
4.14 
6.82 
3.09 
7.03 

5.96 
4.06 
8.24 
2.16 
2.79 

4.37 

4.49 
3.83 
5.60 
3.60 

4.97 
3.03 

4.67 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

T 

T 

T 

8 
10 
14 

8 
11 

12 

9 
11 
6 
6 

8 
12 
9 
9 
9 

See  reference  notes  following  Station  Indei 
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CLIMATOLOGICAL  DATA 


Table  2 

AUGUST    1951 

Temperature 

Precipitation 

■ 
0» 

a 
8 
> 
< 

•  i 

t  a 
|| 

e  o 
QJJ 

• 

M 
1 

• 
D 

1 

S 

.3 

e 

a 

-3 
8 

Q 

No.  of  days 

1 
o 

i] 

S.B 
e  o 
OJJ 

S 

s 
1 
& 

• 

% 

a 

Snow.  Sleet.  Hail 

Nc 

.  of  days 

Station 

So 

3  -a 

S   o 

m  -i 
2   8 

I 

Max.  depth 
on   ground 
at  obsn. 

e 

<3 

! 

0 

0 

0 

3 

• 

5 
a 

o 

o 
m 

§1 

ATLANTIC    CITY    WB 

BELLEPLAIN 

BELVIDERE 

BOONTQN 

BRIDGETON 

73.6 
73.7 
71.2 
70.2 
73.9 

1.1 

1.3 

-  0.2 

-  0.2 

-  0.9 

92 
93 
92 
91 
89 

1 
16 
30 
31 

1+ 

56 
49 
45 
47 
52 

5 

5+ 
5  + 
6 
5 

1 
1 
9 

0 

1 
9 
5 
1 
0 

0 
0 
0 
0 
0 

1.15 
2.22 
6.00 
3.30 
2.04 

-  3.34 

-  2.26 
1.18 

-  1.15 

-  2.60 

.44 

.73 

2.95 

1.41 

.67 

22 
25 
16 
11 

7 

.0 
.0 
.0 
.0 
.0 

0 
0 
0 
0 

0 

10 
5 
9 
6 

7 

0 
2 

3 
2 

1 

0 
0 
3 
1 

0 

BURLINGTON 
t  CANOE    BROOK 
CAPE   MAY    3   W 
CHARLOTTEBURG 
CMATSWORTH    5    S 

71.5 
75.  7M 
67.1 
72.9 

0.8 

3.0 

-    1.2 

92 
92 
89 
95 

2  + 

1 
31 
30 

54 
45 

41 
44 

5 
5 

6 
6 

0 

4 

5 
1 
0 
7 

0 
0 
0 
0 
0 

1.24 
2.92 
1.B6 
2.60 
1.12 

-  4.13 

-  2.34 

-  2.68 

-  2.03 

.73 
.63 
.75 
.86 
.50 

25 

8 

8 

17 

12 

.0 
.0 
.0 
.0 
.0 

0 
0 
0 
0 
0 

5 
9 
B 

7 
7 

1 
3 
2 
2 
1 

0 
0 
0 
0 
0 

CLAYTON 

ELIZABETH 

ESSEX    FALLS    SER.    BLDG 

FLEMINGTON    1    NE 

FREEHOLD 

73.8 
73. AM 
70.4 
71.2 
72.4 

0.5 
0.0 

-  1.7 

-  0.5 

93 
93 
91 
93 
90 

30 
3  0+ 
31 
10 
1+ 

50 
50 
48 
42 
47 

5 
6 
5 
6 
5 

0 
0 

10 

4 

4 
7 
2 
3 
2 

0 
0 
0 
0 
0 

4.07 
3.19 
2.71 
2.75 
2.67 

-  1.07 

-  1.18 

-  1.99 

-  1.82 

2.15 
1.20 

.86 
1.03 

.80 

11 
12 
11 
11 
22 

T 

.0 

.0 

.0 

.0 

0 
0 

0       • 
0 
0 

8 
9 
7 
10 
8 

2 
3 
2 
1 
2 

1 
1 

0 

1 

0 

HAMMONTON 
HIGHTSTOWN     1    N 
INDIAN   MILLS    2    W 
t  JERSEY    CITY 
LAMBERTVILLE 

73.7 
72.6 
72.2 
72.0 
73.0 

-  0.4 
0.4 

-  0.4 

-  1.9 
0.7 

96 
95 
93 
88 
92 

10 

10 

16+ 

30 

30 

48 
47 
42 
56 
46 

5 
5 

5+ 
5+ 
5 

0 

3 

10 

1 

4 

10 
5 

7 
0 
4 

0 
0 
0 
0 
0 

4.84 
2.94 
1.58 
2.66 
5.64 

.15 

-  1.70 

-  4.16 

-  1.78 
1.01 

4.08 

1.19 

.81 

.89 

3.34 

11 
13 
12 
13 
13 

.0 
.0 
.0 
.0 
.0 

0 
0 
0 
0 
0 

5 
10 

5 
10 

9 

1 
2 

1 
1 
3 

1 
1 

0 
0 
2 

t  LAKEWOOD   2    ENE 
LAYTON    3    NW 
LEESBURG    STATE    FARM 
LITTLE    FALLS    WATER    CO 
LONG    BRANCH 

71. 5M 

68.2 

72.9 

72.3 

72.1 

0.1 
-    0.5 

0.2 
0.4 

90 
91 
91 
93 
88 

1  + 
30 
30 
31 

1 

46 
38 
50 
49 
54 

6 

5 
6 

5+ 
6+ 

9 
33 

0 

2 
3 
2 
6 

0 

0 
0 
0 
0 
0 

U08 
2.54 
3.20 
3.15 
2.36 

-  4.13 

-  1.63 

-  1.64 

-  2.45 

.19 
1.37 

1.26 
.85 

22 

13 

11 
21 

.0 
.0 
.0 

T 
.0 

0 
0 
0 
0 
0 

8 

13 

11 

7 

8 

0 
1 

2 

0 
1 
0 

1 

0 

LONG    VALLEY 
MILLV1LLE    CAA   AIRPORT 
MOORESTOWN 
MORRIS    PLAINS    1    W 
NEWARK    WB    AIRPORT 

68.9 
74.1 
72.9 
70.8 
74.2 

-    0.5 
0.3 
1.2 

91 
92 
94 
89 
91 

31 
10+ 
10+ 
1+ 
30 

42 
50 
49 
47 
57 

6 
5 
5 
6 
5+ 

0 
1 
7 
0 

1 
5 
5 
0 
5 

0 
0 
0 
0 
0 

3.16 
6.08 
1.04 
5.23 
2.56 

-  1.87 

-  3.87 

-  2.36 

1.00 
2.67 

.39 

3.16 

.76 

16 
11 
13 

11 
25 

.0 
.0 
.0 
.0 

T 

0 
0 
0 
0 
0 

7 
10 
6 
8 
9 

3 
4 

0 
2 

2 

1 
1 

0 

1 

0 

NEW    BRUNSWICK    EXP    STA 

NEWTON 

PATERSON 

PEMBERTON    1    E 

PHILLIPSBURG 

72.2 
67.8 
74.3 
73.1 
72.7 

0.0 

-  2.6 

2.0 

-  1.2 
1.0 

89 
90 
96 
93 
93 

10+ 
31 
1 
10+ 
15 

49 
40 
53 
46 
47 

5 
5 
6 
6 
6 

6 

4 
2 

0 
1 
7 
10 
6 

0 
0 
0 
0 
0 

2.98 
2°.  99 
2.62 
1.75 

5.13 

-  2.03 

-  1.39 

-  2.13 

-  3.03 

.53 

.65 

1.26 

.79 

.46 

1.90 

11 
13 
16 
11 
16 

.0 
.0 
.0 
.0 

T 

0 
0 
0 
0 
0 

10 
9 

7 
6 
7 

3 
2 
2 

0 
4 

0 

1 

0 
0 

1 

PLAINFIELD 

PLEASANTVILLE 

RIOGEFIELD 

RUNNEMEOE 

RUNYON 

72.5 
71. 6M 
72.8 
73.3 
75.2 

0.6 

-  0.5 
0.8 

-  3.5 

93 
93 
92 
95 
94 

30 
2 
30 
10 
14+ 

48 
46 
52 
48 
39 

6 

6 

5+ 

5 

6 

3 

1 
2 

11 

3 
2 
3 
6 
12 

0 
0 
0 
0 
0 

4.02 
1.89 
2.05 
2.14 
2.55 

-  1.03 

-  3.27 

-  2.42 

-  2.17 

.83 
.93 
.78 
.79 
.60 

16 
26 
15 

12 
11 

.0 
.0 
.0 
.0 
.0 

0 
0 
0 
0 
0 

12 
8 
6 
B 
8 

4 
1 
2 
1 
3 

0 
0 
0 
0 
0 

RUTHERFORD 
SANDY    HOOK 
SOMERVILLE 
SUSSEX 
TRENTON    NO   2 

73.5 
72.4 
69.2 

71.4 

1.0 
0.1 

-  0.9 

-  2.1 

88 
92 

93 

1  + 
10+ 
30 
10 

59 
47 
45 
46 

6 
6 

5+ 
5 

0 

2 

34 

5 

0 
3 
0 

7 

0 
0 
0 
0 

1.35 
6.40 
3.12 
3.80 

-  3.63 
1.59 

-  1.35 

-  1.10 

.38 
2.88 
1.90 
1.83 

22 

11 
13 
12 

.0 
.0 
.0 
.0 

0 
0 
0 
0 

8 
11 

7 
8 

0 

3 
2 
2 

0 

1 
1 
1 

TRENTON   WB   CITY 
TUCKERTON 
WOODSTOWN    2    NW 

73.6 
73.4 

0.6 

91 
92 

10+ 
17 

53 
51 

5 

5+ 

1 

3 
5 

0 
0 

3.44 
2.91 

-    1.31 

1.78 
1.08 

12 
20 

.0 
.0 

0 
0 

7 
8 

2 
2 

2 

1 

STATE 

72.3 

0.3 

3.03 

-    1.64 

T 

T  DATA  RECEIVED  TOO  LATE  TO  BE 
INCLUDED  IN  STATE  AVERAGES. 


See  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


- 


i  in  ii 

W!ts    RivIK    ST    FOUIST 

■SUJIMAIN 

8ILMAA 

■LV1WHI 

III    IK    1    • 

Mono* 

Uiwrr»> 
■ihii  iwoton 

cahistiah  ujiiwii 
CJmcu  mom 

CAHTOH 

CAFt   111.11 

C1F«    WT    3    • 

C1DAR  OROVI 
CIARI  OTTIBUKl 
CIA THAN 

OUTMOimi    5    S 
CLATTOM 


D»r  ol  month 


nnnv.Ti'N  ■    -.> 

FREEHOLD 

FREEHOLD 

R 

GREAT    MEADOWS 

R 

CRKKSOiaOP    LAD 

RAMMONTON 

■1GHTSTOHN    1    H 

eiGHTSTOtN    PIMPING 

STA   R 

INDIAN    HILLS    2    ■ 

I  IT  I  NCTOH 

R 

JERSEY   CITT 

LAKE BURST    AIRPORT 

R 

LAKEWOOD   2    SHE 
LAHBERTVILLE 
LAYTON   3    HI 
LEESBirRG    STATE   FARM 
LITTLE    FALLS    HATER   CO 

LITTLE    FALLS    HATER    CO 
LONG    BRANCH 
LONG    VALLEY 
LUMBKRTON 
NACOPIN    INTAKE 

■AHVILLE 
MARLBORO   SCS 
MARLTON    1    W 
HAYS    LANDING 
MIDLAND   PARK 

MJILLVILLE 

1ILLVILLE    CAA    AIRPORT 
MILTON 
MOORE STOHH 
MORRIS    PLAINS    1    W 

NEWARK    HB    AIRPORT 
NEW    BRUNSWICK    EXP    STA 
NEW    MILFORD 
HEW    MILFORD 
HEWTON 

OAK  RIDGE    RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON    1    E 

PHILLIPSBURG 

PBILI.IPSBURG    BRIDGE 
PLA INFIELD 
PLEASANTVILLE 
PRINCETON    WATER    WORKS 
QUAKERTOWN 

RAHWAY 
RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUKNEMEDE 

RUNYON 
RUTHERFORD 
SANDY   HOOK 
SEABROOK 
SOMERVILLE 

SPLIT    ROCK    POND 
SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDE SBORO   5    NH 

TOMS    RIVER 
TRENTON         NO    2 
TRENTON   HB  CITY 
TOCKERTON 
VINE  LAND 

WANAQUE    RAYMOND   DAM 
HANAQUE    RAYMOND    DAM 
HATCHUNG 
HESTFIELD 
HESTFIELD 

WOODCLIFF  LAKE 
HOODCLIFF  LAKE 
HOODSTOWN    2    NH 


10 


II   12   13   M   IS   10   17   IB   IS 


l.OB 

i  .lie 


2.41 

39 
75 


1.08 
.52 


.10 
T 
1.00 

36 

.15 
.04 


212323242326      27     28 


73 
.01 


1.90 
1.89 


1.11    1.01 
.25 
.33 


.80 
.54 

.60 


.28 
.33 
.03 


.37 
.02 
.11 
.04 


.76 
.04 
.32 
.32 


.30| 
.51 

.15 


.05 
.20 
.18 


.15 
.24 
.18 


.11 

.OS 
.13 


5.46 
5.37 
2.91 


S«*  rstoranc*  nota*  following  Station  InilOT, 
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Tab!.  4 


HOURLY  PRECIPITATION 

A.  M.  Hour  Ending 


NEW  JERSEY 
UGUST    1951 


12         3 


CAPE  MAY  3  ■ 
LONG  BRANCH 
WANAOUE  RAYMOND  DAN 


ATLANTIC  CITY  KB 
CAPE  NAY  3  « 
HIGHTSTOWN  PUMPING  STA 
MILLVILLE  CAA  AIRPORT 


ATLANTIC  CITY  WB 

CAPE  MAY  3  If 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

6REAT  MEADOWS 

IRYINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE  RAYMOND  DAM 

WATCHUNG 

WESTFIELD 

WOOOCLIFF  LAKE 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ELIZABETHPORT 

ESSEK  FELLS  SER  BLDG 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEW  MILFORO 

RAHWAY 

SPRINGFIELD 

WANAOUE  RAYMOND  DAM 

WESTFIELD 

WOOOCLIFF  LAKE 


NEW  MILFORD 
WANAOUE  RAYMOND  DAM 
WOOOCLIFF  LAKE 


ELIZABETMPORT 

ESSEX  FELLS  SER  BLDG 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SPRINGFIELD 

TRENTON  WB  CITY 

WANAOUE    RAYMOND    DAM 

WATCHUNG 

WESTFIELD 

WOOOCLIFF  LAKE 


ATLANTIC  CITY  WB 

FREEHOLD 

MARLBORO    SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 


ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

IRVINGTON 


.02   .11   .11 


.08   .06   .02 


•13   .12   .02 


P.  M.  Hour  Ending 


-lst- 


-3d- 


-7th- 


.09   .12   .07]       .02   .01 


.03   .01 
.01   .01 

•  02 


.03 
.01 
.03 


•01   .01   .03 


.01   .05   .01 


•  01 

•  01 


-8th- 


-9th- 


-10th- 


-11th- 


-12th- 


•07   .02   .04 


.03 

.11 
.03 


.01   .02   .07 


.15 

.02 

.01 

.02 

•  80 

.13 

.08 

•  92 

.2* 

.39 

.24 

.0'.   .08   .07 


.0? 
.07 


02 

.17 

06 

.45 

06 

.29 

03 

.52 

.08 

.24 

07 

.29 

03 

.10 

16 

.46 

04 

.37 

0  6 

.51 

.14 

00 

.23 

.62 

20 

.46 

02 

.14 

.19 
.74 
.11 


.10 
.42 


.08 
.02 
.02 
.03 


.02 
.12 

.02 


1.42 

•  7S 
1.20 
1.04 
1.24 

.75 
1.28 

•  55 
1.40 

.06 

.65 

1.08 

1.06 

1.50 


.01 

.20 

.08 

1.95 


.32 
.57 
.73 
.22 


!)••  r.f.r.w.  I 


foll'l.':!,    | 
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Tabl«  4    CwUlniMd 


HOURLY  PRECIPITATION 


HI  • 


A    M    Hour  t'.ndlng 


I1  M  Ravi  i.ihIii.'j 


LAKtHUKM     «l»POKT 
LIIILt    f*l l s    WATER    CO 
IONU    BKANLM 
LOMBtKIOH 

wmiiom  scs 

NILLVILLE 

NILLVILLE    CAA    AIRPORT 

M>«««.     >R    AIRPORT 

K>    NILFORO 

«A«w«< 

St  All  ROOK 

SPRINlaMELO 

TRENTON    *»    CUT 

WANAOUt    RirNOMI    DAM 

HKHUIIu 

WtSIFIELD 

WOOBCLIFF    LAKE 


IIVIM6T0N 
LAKtMURST     AIRPORT 
NILLVILLE    CAA    AIRPORT 


ELI2.ABETHFORT 

ESSEX    FELLS    SER    BLOS 

MEAT    MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  HATER  CO 

NEWARK  US  AIRPORT 

NEW  MILFORD 

RAHWAY 

SFHIN6F1EL0 

WANAQUE  RAYMOND  OAM 

WOOOCLIFF  LAKE 


ATLANTIC  CITY  WB 

ELIZABETMPORT 

FREEHOLD 

•BEAT     MEADOWS 

IRVINGTON 

LAKEMURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

MARLBORO  SCS 

NILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORO 

RAHWAY 

SEAS  ROOK 

SPRINGFIELD 

WANAQUE  RAYMOND  DAM 

WATCMUNG 

WOODCLIFF  LAKE 


ATLANTIC  CITY  WB 
NEW  MILFORD 
WANAQUE  RAYMOND  OAM 
WOODCLIFF  LAKE 


•      .20 

•oi  .01 


II   II 


•     I    10    II 


-13th- 


-14th- 


-15th- 


.01   .02   .01 
.OS 


•IS   .02 
•  12 

.30 


.01   .0'   ."••  .04 

.At  .20 
.02   .0)   .01 

.20  l./B 


./■> 
.»• 

.06 

l.»D 


-16th- 


-17th- 


-18th- 


OS 

.12 

1* 

.20 

.76 

1.00 

■  47 

OB 

.01 

01 

.12 

.Us 

US 

.08 

.05 

•11 

.«■, 

23 

.20 

15 

.02 

26 

.28 

02 

.01 

08 

.08 

18 

.02 

1.18 
2.47 


.18 

l.  jo 


.02 
.01 

.02 


.09   .01 

.01   .01 


•13   .OS   .01 
.01   .02 


•01   .06 

.05   .01 


.18   .05 
.12 


.01   .49   .10 


.02   .01   .02 


.us 
•  13 


.19 
.05 


•  60 

1.2s 


CAFE  MAY  3  W 


.05 


ESSEX  FELLS  SER  BLDG 
LUMBERTON 


-19th- 


-20th- 


ATLANTIC  CITY  WB 

ELIZABETH PORT 

FREEHOLD 

IRV1N6T0N 

LAKEMURST    AIRPORT 

LONG    BRANCH 

LUMBERTON 

MARLBORO   SCS 

MILLVILLE 

NILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

RAHWAY 


.03 
•  03 


.05 
.01 


.05       .08 
.17       .05 


.01       .01 
•  02 
.08       .06       .06 


.03      .05 

..2       .05       .02 


S*e   refereoc.   not..   follovlBC   St.tlon    Iod*x 

-   99    - 


.08 
.15 
.30 
.05 

•  13 

.2* 
.09 
.50 

.08 
.49 


TabU  4    Continued 


HOURLY  PRECIPITATION 


A.  M.  Hour  Ending 


SEABROOK 
SPRINGFIELD 
TRENTON  MB  CITY 

•A1CHUNO 


ATLANTIC  CITY  KB 

CAPE  NAY  3  ■ 

EL1ZABETHPORT 

FREEHOLO 

LAKEHURST  AIRPORT 

LONG  BRANCH 

LOMBERTON 

NARLBORO  SCS 

NILLVILLE 

N1LLVILLE  CAA  AIRPORT 

NEHARK  HB  AIRPORT 

RAHI1AY 

SEABROOK 

TRENTON  KB  CITY 


ATLANTIC  CITY  KB 

CAPE  NAY  3  » 

LAKEHURST  AIRPORT 

LONG  BRANCH 

MILLVILLE 

NILLVILLE  CAA  AIRPORT 


GREAT  MEAOOHS 
LUMBERTON 
TRENTON  HB  CITY 
HESTFIELD 


ATLANTIC  CITY  HB 

CAPE  NAY  3  H 

ELIZABETH PORT 

ESSEX  FELLS  SER  8LDG 

FREEHOLD 

GREAT  MEAOOHS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  HATER  CO 

LONG  BRANCH 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEHARK  HB  AIRPORT 

NEH  MILFORD 

RAHHAY 

SEABROOK 

SPRINGFIELD 

TRENTON  HB  CITY 

HANAOUE  RAYMOND  DAM 

HATCHUNG 

HESTFIELD 

HOODCL1FF  LAKE 


ELIZABETHPORT 
FREEHOLD 

GREAT  MEADOHS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  HATER  CO 

MARLBORO  SCS 

MILLVILLE 

NEHARK  HB  AIRPORT 

RAMHAY 

SPRIN6FIELD 

HESTFIELD 


HIGHTSTOHN  PUMPING  STA 


•  12 

•22   .02 


•07   .12 

•  02 


-21st- 


NEW  JERSEY 
AUGUST  1951 


P.  M.  Hour  Ending 


-22d- 


-24th- 


-25th- 


-26th- 


02 

.04 

03 

•  09 

16 

•  01 

1 

-31st- 


.01   .01   .04 


.32 

.03 
.18 


•  22 

01 

.78 

la 

.85 

02 

.07 

.73 

03 

.03 

.03 

.33 

•  15 

1.06 

.02 
.38 


.20 
.91 
.16 
.21 
.11 
.05 


following  St 

100  - 


DAILY  TEMPERATURES 


i.i»  ii 


Si. »ii. mi 


ATLANtlL    lltr    Oil 

tfLLEPLAIN 

MLVIDtRE 

SOONTON 

IRIDOtrON 

•URLINGTON 

iW't    BROOK. 

CAPL    HAT     3    » 

CHARL0TTE6URG 

O4ATSW0RTH    J    S 

CLAYTON 

ELIZABETH 

ESSEX   FELLS   SEP    BLDG 

FLEMINGTON    I    NE 

FREEHOLD 

HAMMONTON 

HIGHTSTOWN    1    N 

INDIAN    MILLS    2     ■ 

JERSEY    CITY 

LAKEWOOD  2  ENE 

LAMBERTVILLE 

LAYTON  3  WW 

LEESBURG  STATE  FARM 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  CAA  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  KB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PLAINFIELO 

PLEASANTVILLE 

R1DGEFIELD 

RUNNEMEOE 


'I'l'    'I' 


M»> 
MlN 

M«X 

NIM 

MAX 
MlN 

MAI 

M1N 

MAX 

MIN 

MAI 
MIN 

«> 
MIN 

MAX 

MIN 

M«X 

MIN 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 


92    7»   76 
7  1   06   69 


92   90   ••' 

7*   59   ■■< 


•  «   «3 

71   52 


81   ST 

70   32 


«s  as  79 

■■«   »A   61 


7»   7? 

60   ->6 


7B   'S 

•>g   «g 


77   70   82 
56   45   45 


7S   73 

50   AS 


77   77   80 


75   75   78 

63   54   60 


91   92 
72   52 


SB   8*   77 

63   AS   «6 


87   SO 
56   *9 


90   8*   82 
72   59   57 


92   SA   81 


90   88   80 
70   50   53 


90  87  SO 

72  5*  5* 

93  85  90 

71  51  58 

92  82  81 

73  5*  52 

91  8«  80 

72  53  50 

87  75  76 

67  59  63 

90  85  82 

73  52  48 

90  8A  82 

73  52  55 

86  80  80 

69  A5  46 

90  82  79 
75  59  55 

91  89  83 
64  58  54 

88  76  82 

70  58  56 

88  87  80 

69  52  49 

91  85  81 
73  61  59 

89  84  81 

70  56  56 

89  83  75 

71  50  50 

90  81 

68  62  59 

88  88  79 
73  55 

89  87  80 

72  47  49 

96  93  84 

72  62  59 

90  90  81 

72  56  52 

90  88  85 

71  54 

90  60 

73  55 

92  93 
73  60  55 

89  82  79 
67  55  57 

90  85  81 

73  55  56 


.  . 

,0 

11 

it 

79   7  7 
71    72 

SI 
7. 

n 

ii 

74 

62   67   01 


5%   61   65 


79   76 
55   45 


77   70   73 


58   50   53 

80   79   83 
56   53   50 


55  48  50 

79  76  7  9 

55  45  42 

76  76  80 

56  47  50 

SO  81  81 

59  48  51 

78  77  83 

56  47  48 

77  80  83 

59  42  42 

77  72  76 

60  56  56 


80   77   80 


78   75   80 
50   38   40 


78   80   79 

60   52   50 


65  58  54 

76  73  75 

55  45  42 

80  81  83 

58  50  52 

74  78  82 

57  49  50 

78  75  76 

58  51  47 

76  75  82 
61  57  57 

78  75  78 

59  49  50 

77  71  74 
55  40  41 

78  76  79 


78   78 
59   47 


56   50   47 
78   78   80 


57   52   48 


59   49   46 


77   77   80 
59   52   52 


80   80   83 


82   «4 
68   66 


66   82 
60   65 


66   79 
50   62 


85   93 
67   65 


84   89 
67   67 


82   88 
64   69 


76   62 
59   62 


78  82  89 

56  56  64 

73  82  67 

60  63  67 

78  84  92 

53  61  65 

69  82  90 

60  65  66 

71  83  90 

62  67  63 


75 

64   69 


82   85 
65   65 


83   89 

64   67 


68   80   88 


73  86  85 

62  63  65 

81  69  83 

54  61  65 

70  80  80 

62  68  69 

78  64  79 

46  58  63 

7  7  86  87 

62  67  66 


Day  Ol  M.m.iI. 
14  Ii       It   I'   IB 


13   14  IS 


90   87 
10   7J 


68  SB 

69  69 


66   83 

73   75 


88   90 
70   69 


82   86 
74   74 


84   87 
68   65 


93   88 
65   71 


91   84 
71   72 


90   HI 
71   71 


SO   82   S4   85   82 

7i    74     ri    n    i> 


86   N 

66   6  1    70 


19   20   21   22   23   24 


go  91 

63   68 


87   87 
62   65 


86   8)   84 
65   58   59 


86   68 

73   74 


I 


83 
02 

81 

08 

93   86   87 
67   68   69 


90   89 
66   71 


66   88 
68   6  7 


83   90 
67   65 


80   84 
61   65 


69   81   85 
63   66   70 


79   87 
62   66 


78 
57 

79  64  82 
47  51  61 

83  71  82 

57  61  65 

77  83  90 

61  63  65 

80  79  89 
60  63  64 

71  80  89 

55  64  68 

80  73  83 

62  62  63 

70  60  85 

56  63  70 

73  84  91 


90  85 

69  72 

96  92 

72  71 

95  85 

70  72 

92  86 

71  71 

81  85 

71  71 

88  85 


91   85 
71   71 


86   88 
56   66 


86   90   90 
70   68   70 


84   85   80 
71   73   73 


85   87 
67   66 


92   87 
73   72 


94   84 
71   72 


89   69 
67   71 


87   89 
72   72 


89   86 
69   71 


67   66   65 

85   90   89 
71   69   72 


93   93 
70   72 


90   89   87 
70   69   70 


89  88 

71  71 

82  87 

71  73 


95   86 
70   71 


83   84   ""  "'  " 

70   70    "  "  6,> 

87   92  ,  95  86  65 

75   78i  n  75  65 

87   89   88  82  83 

67   67  68  64  58 

89  87  89 

74  76  67 


82  85 

71  70 

84  86 
56  65 

88  92 
66  64 

87  88 

69  68 

90  90 

62  68 

86  88 
66  64 

87  88 
64  67 

85  86 

66  65 

90  87 

64  65 

89  69 
69  68 

89  89 

67  67 

84  82 

69  71 

84  90 

66  63 

89  88 

68  70 

88  89 

57  64 

83  86 

67  65 

88  90 

54  68 

82  85 

69  67 

86  86 
59  66 

87  89 

68  66 

87  88 

66  68 

87  86 
62  63 

90  90 

70  70 

86  87 

68  67 

85  87 
56  54 

88  92 
65  70 

89  89 

67  66 

90  93 
65  69 

88  87 

69  67 

85  83 

67  64 

90  87 

68  70 

89  89 
67  67 


86   80   82 
62   60   55 


91   89   85 
68   69   61 


92   88   84 

72   71   54 


84   88   88 
67   66   59 


89   82   83 

62   62   56 


87   87 
63   63 


BO   BO 
69   6B 


S6   SI 

•>g   5g 


S2   83 


78   B? 
53   53 


60   65 
85 


78   84 
52   57 


HI    77 
70   64 


J   28   27 


PA   74 
58   61 


76   79 


29   10   31 


It,       84 

II  '.'I 


90   68   61    7B   60    IV        If,        6  1   85   90 

10       '0   II 


112   H4   76   80 
61   1/   41) 


72   81 
45   52 


86   86 
50   59 


85   86 
58   64 


87   84 
51   61 


78   82 
50   58 


86   81 
68   58 


93   90   82 
69   72   58 


89   88   81 
66   67   58 


93   88   81 

67   69   57 


79   85   79 
70   68   62 


87   87   80 
68   68   59 


89   87   82 
65   66   56 


60   83   80 
66   62   50 


89   89   85 
70   74   64 


89   85   81 
66   67   58 


84   86   79 
70   68   61 


87   81   83 
61   61   54 


91   88   83 
71   68   61 


93   88   80 

69   68   56 


86   84   84 
64   60   54 


83   88   79 
68   69   62 


86   85   84 
66   66   59 


88   83   82 
62   60 


91   83 

66   66   64 


93   93   84 
66   69   59 


90   86   80 
63   65   58 


85   78   73 
65   54   51 


IJ 

61 

56 

•  1 

8) 

»» 

86 

90 

VI 

ni 

I  I 

56 

56 

61 

56 

|  | 

ri 

■0 

81 

85 

68 

91 

53 

54 

57 

60 

58 

10 

IV        Ml    81 
66    60   66 


83   84   85 


85   87 
65   65 


86   89 

72   72   63 


83   85   79 
67   67   59 


94   88   83 
69   68   59 


83  85 

55  62 

83  86 
55  61 

85  85 

54  63 

85  85 

49  62 

80  78 

60  66 

80  85 

50  57 

85  85 

55  63 

81  81 

50  50 

82  82 

55  63 

80  83 
54  60 

81  82 

56  66 

77  81 

49  51 

84  85 

57  64 

84  86 

54  62 

82  81 

50  55 

84  85 

60  66 

82  83 

56  61 

76  80 

47  53 

87  87 

58  63 

84  86 
52  60 

85  82 
54  63 

85  82 

54  60 

84  S3 

51  57 

85  83 

55  63 

85  85 

55  63 


71  61  59 

84  76  71 

62  45  46 

86  82  79 
69  50  49 

83  79  74 

66  -  56  57 

87  60  61 

67  57  53 

86  80  75 

64  51  49 


65  78   79 

66  51   46 


85   77   77 
69   55   50 


89!  87   78   81 
63   54   54 


81   78   79 
68   54   50 


82   80   80 


75 
60 


84   78 
69   52 


81  78  60 
68  53  49 

78  75 

55  46 

82  80  77 
71  54  5  3 

88  81  76 

68  55  52 


62   58   54 


84   79   78 
62   49   53 


61   57   51 


77  79 

52  52 

60  82 

60  69 

77  79 

51  49 

81  89 

49  50 


ft 
49 

81 
55 

79  81  64 

57  55  56 

60  79  69 

56  54  58 

79  78  78 

54  52  54 

80  60  86 

57  50  54 

77  77  85 
56  53  57 

84  83  69 

56  50  62 

78  79  65 

57  51  56 

80  81  86 

55  48  53 

73  75  80 

58  57  63 


84   87 
53   57 


85   85 
67   67 


81   84 
59   62 


86   89   85 
65   69   59 


86   80 
67   52 


78  80  83 
47  54  55 

81  79  82 

54  53  56 

79  76  81 

58  56  58 

77  77  81 

59  55  57 

74  78  60 


82   65 
54   60 


83  89  65 

66  6/  6  2 

92  9?  VI 

71  62  62 

85  90  92 

I  61 

84  88  84 

67  67  70 

83  86  89 

56  54  5  3 


■ 

ltd 

h-,,t, 
II .  | 

61.6 

■ 

sue 

58  •  5 

S2.7 

65.1 


59.7 

83.5 
67.8 

80.0 
54.2 


89 

95 

•12 

M 

5 

50 

55 

53 

59 

2 

87 

93 

SO 

84 

•  6 

64 

61 

60 

" 

iO 

91   93 
63   61 


84   88   91 
59   56   59 


85   88   91   88 
57   56   56   59 


89   89 
61   62 


89   91   93 
64   59   56 


91   90 
60   61 


90   93 
60   54 


B4 

88 

85 

79 

3 

66 

66 

69 

64 

6 

85 

88 

87 

6  3 

1 

69 

56 

55 

59 

8 

89 

92 

91 

84 

9 

64 

60 

63 

61 

0 

00 

91 

90 

8? 

,3 

56 

58 

61 

54 

1 

84 

91 

85 

83 

•  2 

64 

58 

57 

62 

.5 

79 

80 

82 

86 

50 

56 

53 

57 

78 

78 

80 

84 

49 

56 

53 

55 

78 

76 

79 

85 

59 

60 

59 

60 

76 

76 

75 

84 

51 

59 

53 

57 

72 

76 

76 

80 

43 

51 

47 

49 

79 

81 

79 

11 

55 

61 

57 

59 

78 

78 

79 

85 

49 

57 

51 

53 

78 

80 

80 

85 

52 

55 

57 

56 

81   78   81 
67   56   53 


84  84  83  78 

63  ]  69  51  50 

86  J  83  77  80 

70  61  57  53   56 


87   91   93 
63   60   62 


83   86   86 
63   62   62 


85.7 

61.1 

82.5 
58.2 

84.5 
57.9 

83.3 
61.4 

86.5 

60.8 

83.9 
61.2 

85.0 
59.3 


83.9 
60.6 


80.7 
63.5 


83 

88 

91 

81 

3 

60 

55 

57 

56 

5 

87 

92 

89 

85 

•  2 

64 

60 

60 

62 

9 

89 

94 

92 

84 

■  6 

62 

58 

58 

61 

■  2 

87 

89 

89 

83 

.3 

56 

58 

59 

58 

2 

89 

91 

90 

83 

.3 

65 

65 

68 

65 

.0 

86 

89 

68 

32 

.9 

62 

61 

63 

61 

.4 

89  |  84 
67  I  60 


78  |  85 
49  '  54 


79  86 

52  56 

72  77  82 

51  52  59 

79  86  86 

55  58  62 

83  86  84 

52  56  61 


85  87  90| 

57  52  55 

88  92  93 

64  64  67 

67  90  90! 

61  56  56 

89  88  90 
63  59  61 

88  93  90 

59  60  63 

80  83  89  | 

60  52  54 

88  92  90 

65  62  66 

88  91  91 

62  59  60 


81.2 
54.3 

85.3 
63.2 


84.9 
60.5 

83.7 
61.2 

82.6 
60.5 

83.3 
62.3 

85.6 
61.0 


See  reference  nn»».  following  st.tion   Index. 
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Table  5    Continued 


DAILY  TEMPERATURES 


NEW   JERSEY 


Station 

Day- 

Of  Month 



o 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

i      § 

> 

RUNVON 

MAX 
HIN 

91 

70 

92 

70 

60 

85 
56 

80 
42 

82 
39 

70 
54 

85 
60 

80 
62 

88 
71 

90 
72 

86 
72 

92 

68 

94 

71 

94 

70 

92 

70 

84 
64 

82 

60 

92 
64 

92 
68 

84 

70 

82 
68 

82 
58 

34 
60 

86 

64 

86 
67 

89 
62 

86 
64 

88 
64 

91 
60 

90 
64 

86.9 

RUTHERFORD 

MAX 

MIN 

SANOV    HOOK 

MAX 
MIN 

88 
74 

79 
63 

7<J 
0^ 

76 
64 

74 
58 

77 

59 

71 
66 

79 
64 

80 
70 

83 

70 

83 
71 

78 
72 

84 
70 

82 
69 

85 
11 

82 
72 

85 
70 

81 

63 

81 
65 

82 
64 

83 
69 

81 
70 

78 

65 

76 

60 

76 
64 

76 
62 

80 
6? 

79 
65 

83 
69 

88 
67 

87 

6  8 

80.5 

SOMERVILLE 

MAX 

MIN 

90 
72 

81 
53 

80 
58 

79 
56 

77 
50 

BO 
47 

74 
56 

82 
63 

89 
67 

92 

71 

87 
70 

83 
69 

88 
67 

87 
66 

87 
68 

87 
64 

86 
64 

80 
56 

84 
54 

84 
62 

86 
65 

84 
67 

77 
54 

80 

51 

80 
57 

79 

53 

86 

56 

86 
61 

88 

63 

92 

60 

89 
62 

84.0 

60.7 

SUSSEX 

MAX 

80 

80 

65 

69 

71 

73 

73 

78 

81 

85 

85 

85 

84 

87 

8  8 

83 

78 

77 

81 

78 

ei 

81 

7? 

77 

75 

79 

Bl 

88 
61 

79.9 
58.5 

5  i 

53 

45 

45 

51 

61 

64 

69 

68 

0  6 

66 

58 

71 

75 

64 

57 

51 

57 

63 

61 

50 

46 

52 

53 

55 

57 

62 

58 

TRENTON          NO    2 

MAX 

91 

84 

80 

77 

79 

82 

68 

84 

90 

93 

87 

85 

88 

89 

90 

91 

88 

80 

86 

85 

87 

31 

78 

HO 

80 

81 

84.7 
58.0 

54 

46 

4/ 

58 

61 

64 

66 

67 

06 

64 

64 

64 

63 

63 

55 

53 

59 

63 

58 

52 

48 

53 

50 

54 

58 

58 

58 

59 

TRENTON    KB    CITY 

MAX 

90 

82 

80 

74 

75 

80 

68 

82 

88 

91 

85 

83 

85 

88 

87 

91 

86 

78 

82 

84 

86 

79 

76 

77 

76 

77 

39 
68 

82.7 
64.5 

59 

53 

56 

63 

67 

69 

71 

72 

72 

69 

70 

70 

to 

67 

62 

60 

65 

70 

65 

59 

56 

60 

57 

62 

64 

64 

67 

TUCKERTON 

MAX 

MIN 

WOODSTOMN    2    NW 

MAX 

90 

90 

8? 

82 

75 

77 

81 

71 

83 

38 

90 

88 

86 

84 

87 

88 

92 

88 

82 

83 

84 

89 

80 

79 

77 

86 
60 

90 

61 

83.9 
62.9 

60 

62 

51 

51 

62 

62 

67 

69 

72 

73 

71 

70 

68 

rz 

11 

62 

57 

60 

64 

70 

57 

54 

55 

55 

59 

60 

65 

Table  6 

EVAPORATION  AND  WIND 

Sfnoo 

Day  of  wwiwffa 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

3m« 

o  o  > 

PLEASAMTVILLE 

EVAP 
WIND 

.22 
23 

.29 
23 

.22 
24 

.10 
14 

.22 
31 

.13 
20 

.29 
30 

33 

.52 

7 

.32 
22 

.16 
13 

.11 
22 

.02 
25 

.  16 

13 

.13 
20 

.19 
44 

.22 
51 

.21 

16 

.26 
29 

.06 
30 

.28 
41 

.12 
56 

.26 
46 

.13 
16 

.13 
25 

.29 
33 

.02 
27 

.19 
9 

.10 
10 

.10 
50 

.. 

.22 
20 

5.67 
823 

£••    r«f»ronc6    i 


ttam    following    St»ti, 

-    102    - 


STATION  INDKX 


AIH.CINT     IBM 


»n  UCT1C    C1T1     «l< 

in 

1)11  MAK 

IRK 
v     1    • 
(OOMTON 
BR  I  IK.  > 
BURl.lv 

HMSVUK    RESERVOIR 
l.H'K 

I'll'l     WV\      >     • 
CEDAR   GROVE 

CHARLOTTEBURG 
CHATHAM 
CHATSWORTH    5    S 

CLINTON 

CULVERS    LAO 

DEEPWATER 

ELIZABETH 

EL1ZABETHP0RT 

ESSIX    IELLS    SERVICE    BLDG 

FLKM1NGT0N    1    NE 
FORTESCUE 
FREEHOLD 
GLASSBORO 
GREAT   MEADOWS 

GREENWOOD   LAKE 

HAMMONTON 

HIGHTSTOWN     1    N 

HIGHTSTOWN    PUMPING    STATION 

INDIAN    MILLS    2    W 

IRVINGTON 
JERSEY   CITY 
LAKEHURST    AIRPORT 
LAKEWOOD    2    ENE 
LAMBERTVILLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUMBERTON 

MACOPIN  INTAKE 
MANVILLE 
MARLBORO  SCS 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILVILLE  CAA  AIRPORT 

MILTON 

MOORBSTOWH 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHUNG 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
LEESBUHO  STATE  FARM 


0325 


0711 
07«1 

1028 
1211 

1327 
1335 
1343 
1351 

H72 


mi  um< 

CAMDEN 
MIRLIMTOH 
CAPE    MAY 
MONMOUTH 

»  Villi!  N 

i  umw 

MORRIS 

essia 
salem 

CAPE  MAY 
ESSEX 


1582 

PA88A  H 

1590 

MORRIS 

1511 

BURLINGTON 

1708 

1749 

HUNTERDON 

2130 

SUSSEX 

2209 

SALEM 

2644 

UNION 

2652 

UNION 

2768 

ESSEX 

3029  HUNTERDON 

3102  CUMBERLAND 

3181  MONMOUTH 

3291  GLOUCESTER 

3416  WARREN 


3516 

PASSAIC 

3662 

ATLANTIC 

3951 

MERCER 

3956 

MERCER 

4229 

BURLINGTON 

4  260 

ESSEX 

4339 

HUDSON 

4596 

OCEAN 

4627 

OCEAN 

4635 

HUNTERDON 

4735 

SUSSEX 

4887 

PASSAIC 

4  987 

MONMOUTH 

5003 

MORRIS 

5055 

BURLINGTON 

5071 

PASSAIC 

5197 

SOMERSET 

5244 

MONMOUTH 

5252 

BURLINGTON 

5346 

ATLANTIC 

5503 

BERGEN 

5576 

CUMBERLAND 

5581 

CUMBERLAND 

5597 

MORRIS 

5728 

BURLINGTON 

5769 

MORRIS 

6026 

ESSEX 

6062 

MIDDLESEX 

6146 

BERGEN 

6177 

SUSSEX 

6460 

PASSAIC 

6560 

ESSEX 

6775 

PASSAIC 

684  3 

BURLINGTON 

6974 

WARREN 

6979 

WARREN 

7079 

UNION 

7131 

ATLANTIC 

7328 

MERCER 

7372 

HUNTERDON 

7393 
7545 
7587 
7817 
7825 

7833 
7869  i 
7936 
8194 

8402 

8423 
8644 
8680 
8685 
8816 

8878 
8888 
8899 
9135 
9187 

9271 
9455 
9832 
9910 


UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

CUMBERLAND 

SOMERSET 

MORRIS 

UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 
UNION 
BERGEN 
SALEM 


l  .MSI  VI 

PASS  AH 

PASSAIC 
PASSAIC 

COAST  Al 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 
RARITAN 
[111    VWAR1 
RARITAN 

PASSAIC 

MULLICA 
RARITAN 
RARITAN 
MULLICA 

COASTAL 
COASTAL 
COASTAL 
COASTAL 
DELAWARE 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

DELAWARE 

PASSAIC 
RARITAN 
COASTAL 
DELAWARE 


31  54 

31  ii. 

40  10 

40  50 

40  54 

19  M 

40  04 


■II 


ubMivatton 


74  25 

75  (14     IS   i  i 
l 

I        41   EST 
T4  02 


75  05 
74  56 

74  24 

75  II 

74  30 

74  21 

75  25 
74  57 

74  26 

74  a  i 

74  32 

75  06 
74  55 


, 


1040 
180 


17 
400 


II  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

39  42 

40  53 

41  09 

39  38 

40  16 
40  17 

39  48 

40  43 
40  44 
40  02 
40  06 

40  22 

41  13 
40  53 
40  18 

40  48 

39  58 

41  01 

40  33 
40  20 
39  54 


GREAT  EGG  HARBOR!  39  27 


40  59 
39  24 
39  22 

41  01 
39  58 


PASSAIC 

MAURICE 
MAURICE 
PASSAIC 
DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSAK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

COASTAL 
DELAWARE 
RARITAN 
PASSAIC 

COASTAL 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

PASSAIC 
RAHWAY 
HACKENSACK 
DELAWARE 


40  50 
40  42 
40  29 

40  57 

41  03 

41  02 

40  47 
40  55 

39  58 

40  41 

40  42 
40  37 

39  25 

40  19 
40  34 

40  36 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 

39  30 

40  35 
40  58 

40  43 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  37 

39  29 

41  02 

40  40 

40  39 

41  01 
39  40 


74  17 

74  52 

75  10 

74  17 

75  07 
74  56 

74  20 
74  48 
74  31 
74  32 
74  45 

74  15 

74  04 

74  19 

74  13 

74  57 

74  50 
74  14 
74  00 
74  46 
74  48 

74  24 
74  34 
74  14 
74  55 
74  44 

74  09 

75  03 
75  04 
74  32 
74  57 

74  30 

74  10 

74  27 

74  02 

74  45 

74  30 
74  14 
74  10 

74  41 

75  12 

75  12 
74  25 
74  31 
74  40 
74  57 

74  15 
74  00 

74  16 

75  04 
74  20 

74  07 

74  01 

75  14 
74  37 
74  28 

74  18 

74  36 

75  19 
75  24 
74  14 

74  46 

74  46 

74  21 

75  01 
74  18 

74  25 
74  21 

74  03 

75  20 


rso  1st 

L85   181 

1 20   EST 


74  47  760 

75  30 

74  14  33 

74  12  30 


330 


540 


660  EST 

95  EST    5P 

100  EST    8P 

75  EST 

100  EST   8P 


135 
128 


480 
157 


660 
25 


50 
120 
90 
50 

210 
60 
76 

62 

400 
11 
99 
12 

769 

870 

140 

100 

60 

182 


90 

645 


est 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 


tflf  ol 


1A 
M 
5P 

Ml 

4P 
ma 
5P 
SP 

6P 

SF 

Mil 
5P 

Mill 
8A 

5P 
5P 

up 

Mill 
MID 

7A 

SP 
8P 

Mil' 
HI' 


hi 


53 


Mill 

Mil. 

MID 
6P   47 
6P  64 

6P   50 
9A   37 


MID   MID 
7A 


18 

EST 

51 

EST 

22 

EST 

100 

EST 

65 

EST 

EST 

EST 

450 

EST 

75 

EST 

10 

EST 

33 

EST 

105 

EST 

56 

EST 

23 

EST 

110 

EST 

320 

EST 

EST 

135 

EST 

103 

EST 

16 

EST 

10 

EST 

MID 
BA 

4P 
MID 
8  A 
5P 
10P 

8A 
8P 

BA 

MID 

AH 


MID 
MID  MID 
10A 


SP 
MID 
MID 

6P 
LOA 

■ID 

SP 
6P 

•NOON 


52 

97 

94 

97 

33 

68 

68 

4 

11 

81 

8  (J 

22 

22 

60 

88 

12 

1,0 

Sj 

28 

S3 

3 

HATH 

IIIHN', 

Mil.,  ID  I   linHMAN 

MISS  i    H i 
BAMUtL  ll  Mi 

cm  "»ii»  »o  ■ 

BEOTIE1     K    MATI.AI  K 

POBLII      BIRVII  I      t     »    G    CO       2 

NEWARK    MATH    DIPT. 
N    J    DEPT   OF    CONSERVATION 
GERTRUDE   s    » i 
NORTHWEST  MAGNESITE   CO 

.1    A     I'LUNKETT 

NEWARK  WATIH  DEPT 

EDWARD  P  MOI.I  TOR  3 

WILLIAM  S  HAINES  2  3 

HARRY  P  CAMPBELL 

I.  W  KI.OCKNER  3 

L  S  DEPUE 

DU  PONT  DE  NEMOURS  CO 

UNION  CO  PARK  COMMISSION!  2  3 

SEWAGE  TREATMENT  PLANT      3  4 

BOROUGH  ESSEX  FELLS       2  3  4 


DONALD  YOUNG 
F  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SANGREE 
EDWARD  NU1SMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 

JERSEY  CITY  WATER  DEPT 

U  S  NAVY 

GEORGE  G  WADDILL 

E  E  CASE 

A  M  DEPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAYSTA 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT 
R  R  STONE 
GEROW  BRILL 
DAVID  GR1SCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 
TOWN  ENGINEER 


3 
3 

3  4 
3  4 
3  4 


HAROLD  SCOTT 
U  S  COAST  GUARD 
SEABROOK  FARMS 
W  E  HAVER 
JERSEY  CITY  D  P  W 

N  J  DEPT  OF  CONSERVATION 
MARSHALL  HUNT 
E  R  HTJRFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V  SAMPSON 

ROBERT  JONES 

WATER  SUPPLY  COMMISSION 

BONNIE  BURN  SANITARIUM 
TOWN  ENGINEER 
HACKENSACK  WATER  CO 
CHARLES  CLARK 

H.  L.  BAILEY 


2  3  5 
2  3  4  5 
2  3   5 


2  3 


JOINT  TOLL  BRIDGE  COMM  3 

S  K  PEARSON               2  3 

N  J  DEPT  OF  CONSERVATION  2  3 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 

LOUIS  FONTENELLI 

GEORGE  P  KIRSTEN         2  3 

NO  JERSEY  WATER  SUPPLY  3 

HENRY  D  MOSHER            2  3 

NjJ  DEPT  OF  CONSERVATION)  2  3    5  6 


2  3  5 
2  3  4  5 
2  3   5 


3  4 
2  3 


REFERENCE  NOTES 
Il^blrsr»lthin   idI?«e1C*UOn   nlMberS    l"   the   lDdeX   number   column   of   the  Station    Index   are   assigned  on   a    state   basis.      There  will    be   no   duplication   of 
Figures   and  letters   following  the  Station  name,   such  as   12  SSW,    indicate  distance   in  miles  and  direction   from  the  post  office. 
Observation   times   given    in    the   Station    Index   are   in    local    standard  time. 

Delayed   data   and  corrections   will   be  carried  only   in   the  June    and   December    issues   of    this   bulletin. 

Monthly  and  seasonal   snowfall   and  heating  degree  days   for  the  preceding  12  months  will   be  carried  in   the  June    issue  of   this   bulletin. 

Stations   appearing   in    the   Index,    but    for  which   data   are   not    listed   in    the  tables,    are   either   missing   or    received   too   late   to   be    included    in   this    issue. 
Unless  otherwise    indicated,    dimensional   units   used   in    this   bulletin   are:      temperature   in   °F        nrecioltation   and  »vji«ir.tin«    i„    („..*.,„      .    a      <    * 
otherwise   sh'o.nX'foltnot^llo.ing  Table   .V""  "   ^      """""»    *  S~    »"   *'   --^S^S^^rt';^-^^^"-? J^^^* 
Sleet    and  hail   were   Included   in   snowfall    averages    in   Table    1,    beginning    with  July    1948. 
Amounts    In  Table  4   are   from   recording   gages.      Traces   are   not    shown. 
Amounts   in  Table    3   are   from   non-recording   gages,    unless   otherwise    indicated. 

Data    in  Tables   3,    5,    6   and  snowfall    in  Table  7   are    for  the   24   hours   ending  at    time   of   observation.      See   the   Station    Index    for  observation   time. 
7-30   p^Ts^!"   Tal>1*   7   ^    "'    0bSCrVati0°   time    for  a11    McePl    "eafer   Bureau  and  C.A.A.    stations.      For   these   stations   snow  on   ground   values   are   at 

-      No   record   in   Tables   3,    4      6      7   and   the   Station    Index.      No   record   in  Tables   2   and  5   is   indicated  by   no   entry.      When   hourly   nrecioltation    i<=   „«.„ 
or  accumulated   for  several    days,    only   the  first    and  last    days  are   shown   in  Table  4  ^  nourly   precipitation    is  missing 

+      And   also  on   a    later   date  or  dates. 

*      Amount    included   in   following  measurement,    time   distribution   unknown. 

6      Station   not    equipped   with   a    recording   gage.      See  Table   4    for   6-hour ly  measured   amounts 
B      Adjusted   to   a    full   month. 

u      flf.^"1"1!"   °*    Hn°!faJl   "h°lly  Sru?a1lJ   estimated.    usi°B  a   ratio  of    1    inch   water   equivalent   to   every    10   Inches  of   new  snowfall 

representee  valuator  a'fufi    month  detailed   daily   record.      Degree   day   data,    if   carried   for   this   station,    have   been    adjusted   to 

R      Daily   values   and  monthly   total    from   recording   gage.      All   other   data    in  Table   3   are   from  non-recording   gages 
T      Trace,    an    amount    too   small    to   measure.  e«. 

V      Includes    total    for  previous    month. 

Subscription   Price:       15   cents  per  copy,    monthly   and   annual;    SI. 50  per   year.       (Yearly   subscription    includes    the  Annual   Summary    )      Checks   and  money  orders  should 
^v^^e^rP^'ntrng^lflcet^shington^"?1^""68-      Re-itta°CeS   "nd  correspondence   regarding   subscriptions   should   be   sent    to   t^^e"^^^^^, 

W.R.P.C,    Chattanooga,    Tenn. 10/9/51 800 
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Beginning  with   the   October    1951   issue  of 
Climatological  Data,  Table  4,   Hourly  Pre- 
cipitation will   be    discontinued    due    to 
curtailment    of   the   funds    necessary    for 
processing  and  publication  of   these   data. 


CHATTANOOGA:   1951 


NEW  JERSEY  -  SEPTEMBER  1951 

A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

September  temperature  was  practically  normal  but  the  month  was  unusually  dry  ii 
most  areas.   Precipitation  averaged  barely  50  percent  of  normal  for  the  State 
Sunshine  was  abundant.   There  were  no  destructive  storms  and  wind  velocities  wer« 
comparatively  light.   The  fastest  mile  registered  at  any  Weather  Bureau  Office! 
was  35  mph  on  the  6th  at  Atlantic  City. 

The  first  day  was  warm  with  some  stations  recording  90°  or  higher.  Slightly  cooler 
than  normal  temperatures  prevailed  from  the  2d  to  10th,  and  the  last  week  was  also! 
below  normal.  It  was  quite  warm  from  the  12th  to  14th  and  20th  to  22d  inclusive  i 
The  coolest  weather  of  the  month  was  on  the  last  two  days.  A  few  stations  reported 
readings  in  the  upper  twenties  on  the  30th  with  killing  frost. 

The  dry  weather  which  began  in  August  in  the  southern  and  central  parts  of  the 
State  continued  through  September  with  many  stations  recording  less  than  an  inch 
for  the  entire  month.  Thunderstorms  were  few  but  accompanied  the  principal  rains. 
The  average  number  of  days  with  measurable  rainfall  was  only  seven.  Precipitation 
continued  adequate,  however,  in  the  northern  quarter  of  the  State.  The  greatest 
amount  reported  for  the  month  was  5.30  inches  at  Split  Rock  Pond,'  Morris  County 
and  the  least  was  0.51  inch  at  Jersey  City.  The  heaviest  fall  in  24  hours  was 
3.00  inches  at  Bass  River  State  Forest  on  the  2d.  The  average  monthly  rainfall 
for  the  Highlands  was  2.74  (-1.32);  Red  Sandstone  Plain  1.44  (-2.61);  Southern 
Interior  1.96  (-1.75);  and  for  the  Sea  Coast  1.42  (-1.89).  The  departure  for  this 
year  to  end  of  September  for  the  Highlands  was  +6.46;  Red  Sandstone  Plain  +0.82- 
Southern  Interior  -5.50;  and  Sea  Coast  -6 . 68 . inches . 

The  dry  weather  of  September  affected  adversely  the  yield  of  some  crops  including 
late  potatoes  and  various  truck  crops.  Supplies  of  fresh  vegetables,  from  the 
more  favored  localities,  continued  adequate,  however,  on  the  markets.  Preparation 
of  soil  and  fall  seeding  of  grains  and  grasses  was  delayed  by  drought  except  in 
the  more  northerly  counties  and  it  was  necessary  to  await  the  October  rains  to 
complete  that  work.  Conditions  were  ideal  for  gathering  matured  crops.  Only  a' 
few  very  limited  areas  had  any  frost  damage.  —  A.  E.  W. 
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In  addition  to  the  c  1  imatologica  1  data  from  some  6,000  Weather  Bureau  and 
cooperative  weather  stations,  this  bulletin  series  contains  records  from  Hydro- 
climatic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic 
Fiulletln  Series.  The  Hydrocllmatic  Network  is  a  nationwide  net  of  rain  gages — 
mostly  of  the  recording  type  which  produce  continuous  records  of  precipitation. 
It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  provide 
records  of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation  has   transferred  about  $25,000  per   year   to  meet    the    Increasing   needs 


of   their   program   in  the  Western   States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmatic 
Network  stations  were  presented  in  bulletins  (Hydrologic  Bulletins)  which  were 
issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Onited  States, 
but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories.  A  list  of  locations  where  reference  copies  of  the 
Hydrologic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application   to   Chief,    O.S.    Weather   Bureau,    Washington   25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as    listed    in   the  Station    Index. 
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LONG    VALLEY 
LUUBERTON 

HACOPIN    INTAKE 
MA.MYILLE 
MARLBORO   SCS 
KARLTON    1    M 
MaYS    LANDING 


MIDLAND    PARS 
MILLVILLE 
M1LLVILLE   CAA 
HILTON 
MOORE STOWN 


MORRIS    PLAINS    1    V 
NEWARK    «B    AIRPORT 
MEM   BRUNSWICK   EXP   STA 
MEM   MILFORD 
REM    MILFORD 

REWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

ORANGE 

PATERSON 

PEMBERTOR  1  E 
PB1LLIPSBURG 
PBILLIPSBURG  BRIDGE 

PLAINFIELD 
PLEASANTVILLE 

PRINCETON  WATER  WORKS 

QUaKERTOWR 

QUAKE RTOWR 

RAHWaY 

RABWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNTON 

RUTHERFORD 

SANDY  BjOK 
SANDY  BOOK 
SEA BROOK 
SOMSRVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDE SBORO 
SMEDESBORO  5  NM 
TOMS  RIVER 

TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON 
VINE LAND 

I&NAQUE  Raymond  dam 

WARAQUE  RAYMOND  DAM 
WaTCHUNG 
WESTFIELD 
WESTFIELD 
MOODCLIFF  LAKE 
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HOURLY  PRECIPITATION 


A.  M.  Hour  Ending 


I    2 


ESSEX  FELLS  SER  BLDG 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

MARLBORO  SCS 

NEWARK  WB  AIRPORT 

RAHWAY 

WESTFIELD 


ATLANTIC  CITY  WB 

ELI2ABETHPORT 

ESSEX  FELLS  SER  BLOG 

FREEHOLD 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBER  TON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

FREEHOLD 

LAKEHURST  AIRPORT 

LONG  BRANCH 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

RAHWAY 

WATCHUNG 


7      8 


NEW  JERSEY 
SEPTEMBER  1951 


P.  M.  Hour  Ending 


-1st- 


.20   .10   .03 


-2d- 


-3d- 


.01 
.01   .01 


.15        .04 
.01   .21   .03 


.01  .01 

•01  .01 

.01  .02   .02 

.01  .02 

.01  .01 


.04   .05   .05 
•  02 


.02 

.11 
1.15 


.18 

.07 


.01 

.04 


-4th- 


-6th- 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


.02 

.Oft 


.06 
.01 


.0? 
.01 


.01 

.01   .01   .01 


.01        .01 


.02 
■  25 


.  10 
.20 
.OS 

.73 


-7th- 


ATLANTIC  CITY  WB 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

IRVINGTON 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SPRINGFIELD 

WATCHUNG 

WOODCLIFF  LAKE 


.14 

.02 


•  16 
.02 

.13 
.01 
.20 
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HOURLY  PRECIPITATION 


A.  M  II...,, 

»        •,        a       i        s 


V    M  Haul  I  ndlnq 


LlTTlt  FAILS  WATER  CO 


SWIIN,-. 

NO 


LAKEHURST  AIRPORT 
SPRIN6FIEL0 


ATLANTIC  CITY  WB 

CAPE  HA*  3  X 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLOG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

IRVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTF1ELD 

WOODCLIFF  LAKE 


.01   .01 
.01 


»i  I?  1  ■]  ■ 


-10th- 
-11th- 

.01 

-13th- 
-14th- 


-15th- 


6 


.0?   .29 

.0*   .0? 


10    II 


.06   .10   .0*   .0?   .02   .01 


.03 

.OS 


.36 

.06 


.?i 
.1* 
.  9  o 


.20 
.08 
.35 
.15 
.16 
.31 
•  04 
.38 


-23d- 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLOG 

FREEHOLD 

GLASSBORO 

GREAT  MEAOOWS 

IRVIN6TON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

NEWARK  WB  AIRPORT 

NEW  MILFORD 

RAHWAY 

SEABROOK 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


.01 
•  05 


.70 

•  09 
.08 
.07 

•  08 
.02 
.08 

.02 
.26 
.11 

•  10 
.13 

.08 

•  08 
.10 
.32 

•  09 

•  33 

•  10 


-25th- 


ATLANTIC  CITY  WB 

CAPE  MAY  3  W 

ELIZABETHPORT 

ESSEX  FELLS  SER  BLDG 

FREEHOLD 

GLASSBORO 

GREAT  MEADOWS 

1RVINGTON 

LAKEHURST  AIRPORT 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LUMBERTON 

MARLBORO  SCS 

MILLVILLE  CAA  AIRPORT 

NEWARK  W8  AIRPORT 

NEW  MILFORD 

RAHWAY 

SPRINGFIELD 

TRENTON  WB  CITY 

WATCHUNG 

WESTFIELD 

WOODCLIFF  LAKE 


.08 
.15 


.03 
.10 


•  03 
.03 

•  22 

.23 
.23 

.73 
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Table  4  -  Continued 


HOURLY  PRECIPITATION 


NEW   JERSEY 
SEPTEMBER    1951 


A.  M.  Hour  Ending 


ESSEX  FELLS  SER  BLDG 
GLASSBORO 

GREAT  MEADOWS 
LITTLE  FALLS  WATER  CO 
NEW  M1LFORD 
WOOOCL1FF  LAKE 


LITTLE  FALLS  WATER  CO 
WOOOCLIFF  LAKE 


ATLANTIC  CITY  WB 

FREEHOLD 

LITTLE  FALLS  WATER  CO 

LONG    BRANCH 


P.  M.  Hour  Ending 


-27th- 


-28th- 


-30th- 


.37       .01       .01[ 
.17       .57       .01 


•  01 
•35       .29 


ot..  folic 
-    112 


Ma 

>  wm  on 
tflLtPLAIN 
ULVIWRE 
BOON TON 
MHX1ET0N 
BURLINGTON 
C»MOE  BROOK 
C»PE  MAY  5  a 
CMARLOTTEBURG 
CMATSWORTM  5  S 
CLAYTON 
ELIZABETH 

ESSEX  FELLS  SER  BLOO 
FLEMINGTON  1  NE 
FBEEHOLD 
HAMMONTON 
HIGHTSTOWN  1  N 
INDIAN  MILLS  2  X 
JERSEY  CITY 
LAKEWOOD  2  ENE 
LAMBERTVILLE 
LAYTON  3  NW 
LEESBURG  STATE  FARM 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
MILLVILLE  CAA  AIRPORT 
MOORESTOWN 
MORRIS  PLAINS  1  X 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  STA 
NEWTON 
PATERSON 
PEMBERTON  1  E 
PHILLIPSBURG 
PLAINFIELD 
PLEASANTVILLE 
RIDGEFIELD 
RUNNEMEDE 


71   ri   oil 


MAI 
Mill 

max 

MIS 
MAX 

MAX 

MIN 
max 

m:n 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAI 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 


go   84 
67   71 


8?   87 

<il   44 


ss  ai 


as  as  n 

70   TO   0* 


64   64 


S9   S7   63 

69   A7    !» 

e*  aa  85 

71   71   68 

S6   7  7   60 
59   94   54 

77 
62 

89   86   72 
69   69   62 

S3   66   78 
61   52   59 


90   81 
64   54 


.  ! 

7.  7  7 

01  01 

eo  ai 

M  M 

so  a; 

»Vl  40 

74  77 

SO  «0 

78  79 

00  ">« 

58  56 

76  79 

47  40 


80   82   82 
61   67   69 


73   73 

44   40 


64 
M 

83   77   83 

44   ■>  l   58 


DAILY  TEMPERATURES 


Day  Ol  M.mlli 

,n   11   II  13  14  IS  It.  17  IH 

7|  pa  79  '*  '0  '■'  ft 

70  72  7>  6B  64  64  64 

69  85  85  a?  nl  ri  " 

60  01  06  06  44  60  37 

00  H4  717  n.'  n\  74  76 

48  01  0?  68  -..>  4  1  4| 


84   86   '9   BI   74 
63   60   48 

77   74   73 


III  ■ 
||  MIHI  P 


74    74 

10   10 


73  ai 

44    41 


76   76 
6>   7? 


81  "■■ 

43   60 


10   71 

M    s  ' 


71   76 
32   51 


52   54 


79   72 
63    44 


83   SO 
46   4B 


77  79  76 

44  47  95 

7  7  78  82 

3?  67  64 


63   77 

57   60 


85   TO 
64   64 


95   83 
68   68 


86   68 
64   60 


91   84   74 
69   67   61 


80   63 
60   57 


87   70   74 
67   66   62 


88   68 
68   60 


ai  si 

58  55 

83  84 

52  50 

74  78 

56  47 


78   81   78 
51   44   55 


78   80 
54   51 


82   81 

51   58 


82  80 
54   48 

83  85 


75  69 

45  38 

77  84 

49  40 

77   74  79 

62   51  48 


50  48 

71  72 
42  43 

75  78 

42  39 

72  78 
50  47 


82  60  72 
60  51  54 

87  84  75  ! 

64  71  65 

90  82  63 

67  56  58 

83  68  75 
66  64  63 

89  85  61 

63  56  57 

89  88  70 

68  67  63 

89  73  72 

66  62  61 

87  66  75 

64  55  58 

86  64  76 

60  57  60 

86  6  7  76 

66  57  59 

89  73  60 

63  50  52 

92  85  63 

69  56  56 

91  82  74 

69  64  60 

91  84  80 

67  57  58 

85  65  77 

62  58  60 

84  84 

67  68  66 


81  84  80 

52  48  58 

80  80  64 

45  42  48 

80  81  75 

58  53  57 

76  80  82 
51  48  52 

78  78  76 

56  53  56 

77  74  80 
42  47  50 


63  61  43 

80  74  79 

60  49  44 

79  75  81 

60  50  38 

76  71  73 

60  52  53 

78  73  78 

61  52  42 

79  75  81 

60  47  44 

75  71  80 

52  38  39 

77  72  77 

62  52  46 

73  79  76 

58  49  45 

77  72  76 

59  53  49 

65  75  71 

55  46  42 


84  83 

48  57 

80  82 

44  56 

79  80 
39  69 

76  78 
39  50 

87  84 

43  53 

80  82 
47  61 

86  67 

49  56 

77  82 

45  45 

82  81 

39  51 

83  79 
51  57 

82  85 
51  58 

85  81 

46  58 

83  80 

40  58 

77  75 
55  64 

80  82 
42   52 

83   82 
45   61 

82   78 

41  50 

78  79 
47   55 

81  82 

47   54 


69   69   65 


87   80 


89   87 

71   00 


83   82 
62   92 


89   77 
64   63 


47    01    60 


84   83 
57   58 


78   84   76 
60   34   42 


73   80 
42   48 

86   90   75 


19   2.0 

II    76 


46  41  4/ 

SO  B4  83 

4S  49  41 

74  7B  S3 

49  48  31 

78  SO  SO 

32  96  97 


H 

14 

10 

ou 

44 

SI 

771 

PO 

41 

Pi 

14 

00 

41 

23   28   27   21   W 


86   72   83   T7   75 
66   65   59   59 


78  SO  BO 

63  67  07  OH 

72  76  80  SI 

1,8  43  4  1  46 

85  87  88  87 

63   53   43  45  53  59 

84  83  82 


81  82 

59  56 

80  83 

54  50 

77  80 

51  46 

80  80 

56  55 

78  79 
54  52 

73  77 

48  40 

77  77 

54  53 

80  82 

52  46 

76  80 

56  50 


73   77  73  79 

61  j  57  49  48 

73  !  77  73  81 

58  48  45 


74  79 

53  52 

74  78 

51  46 


79   S3   74 
53   48   55 


82   64 
59   57 


90   80   72 
68   66   62 


73  77 

56  50 

80  82 
52  50 

81  83 
55  51 


55   44   39 
74   82   76 


59   50   49 


59   50   41 

75   78   76 
58   47   46 


61   51   45 
75   79   74 


77  80 

41  48 

80  81 

48  66 

83  83 

46  55 


83  80 

53  60 

81  80 
48  54 

79  80 

40  48 

82  86 
52  58 

85  82 

42  58 


89 
57 

76 
53 

88 
55 

87 

6  0 

91 
63 

BI 

59 

89 
57 

77 
62 

85 
57 

91 
58 

88 
56 

81 
61 

78 
58 

80 

62 

75 
55 

as 

61 

99 
60 

86 
5« 

85 

62 

85 
57 

77 

51 

78 
58 

90 

60 


86  80 

64  63 

84  85 

64  58 

88  87 

60  58 

87  75 

65  62 

90  83 

63  61 

88  76 

66  60 

87  74 

64  63 


78   73   78 

60   6?   55 


86  BO  79 

52  58  55 

75  76  80 

48  46  46 

83  80  69 

49  56  52 

64  80  74 

54  56  55 

67  81  79 

64  53  56 

86  78  75 
52  56  55 

87  79  77 
48  54  53 

74  73 


58  ,  51  53  65 

86  68  89 

50  52  59 

78  82  83 

50  48  50 


74  72 

62  49 

81  78 

7  1  48 

B4  74 

61  40 

79  75 

69  48 

79  73 
53  36 

80  77 
49  38 

79  73 

70  45 


81  85  85 

45  46  48 

82  87  86 
51  54  57 


83   87   88 
49   51   54 


82   85 
42   45 


55  69  45 

85  83  76 

54  55  40 

85  81  73 
50  64  37 
83  79  73 
54  60  44 

86  86  86 
65  59  65 

86  79  75 

54  66  43 


10  00 

66  48 

ni  m 

44  411 

77  70 

44  44 

7?  7? 

4,1  46 

79  76 

44  40 

58  53 

73  74 

4)  44 

SO  78 

66  58 

70  70 

48  46 

82  80 

52  92 

81  75 

60  53 

75  75 

55  48 


Pj   • 


61   40   4»   46 
II    I  1    04    '0 


4  1  6  / 

46    4)9    H  " 

6  7    7  1   64  59 

46   4  2  II 

73   67  66 

36   40  40 


79   66 
97   36 


73   67 
96   91 


66   f» 
)■>   46 

81   76 


77 
47 

re 

..I 

71   71   68 
47   44   40 


94   32   28 

74   63   68 
35   36   36 


75   66 
53   38 


72   66   61 
42   35   30 


76 

S4 
76 
53 


78   75 
67   35 


74   75   70   63   65 
43   39   50   36   27 


74   61   65 


76  70 

53  48 

80  71 
54 


75   76 
42   33 

73   64 


79   77   80   75   78   68 


60   59   59   58 


63   57   51 


85  75  '  82  75 

63  66  54  56 

89  81  85  77  77 

66  61  '  54  56  54 

81  83  81  75  77 

60  58  48  45  48 

81  74  79  74  73 

71  68  55  60  57 


76   63   84   84  1  81 
54  !  43   47   50  j  48 


79 
69 


73 
62 

76 
52 


71   63   69 
45   39  !  54   30   27 


64   71  i  70   61   57 


53   50   44 

76   72   62 
41   49   38 


82 

86 

86 

83 

80 

76 

50 

51 

54 

55 

69 

43 

BO 

83 

83 

81 

75 

67 

46 

48 

48 

48 

60 

35 

76   72 
58   45 


63 

31 

78  I  75   65   67 
45   52   38   32 


83  84  I  79  84 

67  59   50  57 

81  73   80  76 

69  66  j  56  60 

83 
64 


77   79  80 

54   50  50 

73   82  80 

57  I  53  54 


53  I  60   51 


79  74  60 

58  50  47 

79  76  82 

60  50  46 


83  79 

46  55 

75  79 

44  57 

84  76 

51  62 

83  83 

47  61 


8*  78  82  72  77  78 
57  I  46  55  50  !  48  45 
73   84   77   75  j  80   83 


61  1  54  60  57 

87   73  j  86  78  77 

64   61  I  52  59  56 

85   83  !  81  80  75 

62   59  1  48  57  52 


77  ,  84   77   76 
63  I  57   62   60 


84 
68 

86  82  83  80 
63  61  I  52  56   55 

83  84  j  78  82 

59  58  44  49 

87  85  I  87  87   79 
67  63  '  63  61   57 

90  64  1  87  85   76 

63  60 !  50  56   55 

88  85  80  80   74 

64  60  !  56  57   53 

88  79  ;  85  78   77 

63  62  :  52  58   55 

82  80  74  79 

69  66  60  59 


81  86 

51  52 

78  62 

50  48 

81  86 

55  58 

74  I  81  84 


51   52 

74   74   79 


46  ,    46   44 


83 
55 

85 
54 

82 
50 

B6 
60 

84 
56 

82 
42 


55  55  57  52 

82  86  87  85 
52  46  50  '  52 

78  80  84  j  85 

51  50  51  J  54 

83  86  86  85 
50  50  53  55 


75  !  73   81   80   81 
55   46   48   50   49 


80  72 

59  43 

84  80 

58  42 

79  70 
58  48 

80  78 

51  36 

60  75 
53  46 

80  76 
50  42 

79  76 

67  40 

79  72 

58  50 

81  78 
67  45 

78  75 

60  36 

85 
60 

79 
69 

86 
66 


68   68  I  68   59 

38   34  j  36   34 

75   75  1  67   64 


50   53   41  ]  57   36   35 


74   75   69   75   68   62 
54   48   42   53   38   33 


75   65   75   70   61   60 
58   53   50   51   38   37 


70   70   71   66   60 
46   39   45   36   29 


78  I  70   63   69 
46   36   37 


74 


78  72  78 

56  50  45 

72  73  71 

52  45  40 

76  66  75 

61  53  51 


53   47 
70   70 


70  62  68 

48  38  33 

71  63  60 
51  35  30 

72  61  61 

51   48  43  41 

75   75  64  64 

45   53  38  34 


67  70  61 
46   41   40  !  47  36 

68  74  68 
46   49  42 


81  ,  76   74 
47  !  48   51 


58 

29 


73  ;  83   78   76 
59'  54   57   55 


88   73  '  85   78 

64   65   55   57   56 


75  1  81   86 


85  ,  84 
56  i  59 

86  85 
55  ,  56 


78  80 

61  43 

80  75 
54  45 

81  77 
61 


75  73 

55  49 

74  69 

53  45 

72  79 

51  52 

72  67 

58  49 

80  72 


43   41   35 

73   74   64 
48   50   40 


75   71 
44   55 


65 
33 
63 
33 

78   67   68 
56   33   31 


76   68   62 


78   71   65 


43   57   50   47   53   39 


60 
33 

70 
34 


< 

■ 

44.0 


49.  S 

■ 
3B.3 

77.1 
97.' 

78.5 
43.6 


81.9 
49.8 

78.8 
56.9 

81.0 
53.8 

76.7 
48.6 

78.5 
49.5 

78.1 
54.3 

82.7 
55.6 

79.0 
53.1 


52.3 


n 

7 

33 

8 

75 

1 

46 

.3 

55.1 

78.4 
52.4 

75.4 
56.2 

76.0 
48.2 

78.5 
55.4 

I  78.8 
53.1 

77.0 
50.8 

77.4 
56.8 

78.4 
53.8 

75.1 
46.9 

79.8 
54.7 

81.2 
52.1 

79.3 
53.5 
78.7 
53.3 


79.7 
55.0 
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Table  5  -  Continued 

Station 


DAILY  TEMPERATURES 


NEW   JERSEY 
SEPTEMBER    1951 


RUNYON 


RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SUSSEX 

TRENTON  NO  2 
TRENTON  WB  CI  TV 
TUCKERTON 
WOODSTOWN  2  NW 


Day  Ol  Month 

a 

MAX 
MIN 

MAX 

1 

2 

3 

4 

5 

e 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IB 

• 

20 

21 

22 

23 

1" 

25 

26 

27 

28 

29 

30 

— 1    g 
31    1 

70 

58 

60 

60 

49 

47 

54 

82 
48 

84 
50 

86 
54 

86 
62 

68 

68 

90 
66 

56 

80 
56 

90 
50 

8fi 

62 

86 
60 

68 
62 

86 

60 

85 

60 

84 
58 

80 
50 

82 
46 

78 

58 

78 
48 

78 
42 

74 
38 

70 
28 

74 
25 

!  82.3 
53.6 

MIN 

MAX 

MIN 

81 
65 

67 
61 

71 
60 

78 
60 

78 
59 

70 
63 

79 

61 

74 
54 

75 
59 

79 
58 

77 
63 

81 
64 

81 
67 

81 
59 

74 
69 

80 
63 

75 
63 

75 
60 

83 
59 

79 
60 

82 
62 

78 
62 

79 
68 

70 
58 

74 
61 

70 
55 

75 
53 

71 
58 

60 
44 

57 
46 

75.1 

MAX 
MIN 

97 
65 

65 
59 

/9 
56 

81 

51 

83 
47 

77 
54 

78 
59 

75 
48 

eo 

44 

82 

45 

80 
57 

88 

57 

88 
68 

67 
64 

79 
59 

84 
51 

76 
58 

76 
54 

81 
49 

65 
46 

86 
51 

84 
53 

81 
66 

74 
41 

76 

55 

69 
46 

76 
42 

74 
52 

64 
35 

66 

31 

78.7 
52.2 
73.9 

MAX 
MIN 

81 
58 

60 
53 

70 
56 

75 
47 

78 
42 

73 
51 

73 
48 

71 
46 

77 
41 

80 
44 

76 
55 

86 
56 

81 
63 

84 
61 

76 
59 

81 
48 

72 
52 

72 

50 

76 
50 

82 

47 

82 

50 

79 
53 

74 
66 

69 
40 

68 
52 

68 

44 

70 
40 

70 
48 

56 

39 

56 
30 

MIN 

86 
63 

69 
59 

74 
59 

80 
55 

83 
52 

75 
56 

78 
59 

74 
50 

79  j 
48 

83 
49 

81 
59 

89 
58 

88 

67 

fifl 
66 

79 
58 

85 
58 

7B 
54 

75 
56 

82 
52 

85 
53 

86 

55 

84 
56 

78 
52 

75 
46 

77 
57 

70 
49 

76 
46 

67 
48 

64 

38 

66 

35 

78.5 

MAX 
MIN 

86 
64 

68 
60 

'2 

60 

77 
58 

81 
57 

73 

60 

77 
59 

72 
52 

78 
52 

81 
53 

79 
62 

87 
61 

86 
68 

86 
68 

77 
60 

83 
58 

77 
61 

74 
59  | 

80 
56 

84 
58 

84 
59 

63 
61 

77 
54 

7*! 
50 

77 
60 

68 
51 

75 
50 

71 
48 

61 

41 

66 
39 

77.1 

MAX 

MAX 

90 

90 

83 

MIN 

66 

66 

61 

79   61   7  3 
54   59 ;  62 


31   82   83  !  88 


51   49   49   51 


86  !  74   84   75  I  74 
61  |  66   67   67  I  56   62   57   51 


31   64  |  64   83   79  l  75   79 


69  |  79   66   63 


54   55  I  57   58   46  I  55   54   49  I  52   40   36 
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STATION  INDEX 


BASS  k  . 

(ii  «iii 

*  l  w 

HKIIH 

CAM  I  STEAK  RESERVOIR 
CAKOI  S 

QROT1 

CHARLOTTKHI  KG 
CHATHAM 

•  ORTH  5  S 

CL  1NTON 

8  LAKE 

■  ITER 
EI.!/  II 

THPORT 
issi\  FILLS  SERVICE  BLDO 

II.KMlNCroN  I  NE 
FORTt 
rREEHOLD 
GLASSBORO 

GREAT  Ml 

GREENWOOD  LAKE 

HAMMCN 

HIGHTSTOWN     I    N 

HIGHTSTOWN    PUMPING    STATION 

INDIAN   MILLS   2   W 

1RVINGTON 
JERSEY    CITY 
LAKF.Hl'RST    AIRPORT 

•>K>D    2    ENE 
LAMBERTV1LLE 

LAYTON  3  NW 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

LUKBERTON 

MACOPIN  IOTAKE 
MANVILLE 
MARLBORO  SCS 
MARLTON  1  W 
MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  HILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 

PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 
QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

RUNYON 

RUTHERFORD 
SANDY  HOOK 
SEABROOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 

TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WATCHING 
WESTFIELD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

NEW  STATIONS 
LEESBURG  STATE.  FARM 


■ 

BUM  i  H 

(MM 

MONMOUTH 

0739 

warren 

0787 

0907 

1'Jll 

1327 

SUSSEX 

1335 

!SS!\ 

1343 

SU  IM 

1351 

CAP!  mi 

1472 

1582 

1590 

VOKKIS 

1598 

BURL]  ' 

1708 

ESTER 

1749 

RDON 

21.10 

SUSSEX 

2209 

SALEM 

2652 

UNION 

2788 

ESSEX 

3029 

HUNTERDON 

3102 

CUMKr 

3181 

MONMOUTH 

3291 

3416 

WARREN 

3516 

3662 

M  1  IHTIC 

3951 

MERCER 

3956 

MERCER 

4229 

BURLINGTON 

4260 

ESSEX 

4  339 

HUDSON 

4596 

OCEAN 

4627 

OCEAN 

4635 

HUNTERDON 

4735 

SUSSEX 

4887 

PASSAIC 

4987 

MONMOUTH 

5003 

MORRIS 

5055 

BURLINGTON 

5071 

PASSAIC 

5197 

SOMERSET 

5244 

MONMOUTH 

5252 

BURLINGTON 

5346 

ATLANTIC 

5503  BERGEN 

5576  CUMBERLAND 

5581  CUMBERLAND 

5597  MORRIS 

5728  BURLINGTON 


5769 

MORRIS 

6026 

ESSEX 

6062 

MIDDLESEX 

6146 

BERGEN 

6177 

SUSSEX 

6460 

PASSAIC 

6560 

ESSEX 

6775 

PASSAIC 

6843 

BURLINGTON 

6974 

WARREN 

6979 

WARREN 

7079 

UNION 

7131 

ATLANTIC 

7328 

MERCER 

7372 

HUNTERDON 

7393 

UNION 

7545 

BERGEN 

7587 

PASSAIC 

7817 

CAMDEN 

7825 

MIDDLESEX 

7833 

BERGEN 

7869 

MONMOUTH 

7936 

CUMBERLAND 

HIM 

SOMERSET 

8402 

MORRIS 

8423 

UNION 

8644 

SUSSEX 

8680 

GLOUCESTER 

8685 

GLOUCESTER 

8816 

OCEAN 

8878 

MERCER 

8883 

MERCER 

8899 

9135 

CUMBERLAND 

9187 

PASSAIC 

9271 

UNION 

9455 

UNION 

9832 

BERGEN- 

9910 

SALEM 

4762   CUMBERLAND 


IIIHV 

I  J  mi 

I  MAN 
•  PI 

SAMUEI  It  Mt 

NEWARK  - 

3 


NtHAHI. 


I  I'UE  3 

DU  PONT  DE  NEMOURS  CO  3 
UNION  CO  PARK  COMMISSIO 

.  TREATMENT  PLANT  3 
BOROUGH 


2  3 
3 

2  3  1 
3  4 
3  4 

3 
2  3 
2  3 

3  4 
2  3 


3  4 
3 


3 
3  4 


DONALD  YOUNG 
E  A  RODENBAUGH 
FRANK  J  MOREAU 
PROF  SI ■ 
EDWARD  NUISMER 

WATER  SUPPLY  COMMISSION 
J  G  WILSON 
JAMES  R  PICKERING 
DEPT  WATER  AND  SEWERS 
EDWARD  ENTWISTLE 

SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U  S  NAVY 
i.GEORGE  G  WADDILL 
E  E  CASE 

A  M  DLPUE 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAYSTA! 

ARTHUR  BACKMAN 

JAMES  LAWTON 

NEWARK  WATER  DEPT 
R  R  STONE 
GEROW  BRILL 
DAVID  GRISCOM 
ELMER  EARLE 

HARRY  MITCHELL 

L  J  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CITY  WATER  WORKS 

JAPANESE  BEETLE  LAB 

JAMES  C  LONG 
U  S  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 
C  M  WHEELER 

NEWARK  WATER  DEPT 
COUNTY  ENGINEER 
P  J  DEL  VECCHIE 
CHARLES  A  DOEHLERT 

TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 
S  K  PEARSON 

N  J  DEPT  OF  CONSERVATION! 
PRINCETON  WATER  CO 
WILLIS  W  VAIL 


LOUIS  FONTENELLI 
GEORGE  P  KIRSTEN 
NO  JERSEY  WATER  SUPPLY 
HENRY  D  MOSHER 
28   NjJ  DEPT  OF  CONSERVATION  2  3 


HAROLD  SCOTT  2  3 

U  S  COAST  GUARD 

SEABROOK  FARMS 

W  E  HAVER  2  3 

JERSEY  CITY  D  P  W  3 

N  J  DEPT  OF  CONSERVATION    3 
MARSHALL  HUNT  2  3 

E  R  HURFF  CO 
SUN  OIL  CO 
ROBERT  F  SNYDER 

E  H  RISTOW 

U  S  WEATHER  BUREAU 

LLOYD  V  SAMPSON  2  3 

ROCERT  JONES  3 

WATER  SUPPLY  COMMISSION     3 

BONNIE  BURN  SANITARIUM 

TOWN  ENGINEER  3 

HACKENSACK  WATER  CO  3 

CHARLEi  2  3 


2  3 
2  3 


H.  L.  BAILEY 


REFERENCE   NOTES 

The    four   digit    identification   numbers    in   the   Index    number   column   of   the  Station   Index   are   assigned  on   a    state  basis.      There  will    be   no   duplication  of 
numbers  within   a   State. 

Figures   and   letters   following  the  Station   name,    such   as    12   SSW,    indicate   distance    in   miles   and   direction   from  the   post   office. 

Observation   times   given    in   the   Station    Index   are   in    local   standard   time. 

Delayed   data   and  corrections   will    be  carried  only   in   the  June    and   December    issues   of   this   bulletin. 

Monthly  and  seasonal    snowfall    and  heating   degree   days   for   the  preceding   12  months  will   be   carried    in   the  June    issue   of    this   bulletin. 

Stations   appearing   in   the   Index,    but    for  which   data   are   not    listed   in   the  tables,    are   either  missing   or   received  too   late,  to   be   included   in   this    issue. 

Unless  otherwise  Indicated,  dimensional  units  used  in  this  bulletin  are:  temperature  in  »F.  ,  precipitation  and  evaporation  in  Inches,  and  wind  movement 
in  miles.  Degree  days  are  based  on  a  daily  average  of  65°F.  Evaporation  is  measured  in  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless 
otherwise   shown  by   footnote   following  Table  6.  clc     unless 

Sleet    and  hail   were   included   in   snowfall    averages    in  Table    1,    beginning    with   July    1948. 

Amounts    in  Table  4   are    from   recording   gages.      Traces   are   not    shown. 

Amounts    in  Table    3   are   from   non-recording  gages,    unless   otherwise   indicated. 

Data    in   Tables   3,    S,    6   and  snowfall    In  Table   7   are   for  the  24  hours   ending  at   time  of   observation.      See   the   Station    Index   for  observation   time. 

Snow  on   ground   in  Table  7   is   at    observation   time   for  all    except    Weather   Bureau  and  C.A.A.    stations.      For  these   stations   snow  on   ground   values   are   at 

/  !  JO    p. ID.     t  -  is  .  I  . 

-      No   record   in  Tables   3,    4,6,    7   and  the  Station    Index.      No   record  in  Tables   2   and  5    is    indicated  by  no   entry.      When  hourly   precipitation   is  missine 
or   accumulated    for  several    days,    only   the  first    and   last    days   are   shown   in  Table  4.  J  J-         "<«■   eouriy  precipitation   is  missing 

+      And   also   on   a    later   date  or  dates. 

*      Amount    included   in   following   measurement,    time   distribution   unknown. 

6      Station   not    equipped   wi th    a    recording   gage.      See  Table   4    for   6-hourly   measured   amounts. 

B      Adjusted  to   a    full   month. 

I     """equivalent   of    snowfall   wholly   or   partly   estimated,    using   a   ratio  of    1    inch   water   equivalent   to   every   10    Inches  of   new  snowfall 

re  resentythe  valuator  aSfuli   month1,3"8   5   f°r  detailed   "ally   record-      Degree   day   data,    if    carried   for   this   station,    have   been    adjusted  to 

R      Dally   values   and  monthly    total    from   recording   gage.      All   other   data    in  Table   3   are   from  non-recording   gages 

T      Trace,    an    amount    too   small    to   measure. 

V      Includes   total    for  previous    month. 

Subscription   Price:       15   cents  per   copy,    monthly   and   annual;    «!1.50  per   year.       (Yearly   subscription    includes   the  Annual   Summary.)      Checks   and  money  orders   should 
tov"r™entyp"nting  OffIce?SwIshingtone25      D8   C  Remittances   and  correspondence   regarding   subscriptions   should   be   sent    to   the   Superintendent   of   Documents, 
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Beginning  with   the    October    1951   issue  of 
Climatological   Data,   Table  4,   Hourly  Pre- 
cipitation  will    be    discontinued    due    to 
curtailment    of   the   funds    necessary    for 
processing   and  publication  of   these   data. 


CHATTANOOGA:   1951 


NEW  JERSEY  -  OCTOBER  1951 

A.  E.  White,  Section  Director  -  Trenton 

WEATHER  SUMMARY 

October  was  warmer  and  wetter  than  normal.  The  average  rainfall  of  4.42  inches 
was  the  greatest  for  any  month  since  March,  1951,  in  New  Jersey,  and  the  greatest 
for  any  October  since  1943.   Sunshine  was  a  little  below  normal. 

The  month  began  with  a  week  of  warm  weather.  Temperatures  reached  the  eighties 
generally  on  the  5th  and  6th,  the  highest  being  89°  at  Belvidere  on  the  5th  and 
Hammonton  on  the  6th.  The  second  week  was  colder  than  normal  with  the  first  gener- 
ally killing  frosts  of  the  season  on  the  13th  and  14th.  The  readings  of  24°  at 
two  stations  on  the  13th  were  the  lowest  for  the  month.  That  was  the  same  tempera- 
ture, however,  as  was  reached  at  Layton  on  September  30th.  The  latter  half  of  the 
month  was  practically  all  warmer  than  normal  with  temperatures  reaching  the  seven- 
ties on  several  days. 

The  dry  weather  which  prevailed  in  August  and  September  was  ended  by  good  rains 
on  October  7th.  There  were  other  good  rains  around  the  11th  and  24th,  and  some 
lighter  amounts  on  other  dates.  The  rains  on  the  7th  were  the  heaviest  for  months 
in  many  localities,  ranging  up  to  3.00  inches,  and  some  stations  had  more  rain 
at  that  time  than  during  August  and  September  combined.  Drought  conditions  were 
effectively  broken. 

Rainfall  averaged  somewhat  more  in  the  northern  than  in  the  southern  half  of  the 
State.  The  average  for  the  Highlands  was  4.46  (+0.80);  for  the  Red  Sandstone 
Plain,  4.67  (+1.04);  for  the  Southern  Interior,  4.05  (+0.54);  and  for  the  Sea 
Coast,  3.80  (+0.29)  inches.  The  accumulated  departures  for  these  areas  for  the 
first  ten  months  of  1951  are  as  follows:  Highlands,  +7.26;  Red  Sandstone  Plain, 
+1.86;  Southern  Interior,  -4.96;  and  Sea  Coast,  -6.39  inches. 

Gale  winds  were  registered  on  the  coast  on  the  4,  10,  18  and  24th,  and  there  were 
strong  winds  in  some  interior  sections  on  the  7th  in  connection  with  the  thunder- 
storms on  that  day.  At  Trenton,  an  extreme  velocity  of  60  miles  per  hour  was  regis- 
tered on  the  7th,  which  -is  the  highest  velocity  ever  recorded  here  in  October. 
Damage  was  not  great,  however,  due  to  the  short  duration  of  the  unusually  strong 
wind. 

The  rains  of  October  were  very  beneficial  for  late  truck  crops  and  pastures,  and 
for  preparing  ground  for  fall  seeding  which  work  had  been  delayed  by  drought.  With 
an  average  of  only  8  days  with  measureable  precipitation,  conditions  were  also 
favorable  for  harvesting  crops  such  as  potatoes,  apples,  and  all  kinds  of  truck. 
Cribbing  of  corn  was  also  begun.   -   A.E.W. 
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52.8 

92 

18 

3.44 

0.0 

8 

1892 

53.6 

85 

21 

0.52 

0.0 

4 

1893 

55.2 

85 

17 

4.22 

0.0 

7 

1894 

55.3 

87 

27 

5.67 

0.0 

10 

1895 

49.9 

83 

18 

3.60 

0.0 

5 

1896 

51.5 

82 

21 

2.24 

0.0 

8 

1897 

55.8 

95 

22 

2.43 

0.0 

7 

1898 

56.5 

88 

24 

5.76 

0.0 

10 

1899 

56.6 

86 

18 

2.72 

0.0 

6 

1900 

59.9 

92 

19 

3.70 

0.0 

10 

1901 

54.4 

82 

21 

1.93 

0.0 

4 

1902 

56.0 

80 

20 

6.39 

0.0 

8 

1903 

55.9 

86 

24 

8.92 

0.0 

8 

1904 

51.9 

89 

15 

3.78 

0.0 

5 

1905 

55.5 

90 

17 

2.71 

0.0 

7 

1906 

55.0 

80 

11 

4.46 

0.0 

11 

1907 

50.6 

80 

18 

4.46 

0.0 

7 

1908 

57.3 

92 

19 

2.71 

0.0 

8 

1909 

51.2 

84 

18 

1.18 

0.0 

8 

Year 

Temperature 

Precipitation 
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> 
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1 

X 

| 

J 

S 

■ 

1 
I 

11 
1  o 

Is 
t)  a 

"S  o 

0  w* 

1910 
1911 
1912 
1913 
1914 

1915 
1916 
1917 
1918 
1919 

1920 
1921 
1922 
1923 
1924 

1925 
1926 
1927 
1928 
1929 

1930 
1931 
1932 
1933 
1934 

57.2 
53.9 
57.0 
57.8 
58.1 

56.2 

55.1 
50.7 
57.0 
59.0 

59.0 
54.1 
56.6 
53.9 
54.4 

49.1 
53.1 
56.8 
56.1 
52.3 

52.6 
58.3 
36.2 
53.6 
52.6 

90 
80 
88 
83 
88 

84 
92 
84 
84 
92 

87 
82 
92 
81 
84 

84 
90 
94 
90 
80 

89 
92 
89 
84 
82 

18 
18 
25 
25 
19 

23 
23 
22 
22 
25 

28 
16 
18 
21 
16 

12 
17 
23 
16 
17 

12 
24 
21 
18 
21 

3.15 
5.49 
3.30 
7.79 
1.99 

3.03 
1.37 
6.99 
1.25 
3.43 

1.80 
0.97 
1.48 
4.25 
0.31 

4.59 
4.08 
7.82 
1.19 
4.61 

1.95 
2.76 
5.85 
2.04 
2.49 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 
0.0 

0.0 

0.0 
0.0 
0.0 

T 
T 

7 
12 
5 

11 

5 

9 
4 

10 
8 

13 

5 
5 
7 
8 
1 

11 
11 
10 
6 
8 

6 
8 
10 
6 

6 

Year 

Temperature 

Precipitation 

a 

8 

> 
< 

1 

Ji 

a 

£ 

« 
* 

3 

e 
a 

i 

< 

S  * 

58 

•o  a 

•sa 

ZQ 

1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 
1951 

Period 

54.8 
55.6 
53.2 
56.2 
54.9 

51.0 
58.9 
56.1 
53.5 
53.7 

54.2 
59.0 
60.4 
53.6 
59.9 

57.4 
57.3 

54.9 

84 
82 
84 
93 
93 

82 
97 
87 
87 
88 

86 
90 
89 
81 
94 

90 
89 

23 

_a_ 

15 
24 

19 

11 
17 
21 
18 
18 

21 
24 
18 
16 
20 

17 
24 

4.50 
3.40 
5.27 
2.47 
4.24 

2.36 
1.90 
3.43 
7.61 
2.41 

2.51 

1.49 
2.06 
2.29 
2.49 

1.88 
4.42 

3.50 

0.0 
0.0 

T 
0.0 
0.0 

0.7 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

T 
T 

T 

8 
8 
10 
7 
9 

8 
8 
9 
11 
6 

9 
7 
5 
9 
8 

See   reference   notes   following  Station   Index 
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JGK 
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,  DAT 

A 

NEW  JERSEY 

Table  2 

OCTOBER  1951 

Temp* 

rature 

Precipitation 

No.  of  days 

Snow,  Sleet,  Hail 

No.  of  days 
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■a 
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| 

c 
8 

si 

■ 
5 
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o>  g 

M 
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round 

an 

e 
1 

■ 
0 

a 

■ 
1 

as 

0  0 

9 

2 

s 

Q 

J 

£ 

Q 

S3 
2  S 

.  « 
2  o 

3 
t2 

la 

*«0 

i 

6 

£ 

a 

3 

o 
s- 

0»  -Q 
2  o  « 

• 

0 

3 

0 

o 
xn 

Is 

ATLANTIC  CITY  WB 

60.7 

3.8 

88 

6 

45 

9 

157 

0 

0 

2.69 

-       .51 

.82 

7 

.0 

0 

ii 

2 

0 

BELLEPLAIN 

87 

6 

37 

9+ 

0 

0 

3.12 

-   .24 

1.75 

8 

.0 

0 

2 

2 

BELVIDERE 

55.6 

0.8 

89 

5 

30 

13+ 

303 

0 

2 

5.11 

1.48 

1.86 

11 

.  0 

0 

8 

5 
3 

BOON TON 

54.9 

2.5 

83 

6 

30 

14 

0 

2 

5.08 

1.54 

2.12 

8 

.0 

0 

8 

BRIDGETON 

59.4 

2.4 

85 

5 

40 

14+ 

196 

0 

0 

3.92 

.55 

1.42 

8 

.0 

0 

7 

3 

BURLINGTON 

60. 1M 

2.9 

87 

5 

36 

14 

180 

0 

0 

3.44 

-   .04 

1  .19 

11 

.  0 

0 

5 

3 

CANOE  BROOK 

55.7 

3.1 

84 

6 

31 

21  + 

0 

3 

3.64 

.00 

.  0 

o 

9 

CAFE  MAY  3  W 

62.  5M 

4.2 

81 

6 

44 

13 

99 

0 

0 

2.52 

-   .52 

1.09 

11 

.0 

0 

6 

3 

CHARLOTTEBURG 

52.2 

0.7 

83 

6 

24 

14 

0 

6 

4.59 

.35 

2.00 

8 

.  0 

0 

7 

3 

CHATSWORTH  5  S 

58.7 

87 

5+ 

32 

9+ 

220 

0 

3 

4.93 

2.45 

8 

.0 

0 

9 

3 

CLAYTON 

59.5 

3.1 

87 

5 

37 

14 

197 

0 

0 

4.38 

1  .08 

1.40 

8 

.0 

0 

7 

4 

ELIZABETH 

59.9 

4.6 

88 

5 

36 

29 

180 

0 

0 

5.11 

1.40 

1.90 

8 

.  0 

0 

9 

5 

ESSEX  FELLS  SER.  BLDG. 

54.2 

82 

3  + 

29 

13 

0 

4 

4.62 

2.14 

8 

.0 

0 

6 

3 

FLEMINGTON  1  NE 

56.0 

0.3 

88 

5 

27 

14 

296 

0 

4 

4.37 

.93 

1.16 

11 

.0 

0 

11 

4 

FREEHOLD 

57.3 

2.3 

85 

2 

33 

14 

2  54 

0 

0 

5.68 

1.94 

2.10 

8 

.0 

0 

9 

4 

t  HAMMONTON 

61  .8 

5.6 

89 

6 

30 

14 

149 

0 

1 

3.43 

-  0.16 

1.60 

8 

.0 

0 

5 

3 

HIGHTSTOWN  1  N 

57.8 

2.9 

85 

2  + 

33 

14 

241 

0 

0 

5.18 

1  .54 

1.69 

8 

.0 

0 

8 

4 

INDIAN  MILLS  2  W 

57.9 

2.6 

85 

2  + 

29 

14 

242 

0 

2 

5.32 

1  .83 

1.89 

8 

.0 

0 

9 

4 

JERSEY  CITY 

56.8 

0.4 

80 

5 

39 

13 

263 

0 

0 

4.69 

1.21 

2.09 

7 

.0 

0 

6 

3 

LAKEWOOD  2  ENE 

56.  1M 

1.6 

31 

14 

279 

0 

5.77 

1.78 

2.90 

8 

.0 

0 

8 

3 

LAMBERTVILLE 

57.5 

3.1 

88 

5 

31 

13+ 

252 

0 

2 

4.02 

.57 

1.16 

11 

.0 

0 

9 

4 

LAYTON  3  NW 

53.4 

2.5 

88 

5 

24 

13+ 

365 

0 

8 

3.51 

-   .09 

.94 

8 

.0 

0 

7 

3 

LEESBURG  STATE  FARM 

58.8 

86 

6 

36 

26 

0 

0 

3.16 

1.24 

8 

.0 

0 

9 

3 

LITTLE  FALLS  WATER  CO 

56.6 

2.4 

85 

6 

31 

14 

0 

1 

4.29 

.13 

2.07 

6 

.0 

0 

10 

3 

LONG  BRANCH 

57.3 

2.0 

82 

5 

36 

14 

251 

0 

0 

5.22 

1.66 

2.37 

7 

.0 

0 

8 

3 

LONG  VALLEY 

53.7 

2.2 

83 

7 

26 

14 

0  ' 

4 

4.92 

1  .48 

.0 

0 

9 

MILLVILLE  CAA  AIRPORT 

59.3 

87 

6 

37 

26 

201 

0 

0 

2.68 

.96 

7 

.0 

0 

8 

2 

MOORESTOWN 

58.5 

3.6 

08 

5 

34 

14 

0 

0 

4.33 

.92 

1.94 

8 

.0 

0 

7 

3 

MORRIS  PLAINS  1  W 

55.9 

85 

5 

27 

13 

295 

0 

4 

3.72 

1.28 

11 

.0 

0 

7 

3 

NEWARK  WB  AIRPORT 

57.9 

2.3 

85 

5 

40 

9+ 

239 

0 

0 

4.21 

.42 

1.87 

7 

.0 

0 

6 

3 

NEW  BRUNSWICK  EXP  STA 

57.2 

2.4 

82 

2+ 

33 

14 

2  58 

0 

0 

4.99 

1.43 

1.50 

8 

.0 

0 

9 

4 

NEWTON 

52.9 

0.2 

85 

6 

25 

13 

0 

3 

4.18 

.52 

1.40 

8 

.0 

0 

8 

3 

PATERSON 

57.0 

2.0 

86 

6 

36 

14 

0 

0 

4.97 

1.11 

2.46 

8 

.0 

0 

10 

3 

PEMBERTON  1  E 

58.2 

2.0 

85 

2+ 

31 

14 

229 

0 

1 

5.04 

1.58 

1.51 

8 

.0 

0 

8 

4 

PHILLIPSBURG 

57.2 

3.7 

86 

5 

31 

14 

259 

0 

1 

4.89 

1.37 

1.30 

8 

.0 

0 

a 

5 

PLAINFIELD 

56.7 

2.6 

85 

5 

31 

14 

267 

0 

1 

5.38 

1.51 

2.42 

7 

.0 

0 

8 

4 

2 

PLEASANTV1LLE 

57.7 

.  2.6 

88 

7 

33 

14 

0 

0 

3.41 

-   .06 

1.30 

11 

.0 

0 

8 

3 

2 

RIDGEFIELD 

56.9 

3.0 

84 

5 

34 

14 

264 

0 

0 

4.96 

1.45 

2.43 

7 

.0 

0 

6 

3 

2 

RUNNEMEDE 

59.5 

87 

5+ 

35 

14 

198 

0 

0 

4.05 

1.21 

8  + 

.0 

0 

6 

4 

2 

RUNYON 

57.1 

4.2 

82 

2+ 

25 

14 

262 

0 

3 

4.99 

1.25 

1.32 

11 

.0 

0 

7 

5 

3 

RUTHERFORD 

> 

SANDY  HOOK 

58.3 

1.6 

78 

2+ 

36 

14 

218 

0 

0 

4.68 

.90 

1.55 

8 

.0 

0 

8 

4 

3 

SOMERVILLE 

57.0 

2.8 

85 

2+ 

30 

14 

264 

0 

1 

6.05 

2.66 

2.33 

8 

.0 

0 

9 

4 

2 

SUSSEX 

54.  7M 

1.9 

83 

5 

29 

14 

329 

0 

4 

4.00 

.68 

1.09 

11 

.0 

0 

10 

3 

1 

TRENTON  NO  2 

58.3 

3.4 

86 

5 

35 

14 

228 

0 

0 

5.48 

2.14 

3.02 

7 

T 

0 

8 

3 

2 

TRENTON  WB  CITY 

58.2 

2.6 

84 

5 

39 

14 

232 

0 

0 

4.33 

1.55 

2.20 

7 

T 

0 

8 

3 

2 

TUCKERTON 

WOODSTOWN  2  NW 

5B.3 

88 

6 

36 

26 

0 

0 

3.26 

1.43 

8 

.0 

0 

8 

2 

1 

STATE 

57.3 

2.4 

4.42 

0.92 

T 

t     DATA    RECEIVED    TOO   LATE    TO   BE 
INCLUDED    IN    STATE    AVERAGES. 
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28 
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T 
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M 

ll 
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T 

61 

IK 

|« 
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09 
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19 

> 

T 

" 

.31 

•2 
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12 

77 

.11 

T 
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6    11 
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.i 

T 

r 

.  30 
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65 
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.37 

T 

6.01 

.04 

.05 

II 
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T 

T 

87 
1.18 

T 

'• 

3   »3 

ftimi 1NCTOK 

T 

.90 

1    19 

.01 

ii 

<i 

1 VO I H 

T 

OB 

1.33 

.28 

.08 

.76                   .64 

4.88 

CANOI    D 

.on 

2.00 

.35 

.07 

.76 

.38 

01 

3.84 

02 

1.45 

.63 

15 

.62 

15 

.01 

.02 

1.25 

>\    3    *                            R 

10 

73 

.02    1.09 

.37 

Ml 

2.52 

CIIMR  GROV1 

.09 

JO 

2   37 

.37 

1.81 

.39 

5.13 

CKARLOrv 

01 

.06 

2.00 

.40 

.84 

.83 

.35 

T 

4.59 

CHATHAM 

■i  :»  s 

.01 

.02 

.08                   .15 

2.45 

T         1.35 

T 

.87 

.18 

.02 

4.93 

14 

T                      .83 

1    40                  T        1.30 

T 

T 

.68 

.22 

T 

T 

.01 

4    38 

CLINTON 

.03 

.37 

.78 

1 .04                             1.10 

1.00 

.49 

T 

.01 

4.81 

CULVERS    LAKE 

T 

40 

1.11                             1.07 

.05 

.43 

.78 

.31 

4.15 

DCEPWATKR 

1.03                   .05      .78 

.42 

.02 

.01 

.08 

2.41 

■  i  tan  n 

.10 

.14 

55    1.90 

1.01 

.06 

T 

.72 

.60 

.03 

5.11 

II  I.ABKTHPvlKT                            R 

ESSEX    FELLS    SKR    Bl TO 

T 

.05 

T 

2.14 

.33 

.94 

T 

.73 

.43 

4.82 

FUMING  TON    1    HE 

.04 

.10 

.02 

58 

1.08 

1.16 

.06 

T 

.14 

.74 

.44 

.03 

4.37 

fort  esc  ue 

T 

.05 

T 

1.36 

1.16 

.73 

.14 

T 

.13 

3.59 

FRltHO!  1' 

.33 

.02 

.15 

.08 

1.10 

2.10 

1.10 

.83                                .09 

5.68 

>    LACK 

11 

.02 

2.03 

.30 

.40 

.03 

.96 

.30 

.05 

4.20 

HAMMOKTON 

.07 

1.60 

.66 

.83 

.28 

3.43 

■1CHTSTOWN    1    N 

.01 

.08 

01 

1.08 

1.69 

1    23 

T 

T 

1.03 

.09 

5.16 

INDIAN    WILLS    3    ■ 

.05 

.05 

1.37 

1.89 

1.10 

T 

.01 

T 

T 

.67 

.17 

.01 

5.32 

1RVINGTON 

JERSVY    CITY 

.14 

2.09 

.04 

1.81 

.60 

T 

T 

.01 

4.69 

LAEEHITRST    AIRPORT                 R 

LAKEVOOP 

.08 

12 

2 . 90                             1 . 23 

.04    1.24 

.15 

.01 

5.77 

LAHBKRn  It.l.K 

.01 

T 

62    1    03                             1.16 

.01 

.01 

.20 

4.02 

LAYTOS    3    NW 

.34       .94                                .90 

.14 

.18 

.70 

.31 

3.51 

LEESBURC    STATE    FARM 

.03 

.04 

.06                            1.24                               .68 

.23 

.69 

.17 

.02 

3.16 

LITTLE    FALLS    WATER   CO 

.02 

.03 

.04    2.07                                .31 

.85 

.62 

.33 

.01 

.01 

4.29 

LONG    BRANCH 

.08 

.22 

2.37       .07                   .14    1.27 

T 

.96 

.11 

T 

5.22 

LONG    VALLEY 

.32 

1.70 

1.21 

1.15 

• 

.52 

.02 

4.92 

HACOP1N    INTAKE 

.02 

.05 

1.66                               .42 

.80 

.06 

1.15 

.25 

.10 

4.51 

RAXVILLE 

MARLBORO   SCS                            R 

HARLTON    1    1 

.02 

.19 

.03                   .56      .96 

1.28 

T 

.83 

.17 

4.04 

■AYS    LANDING 

.18 

.10                   .06    1.83 

.50       .66 

.78 

.15 

.03 

.04 

4.33 

MIDLAND   PARK 

HILLV1LLF,                                        R 

.03 

1.25       .13                   .20      .76 

.02 

.16 

.05 

3.08 

HILLVILLE   CAA    AIRPORT 

.05 

T                        .98       .01                   .21       .49 

T 

T 

.70 

.12 

T 

.12 

2.68 

HILTON 

.06 

.02 

.05    1.81                                .25 

1.31 

.02       .02 

.04 

1.01 

.36 

.03 

.03 

5.01 

HOORKSTOWN 

.02 

.05 

1 . 94                                .84 

.48 

.83 

.17 

T 

4.33 

MORRIS    PLAINS    1    W 

.05 

.75                                         1.28 

.15 

T 

.09 

.98 

.42 

T 

T 

3.72 

NEWARK    *B    AIRPORT                 R 

.18 

T 

1 .  87      T 

.03    1.07 

T 

T 

.75 

T 

T 

.31 

T 

T 

4.21 

NEW  BRUNSWICK  EXP  STA 

.40 

.10 

T 

.78    1.50 

1.14 

.03 

.05 

.79 

.20 

4.99 

NEW   MILFORD 

1.80 

1.62 

.72 

.28 

4.42 

NEWTON 

.03 

.01    1.40 

.30 

.93 

1.10 

.36 

.05 

T 

4.18 

OAK    RIDGE    RESERVOIR 

_ 

_ 

_ 

_ 

56    1    36 

1.29 

.25 

- 

- 

- 

- 

.14 

.76 

.36 

- 

- 

- 

ORANGE 

.04 

•       12.35 

.70 

3.74 

PATERSON 

.04 

.12 

01 

.08    2    46 

32 

.96 

.65 

.32 

.01 

T 

4.97 

PEMBERTON    1    E 

.01 

.16 

.03 

1.40   1.51 

1.14 

T 

T 

.65 

.14 

5.04 

P81LLIPSSURG 

T 

.90    1.30 

.90 

.20 

.15 

.75 

.60 

T 

.09 

4.89 

PHILLIPSBURG    BRIDGE 

.04    2.00 

.32 

.63| 

.74 

.55 

.03 

4.31 

PU  INFIELD 

.78 

T 

T 

2.42 

1.05 

.02 

T 

.67 

.06 

.37 

.01 

5.38 

PLEASANTVILLE 

.01 

.03 

.10 

1.20 

1.30 

.55 

T 

.18 

.04 

3.41 

PRINCETON   WATER   WORKS 

T 

T 

1.95 

T 

1.26 

.66 

.08 

T 

3.95 

QUAXERTOWN 

RABWAY 

.37 

2.45       .04 

.04 

.95 

.34 

T 

4.97 

RIDGEFIELD 

.01 

T 

2.43 

T 

1.56 

.64 

.03 

.29 

T 

T 

4.96 

RING WOOD 

.10 

.07 

1.78 

.34 

.46 

.83 

.33 

.02 

3.93 

RUHNEMEDE 

.06 

.50 

1.21 

T 

1.21 

T 

T 

.91 

.16 

T 

4.05 

RONTON 

.50 

.12 

1.01 

1.02 

1.32 

.90 

.12 

4.99 

RUTHERFORD 

SANDY   BOOK 

.01 

.03 

.13 

T 

1.16 

1.55 

1.08 

T 

.65 

.07 

4.68 

SEABROOK                                          R 

SOWERVILLE 

.68 

.49 

2.33 

1.16 

.08 

.06 

.84 

.40 

.01 

6.05 

SPLIT    ROCK    POND 

.05 

.12 

• 

2.20 

.45 

.94 

1.03 

.39 

5.18 

SPRINGFIELD                                 R 

SUSSEX 

.05 

.03 

.34 

.96 

1.09 

.17 

T 

.28 

.77 

.28 

.03 

4.00 

SWEDE SBORO 

.01 

.07    1.30 

1.00 

.56 

.20 

3.14 

SWEDESBORO   5   NW 

1.05     T 

.71 

.10      T 

T 

.55 

.10 

T 

.01 

2.52 

TOMS    RIVER 

.03 

.50    1.23 

_ 

.03 

.68 

.20 

.02 

- 

TRENTON        NO  2 

T 

.02 

.01 

3 . 02                               .08 

1.31 

.91 

.12 

.01 

5.48 

TRENTON   WB   CITY                       R 

T 

.02 

.02 

2.20                               .07 

1.05 

.87 

T 

.09 

T 

.01 

4.33 

TCCKERTON 

VINELAND 

.09 

.45   1.01                             1.05 

T 

.80 

.20 

3.60 

WANAQUE    RAYMOND   DAM 

.02 

.04    1.88 

.24 

.72 

.80 

.32 

4.02 

■ATCHUNG                                      R 

WRSTFIELD 

.14 

.23   2.06 

1.08 

.03 

.82 

.34 

4.70 

■OODCLIFF    LAKE 

.06 

1.64 

1.70 

.60 

.30 

4.30 

WOODSTOWN  2    NW 

.01                             1.43 

.48 

.34 

.01 

.76 

.21 

.02 

T 

3.26 

■a  following  Station  Index. 


ATLANTIC  CITY  KP 

BELLEPLAIN 

BELVIDFRE 

BOON TON 

BRIDGETON 

BURLINGTON 

CANOE  BROOK 

CAPE  MAY  3  w 

CHARLOTTEBURO 

CHATSWORTH  5  S 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SER  BLDG 

FLEMINGTON  1  NE 

FREEHOLD 

HAMMONTON 

H1GHTSTOWN  1  N 

INDIAN  MILLS  2  W 

JERSEY  CITY 

LAKEWOOD  2  ENE 

LAMBERTVILLE 

I.AYTON  3  NH 

LEESBURG  STATE  FARM 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  CAA  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

PEMREPTON  1  E 

PHILLIPS6URG 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 


D 

Al 

LY 

1 

tJV 

lPt 

:ri 

VI 

Uli 

tt: 

NEW  JERSEY 
OCTOBER  1951 

Day  Oi  Month 

0 
» 

0 
V 

> 
* 

1 

2 

• 

4 

5 

6 

7 

8 

9 

10 

11 

12 

.  13 

14 

IS   16 

1 

,7 

18 

,3 

20 

21 

22 

23 

- 

- 

26 

27 

28 

29 

30 

31 

MAX 
MIN 

71 
61 

72 
67 

73 
65 

68 
66 

80 
66 

88 

61 

70 
58 

66 

48 

60 
45 

60 
47 

53 
47 

65 
47 

58 
48 

62 
51 

66   67 
59   59 

64 
59 

64 

60 

63 
56 

60 
50 

63 
56 

65 
59 

67 
54 

69 
58 

65 

51 

69 
48 

73 
58 

66 
52 

57 
46 

62 
51 

65   66.2 
58   55.2 

MAX 
MIN 

76 
54 

83 

57 

77 

55 

72 
65 

84 
65 

87 
58 

j  80 
1  53 

! 

72 
55 

60 
37 

60 
39 

57 
45 

65 
42 

61 
37 

63 
37 

72   72 
43   57 

72 
52 

65 
60 

67 
59 

72 
51 

1 

MAX 
MIN 

74 
44 

81 
48 

73 
55 

80 
59 

89 

64 

ao 
57 

65 

50 

64 
46 

64 

35 

58 
33 

51 
42 

60 
43 

62 

30 

69 

30 

72!  79 
3  7   46 

75 
43 

73 
49 

61 

51 

63 

34 

56 
33 

65 
50 

62 
53 

73 
48 

66 
44 

70 
33 

72 

40 

58 

39 

56 
37 

54 
34 

66   67.5 
47  !  43,7 

MAX 
MIN 

64 

42 

73 

44 

78 
55 

69 

60 

74 
64 

83 
57 

75 
52 

58 
49 

62 

37 

62 

41 

59 

44 

51 
44 

61 
36 

62 

30 

69 
36 

69 

40 

74 
44 

75 
53 

73 
50 

61 
36 

63 
32 

57 
41 

64 
52 

63 
48 

69 

50 

60 

37 

73 
40 

70 
41 

55 
41 

53 
33 

56 

38 

65.6 
44.1 

MAX 
MIN 

73 
55 

80 
60 

81 
59 

71 
61 

85 
68 

83 

6? 

74 
55 

71 
54 

59 
41 

57 
45 

56 
45 

62 
44 

61 
42 

65 

40 

70 
50 

74 
53 

72 
48 

70 
59 

66 
43 

64 
48 

62 
53 

65 
53 

69 
52 

74 
55 

67 
45 

70 
43 

67 
40 

71 
47 

59 
41 

61 
40 

67 

54 

68.6 
50.2 

MAX 
MIN 

78 
52 

85 
58 

84 
57 

72 
67 

87 

67 

85 
59 

78 
57 

67 

62 

43 

62 
45 

57 
45 

6? 
45 

61 
40 

69 
36 

74 

47 

75 
49 

73 
52 

72 
58 

68 
55 

64 

47 

59 
48 

68 
54 

66 

55 

76 
53 

70 
52 

70 
43 

68 
48 

63 
48 

56 

41 

61 
41 

69 

54 

69.7 
50.5 

MAX 

MIN 

62 
35 

76 
49 

33 

55 

71 
61 

78 
65 

84 

54 

79 
50 

59 
47 

68 
42 

60 
45 

59 

46 

53 

41 

64 
35 

61 
32 

64 

38 

70 
45 

74 
43 

75 
51 

69 
52 

64 
33 

65 
31 

58 

38 

65 

56 

64 
55 

70 
55 

62 

35 

74 

37 

72 
42 

56 
40 

55 

31 

57 

45 

66.8 
44.6 

MAX 

MIN 

75 
59 

76 
65 

75 
56 

80 
67 

81 
64 

78 
57 

72 
59 

64 
51 

56 
45 

63 
47 

64 
44 

67 
46 

71 

66 

72 
60 

72 
61 

72 
49 

71 
45 

72 
49 

71 
45 

72- 

51 

73 
55 

72 
59 

72 

55 

73 
49 

72 
56 

72 
53 

46 

45 

52 

71.5 
53.4 

MAX 
MIN 

56 

41 

74 
45 

49 

65 
55 

80 
59 

83 
52 

72 
49 

54 

47 

62 
39 

60 
31 

57 
40 

48 
40 

59 
28 

60 
24 

71 

34 

68 

37 

73 
35 

75 
39 

74 
49 

59 
32 

60 
25 

55 
46 

62 

50 

63 

45 

65 
43 

52 

40 

72 
36 

70 
40 

50 
37 

50 
28 

53 
35 

63.9 
40.4 

MAX 
MIN 

82 
52 

85 
55 

83 
53 

72 
62 

87 

6  4 

67 
54 

77 
50 

70 
52 

62 

32 

57 

41 

55 

44 

6? 
40 

61 
37 

70 
32 

79 
43 

75 
46 

72 
53 

72 
51 

67 
57 

63 

46 

63 

4  0 

68 
48 

74 
42 

77 

57 

64 
40 

74 
32 

75 
42 

67 
51 

63 

43 

61 
36 

72 

50 

70.8 
46.6 

MAX 
MIN 

76. 

55 

83 
64 

82 
52 

70 
63 

87 
67 

84 
63 

76 

53 

66 

54 

60 
39 

58 

44 

55 

,5 

62 

46 

62 
39 

66 
37 

74 

46 

75 
49 

73 
54 

69 

57 

69 
50 

65 
55 

6? 
47 

65 
53 

70 
53 

75 
54 

67 
46 

69 
39 

71 
46 

62 

47 

59 
39 

60 
40 

«  1 

53 

69.0 
50.0 

MAX 
MIN 

78 
47 

86 

53 

77 
57 

73 
61 

Be 

65 

84 
56 

70 
5* 

67 

47 

66 
43 

66 

44 

57 

44 

67 

44 

61 
39 

70 
38 

71 
41 

74 
46 

71 
46 

77 
56 

78 
50 

66 

40 

67 
37 

66 
54 

78 
50 

77 
51 

60 
45 

75 
39 

77 
44 

75 
42 

75 
36 

75 
37 

75 

50 

72.8 
47.0 

MAX 
MIN 

60 
40 

72 

50 

82 
52 

70 
57 

71 

so 

82 
55 

76 

50 

56 
45 

64 
34 

62 
35 

58 

40 

52 

42 

62 
29 

61 
30 

63 
39 

71 
40 

72 
42 

74 
50 

70 
48 

62 
34 

61 
32 

60 

40 

60 

46 

60 
52 

69 
49 

71 
36 

72 
44 

72 
42 

54 
36 

54 
32 

56 
41 

65.6 
42.7 

MAX 

MIN 

77 
42 

83 
46 

75 
57 

75 
62 

88 
67 

85 
55 

67 
52 

63 

47 

62 
36 

59 
35 

55 

44 

63 

4? 

60 
32 

65 
27 

73 

32 

75 
40 

75 

37 

70 
55 

63 
51 

63 

37 

68 
33 

66 
52 

62 

49 

71 
44 

70 
46 

71 
31 

73 
40 

67 
43 

55 

36 

57 
33 

70 

49 

68.3 

43.6 

MAX 

MIN 

78 
49 

85 
57 

78 
56 

67 
62 

81 
65 

80 

64 

68 

50 

63 
52 

61 
39 

56 
42 

55 
43 

6? 
44 

58 
35 

65 
33 

72 

43 

72 
43 

72 

47 

67 
58 

62 

54 

62 
43 

60 
39 

65 
46 

65 
47 

71 
52 

67 
46 

70 
39 

73 
46 

63 
48 

53 

39 

60 

18 

68 
51 

67.2 
47.4 

MAX 
MIN 

82 
51 

68 

57 

79 
61 

66 
55 

88 

64 

89 
58 

83 
59 

72 

41 

62 

43 

63 

42 

62 
55 

68 
49 

64 
34 

67 
30 

78 
45 

75 
59 

79 
61 

71 
65 

69 

54 

73 

51 

69 
53 

67 
56 

71 
42 

67 
49 

69 

51 

72 

49 

78 
42 

76 
49 

73 
41 

73 
35 

74 
41 

73.8 
49.7 

MAX 
MIN 

76 
47 

85 
56 

80 

65 

69 
61 

85 
66 

82 

59 

70 
50 

63 

52 

63 
39 

58 
43 

55 

44 

63 
43 

58 
36 

67 
33 

73 

43 

71 
48 

72 
49 

68 
58 

63 
54 

64 
43 

61 
37 

66 

53 

65 
51 

73 
49 

69 

46 

71 
40 

73 
46 

64 
47 

56 
39 

60 
36 

67 
49 

68.1 
47.5 

MAX 

MIN 

78 
53 

85 
58 

13 

54 

68 
64 

86 
66 

85 

55 

70 
49 

66 

53 

61 
34 

59 

40 

5* 
44 

6? 
43 

63 
36 

68 
29 

76 

38 

76 
41 

75 
43 

68 
58 

68 
56 

64 

47 

61 

44 

66 
52 

71 
46 

74 
49 

67 
43 

73 
31 

73 

41 

62 

47 

56 

37 

62 

34 

70 
52 

69.3 

46.4 

MAX 

MIN 

70 
54 

76 
60 

68 
58 

72 
62 

80 
68 

77 
56 

38 
55 

63 

46 

60 
44 

57 

44 

40 
46 

61 

46 

57 
39 

60 
41 

66 

44 

76 
49 

69 
51 

67 
57 

60 
54 

60 
43 

68 
40 

60 
57 

60 
57 

65 
57 

61 

50 

68 
45 

70 

51 

52 

44 

54 
42 

57 
43 

57 

50 

63.5 
50.1 

MAX 
MIN 

78 
51 

88 
56 

77 
53 

67 
63 

64 
55 

60 
39 

58 
44 

52 
45 

64 
43 

57 
34 

63 
31 

70 
41 

70 
44 

69 
49 

66 
59 

63 
46 

61 
42 

65 

51 

66 
49 

72 
47 

68 
42 

73 
36 

72 

47 

63 
50 

55 
33 

70 

32 

66.6 
45.5 

MAX 
MIN 

80 
46 

83 

51 

81 
55 

73 
60 

88 
67 

84 
58 

68 
52 

63 
46 

63 
37 

59 
35 

53 

44 

60 

44 

62 

31 

69 
31 

74 
*1 

78 
46 

75 
42 

71 
53 

65 
52 

66 
41 

59 
38 

67 
54 

63 
55 

73 
48 

68 
46 

73 
35 

75 
41 

63 

44 

57 
37 

58 

38 

71 

61 

69.1 
45.9 

MAX 
MIN 

76 
38 

78 
45 

73 

54 

81 
56 

88 
56 

73 
51 

57 
48 

63 
42 

62 

?B 

58 
27 

55 
42 

61 

40 

62 
24 

65 
24 

70 
32 

76 

40 

76 

49 

72 

44 

66 

48 

66 

37 

54 
24 

67 

47 

66 

52 

68 
53 

67 
45 

72 

27 

62 

28 

54 
38 

52 

34 

61 
35 

66 
43 

66.4 

40.4 

MAX 
MIN 

74 
53 

79 
60 

60 
56 

71 
64 

85 
65 

86 
58 

73 

53 

65 
56 

60 
39 

58 
40 

54 

45 

65 
44 

63 
38 

65 

39 

71 
48 

73 
53 

73 
52 

65 
58 

69 

58 

61 
48 

6? 
48 

67 

48 

72 

43 

73 
53 

67 
47 

69 

36 

73 

45 

64 

50 

56 

42 

62 

37 

66 
45 

68.5 
49.1 

MAX 
MIN 

62 

46 

77 
52 

82 

59 

70 
60 

76 
64 

85 

57 

78 
58 

63 
49 

65 

40 

64 
38 

60 
43 

54 
44 

65 
33 

62 
31 

66 

38 

71 

44 

75 
41 

75 
52 

72 
50 

64 
40 

65 
34 

59 
46 

65 
52 

65 

48 

70 
59 

62 
39 

75 
45 

74 
42 

52 
41 

56 
35 

58 
44 

67.3 
45.9 

MAX 
MIN 

74 
52 

79 
59 

7? 

67 
62 

82 

63 

80 
61 

65 

57 

63 
46 

60 
41 

56 
50 

50 

46 

62 

45 

58 
38 

62 
36 

68 
46 

70 
46 

70 
55 

67 
59 

63 
52 

60 
40 

61 
38 

64 
49 

64 

46 

68 
51 

62 

46 

69 

44 

73 
49 

62 
49 

55 
40 

60 

38 

68 
52 

65.7 

48.8 

MAX 
MIN 

66 
41 

73 
42 

79 
51 

72 
54 

79 
62 

70 
51 

83 
54 

65 
46 

65 
34 

63 
34 

59 

4? 

40 
43 

63 
29 

62 
26 

64 
36 

68 
39 

70 
35 

75 

41 

71 
49 

66 
37 

66 
30 

55 
38 

63 

51 

60 

47 

68 
43 

66 
36 

75 
36 

74 
41 

50 
37 

51 
31 

55 

38 

66.3 

41.1 

MAX 
MIN 

76 
55 

82 

58 

84 
56 

68 
65 

86 
61 

87 
60 

72 
55 

64 
43 

61 
38 

58 
42 

50 

45 

64 
43 

65 
38 

67 
39 

75 

46 

77 
54 

74 
54 

66 
58 

71 
52 

62 
48 

62 
52 

67 

50 

75 

47 

73 
53 

65 
45 

74 
37 

73 
45 

65 

48 

55 
40 

63 

40 

70 
54 

69.4 
49.1 

MAX 
MIN 

78 
51 

84 
56 

84 
56 

71 
62 

88 
6? 

86 
57 

66 
53 

63 
46 

61 
42 

57 
44 

48 
45 

61 

45 

61 
33 

69 
34 

77 

46 

75 
47 

73 
49 

70 
56 

67 
51 

65 
47 

61 

50 

68 

54 

66 

49 

75 
53 

63 

48 

72 

41 

73 
44 

60 
46 

55 

38 

61 
38 

69 
50 

68.6 
48.3 

MAX 
MIN 

74 
44 

80 
49 

68 
54 

72 
61 

85 

66 

82 
57 

70 
52 

62 

47 

63 
36 

60 
40 

50 
43 

62 

46 

60 
27 

65 
29 

70 
3» 

75 
40 

74 
40 

70 
55 

68 

50 

65 

40 

63 
31 

65 
51 

62 
53 

69 
48 

68 
45 

73 
39 

72 

44 

52 

40 

54 
38 

56 
29 

67 
47 

67.3 
44.4 

MAX 
MIN 

75 
51 

84 
57 

71 

60 

72 
61 

86 
67 

79 
89 

60 
52 

64 
46 

63 
40 

58 
46 

49 

45 

6? 
48 

59 
41 

63 
40 

69 
45 

72 

49 

71 
53 

69 
57 

63 

53 

64 
45 

60 
42 

63 
54 

64 

55 

71 
54 

62 

48 

73 
43 

73 
48 

53 

44 

54 

41 

58 

41 

08 
50 

66.2 
49.5 

MAX 

MIN 

75 
47 

82 

54 

7» 

56 

71 
60 

82 

67 

81 
59 

73 

51 

62 
50 

60 

39 

58 
42 

57 
42 

61 

44 

58 
36 

62 
33 

72 

41 

71 
45 

73 
50 

68 
56 

64 
52 

62 

42 

60 
38 

64 
53 

64 
51 

72 
52 

71 
47 

70 
42 

71 

45 

65 

44 

54 
38 

68 
36 

66 

48 

67.2 

47.1 

MAX 
MIN 

57 
40 

74 
45 

7* 
53 

68 
58 

76 
59 

85 

64 

74 

48 

55 
44 

60 
35 

61 
30 

55 

4? 

50 
42 

60 
25 

59 
34 

65 
34 

69 

40 

74 
40 

72 

44 

70 
49 

59 

37 

61 

34 

55 
39 

64 
52 

64 
48 

66 
46 

60 
37 

68 
41 

69 

40 

47 
35 

53 

31 

56 
40 

63.9 
41.8 

MAX 

MIN 

61 
44 

76 
51 

84 
60 

68 
60 

73 

6? 

86 
62 

80 
52 

57 
49 

68 
41 

66 
41 

60 
43 

51 

44 

65 

37 

65 
36 

68 
43 

72 
42 

76 
43 

75 
54 

75 
51 

64 
41 

65 
37 

58 
43 

65 
55 

65 
52 

70 
48 

63 

40 

76 
45 

75 
42 

51 

40 

56 
39 

57 

4? 

67.5 
46.4 

MAX 
MIN 

78 
52 

as 

56 

82 
54 

70 
63 

85 
66 

84 
55 

77 
50 

64 
51 

62 

38 

59 
43 

56 

44 

64 
44 

61 
37 

68 
31 

73 

42 

75 
44 

74 
49 

69 
57 

67 
55 

62 
46 

62 

41 

66 
52 

68 
49 

73 
48 

70 
46 

71 
34 

73 
39 

65 

47 

57 
37 

62 
33 

69 
50 

69.5 
46.9 

MAX 

MIN 

74 
45 

80 
49 

80 

55 

80 
61 

86 
65 

83 
58 

67 
52 

60 
49 

61 
39 

62 
39 

57 
44 

60 
45 

63 
33 

64 
31 

10 
40 

74 
45 

74 
41 

75 
50 

71 
53 

63 
39 

65 
37 

66 
52 

66 

55 

72 

50 

70 
47 

68 
36 

70 
42 

68 
41 

34 

40 

55 
37 

68 
48 

68.6 
45.7 

MAX 
MIN 

76 
45 

S3 

50 

7* 
55 

71 
61 

86 

67 

81 
58 

60 
52 

65 
50 

64 
36 

59 
42 

53 
40 

64 

43 

62 
33 

66 
31 

72 

39 

74 
42 

73 

45 

71 
55 

63 
52 

64 
38 

59 
36 

66 

52 

63 

50 

72 

51 

64 
45 

72 
38 

75 

40 

56 

43 

57 
38 

60 
35 

68 
50 

67.3 
45.8 

MAX 
MIN 

69 

54 

75 
58 

78 
5* 

81 
64 

69 

64 

84 
56 

88 
52 

65 
55 

63 
36 

64 
44 

58 

44 

31 

41 

61 
38 

60 
33 

6? 

42 

72 

50 

71 
53 

68 
59 

64 
57 

66 

45 

61 

43 

64 
50 

65 

39 

70 

4fl 

72 
42 

64 
34 

72 
42 

74 
50 

70 
36 

64 

33 

64 

49 

68.1 
47.3 

MAX 
MIN 

76 
49 

83 
57 

71 
58 

71 
62 

84 
67 

79 
56 

58 
34 

66 

52 

63 

60 

39 

43 

48 
44 

62 

44 

60 

37 

65 
34 

70 
42 

74 
47 

75 
49 

72 
56 

61 
53 

61 
38 

30 

36 

64 
55 

62 

52 

70 
52 

61 
46 

It 

38 

73 
47 

50 

44 

34 
40 

60 
37 

65 
51 

66.1 
47.7 

MAX 
MIN 

79 
52 

86 
56 

8» 
57 

71 
62 

87 

64 

87 
60 

76 
53 

65 
48 

63 

40 

59 
43 

5? 

45 

64 
44 

63 

37 

69 
33 

44 

78 
48 

74 
49 

71 
58 

66 

55 

64 
46 

6? 
50 

67 

54 

67 
55 

75 
32 

68 
45 

74 
37 

75 
44 

1 

62 

46 

39 
39 

62 

40 

70 
50 

70.2 
48.7 
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67 

AO 

<W.7 
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52 
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11 
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MAI 
MIN 

77 
45 

89 

49 

75 

7J 
67 

as 

68 

Ml 

6* 
52 

6A 
AS 

(14 
II 

60 
AO 

53 

AA 

63 

*.0 

63 
33 

10 

7A 
IU 

73 
A2 

7A 

A3 

'1 

62 
53 

65 
37 

II 

67 
33 

63 

3A 

M 

70 

*A 

77 
35 

71 

60 

61 
A3 

56 
38 

13 

69 

•■1 

6a  ■  3 

A3.'. 

HO 

MAX 

MIN 

72 
45 

7J 
40 

78 
59 

SJ 

65 

73 

60 
AS 

6A 

A7 

83 

19 

54 
36 

51 
A3 

H 
»? 

37 

10 

67 

70 
|| 

73 
A3 

7? 
A2 

71 
3? 

61 

30 

60 
38 

33 

31 

63 

30 

68 
3A 

-17 
60 

66 
A7 

70 
AO 

71 

A". 

35 

AO 

33 

37 

•>A 
3? 

A3 
A7 

63.1 

-A.     ■ 

T«ENTON          NO    7 

MAX 
MIN 

76 

as 

as 

5* 

u 

3) 

71 
60 

86 
67 

63 
33 

67 
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20 

24 
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rAT] 

ON 

INL 

)EX 

NEW  JERSEY 
OCTOBER  1951 
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Time  oi 
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£ 
i 

•a 
J 
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0 

i 

f 

■3 

> 
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s 

\ 

observation 

record 
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Refer  to  tabl 

Station 

0 

a 

0 

d 

0 

i 
d 

1 

d 

a 

0 

d 
o 

1 

d 
> 

38 

ATLANTIC  CITY  WB 

AUDUBON 

BASS  RIVER  STATE  FOREST 

BELLEPLA IN 

BELMAR 

0325 
0346 
0528 
0690 
0721 

ATLANTIC 
CAMDEN 
BURLINGTON 
CAPE  MAY 
MONMOUTH 

COASTAL 

DELAWARE 

COASTAL 

COASTAL 

COASTAL 

39  22 
39  54 
39  35 

39  16 

40  10 

74  25 

75  04 
74  28 
74  52 
74  02 

8 

50  | 
20  ! 
49 
19 

EST 
EST 
EST 
EST 
EST 

MID 
5P 

MID 

IIP 

6P 

5P 

MID 

78 

57 

78 
2 
5 
57 
10 

U.  S.  WEATHER  BUREAU 
IRVING  J.  NYGREN 
N.  J.  FORESTRY  SERVICE 
MRS.  ED  C .  HOFFMAN 
CITY  WATER  DEPT 

2  3  5 

3 

3 
2  3  5 

3 

BELVIDERE 
BERLIN  1  W 
BOONTON 
BRIDGETON 
BURLINGTON 

0729 
0787 
0907 
1028 

1211 

WARREN 

CAMDEN 

MORRIS 

CUMBERLAND 

BURLINGTON 

DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

DELAWARE 

40  50 

39  46 

40  54 

39  26 

40  04 

75  05 
74  56 

74  24 

75  14 
74  51 

289 
70 

280 
30 
12 

EST 
EST 
EST 
EST 
EST 

5P 

8A 
8A 
6P 

5P 
7A 
BA 
6P 
6P 

59 

43 
63 
39 

59 
10 
61 
68 
65 

MISS  C.  S.  HIXSON 
SAMUEL  H.  MC  CULLEY 
JERSEY  CITY  WATER  WORKS 
BENNET  K.  MATLACK 
PUBLIC  SERVICE  E  £,  G  CO 

2  3  5    7 

3 
2  3  5 
2  3  5 

2  3  5 

CANISTEAR  RESERVOIR 

CANOE  BROOK. 

CANTON 

CAPE  MAY  3  W 

CEDAR  GROVE 

1327 
1335 
1343 
1351 

1472 

SUSSEX 
ESSEX 
SALEM 
CAPE  MAY 
ESSEX 

PASSAIC 

PASSAIC 

DELAWARE 

COASTAL 

PASSAIC 

41  07 
40  45 

39  28 
)8  56 

40  52 

74  30 

74  21 

75  25 
74  57 

74  13 

1040 

180 

8 

17  ! 

400 

EST 
EST 
EST 
EST 
EST 

9A 

5P 

8A 
9A 
9A 
5P 

6A 

21 
26 

4 
21 

5 
63 

4 

21 

NEWARK  WATER  DEPT 
N.  J. DEPT  OF  CONSERVA. 
GERTRUDE  S.  WILLIS 
NORTHWEST  MAGNESITE  CO 
J.  A.  PLUNKETT 

3 
2  3  5  6 

3 
2  3  5 

3 

cha"rlotteburg 

CHATHAM 
CHATSWORTH  5  S 
CLAYTON 

CLINTON 

1582 
1590 
1598 
1708 
1749 

PASSAIC 

MORRIS 

BURLINGTON 

GLOUCESTER 

HUNTERDON 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

41  03 
40  44 
39  48 

39  39 

40  36 

74  26 

74  23 

74  32 

75  06 

74  55 

760 
185 
90 
120 
300 

EST 
EST 
EST 
EST 
EST 

8A 

5P 

6P 

4P 
8A 
5P 
6P 
6P 

59 

11 
38 

59 
47 

11 

58 

8 

NEWARK  WATER  DEPT 
EDWARD  P.  MOLITOR 
WILLIAM  S.  HAINES 
HARRY  P.  CAMPBELL 
L.  w.  KLOCKNER 

2  3  5-7 

3 
2  3  5    7 
2  3  5    7 

3 

CULVERS  LAKE 

DEEPWATER 

ELIZABETH 

ELIZABETHPORT 

ESSEX  FELLS  SERVICE  BLDG 

2130 
22  09 
2644 
2652 
2768 

SUSSEX 

SALEM 

UNION 

UNION 

ESSEX 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

41  10 

39  41 

40  40 
40  39 
40  50 

74  47 

75  30 
74  14 
74  12 

74  17 

760 

33 
30 

330 

EST 

EST 
EST 
EST 
EST 

5P 
6A 

5P 
MID 

5P 
MID 

8A 

72 
4 

50 
4 

72 
4 
4 

L.  S.  DEPUE 
DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSIOI 
SEWAGE  TREATMENT  PLANT 
80ROUGH  ESSEX  FELLS 

3 

3 
2  3  5 

3 
2  3  5 

FLEMINGTON  1  NE 

FORTESCUE 

FREEHOLD 

GREENWOOD  LAKE 
HAMMONTON 

3  029 
3102 
3181 
3516 
3662 

HUNTERDON 

CUMBERLAND 

MONMOUTH 

PASSAIC 

ATLANTIC 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 

MULLICA 

40  30 

39  14 

40  15 

41  09 
39  38 

74  52 

75  10 
74  17 
74  20 
74  46 

134 

5 

194 

660 

95 

EST 
EST 

EST 
EST 

EST 

5P 
6P 
5P 

5P 
5P 
6P 
7A 
5P 

54 

4 

47 

19 

65 

4 
47 

45 

DONALD  YOUNG 

F.  A.  RODENBAUGH 

FRANK  J.  MOREAU 

WATER  SUPPLY  COMMISSION 

J.  G.  WILSON 

2  3  5    7 

3 
2  3  5    7 

3 
2  3  5 

HIGHTSTOWN  1  N 
INDIAN  MILLS  2  W 
IRVINGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 

3951 
4229 
4260 
4339 
4596 

MERCER 

BURLINGTON 

ESSEX 

HUDSON 

OCEAN 

RARITAN 
MULLICA 
COASTAL 
COASTAL 
COASTAL 

40  16 

39  48 

40  43 
40  44 
40  02 

74  31 
74  45 
74  15 
74  04 
74  19 

100 
100 

1  >5 
128 

EST 
EST 
EST 
EST 
EST 

8P 
8P 

MID 

8P 

6P 

MID 

MID 
MID 

55 

61 

53 

58 

6  2 

4 

53 

4 

JAMES  R.  PICKERING 
EDWARD  ENTWISTLE 
SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT  , 
U.  S.  NAVY 

2  3  5    7 
2  3  5    7 

3 
2  3  5 

3 

LAKEWOOD  2  ENE 
LAMBERTVILLE 
LAYTON  3  NW 
LEESBURG  STATE  FARM 
LITTLE  FALLS  WATER  CO 

4627 
4635 
4735 
4762 
4887 

OCEAN 

HUNTERDON 

SUSSEX 

CUMBERLAND 

PASSAIC 

COASTAL 

DELAWARE 

DELAWARE 

MAURICE 

PASSAIC 

40  06 

40  22 

41  13 

39  14 

40  53 

74  13 
74  57 
74  50 
74  58 
74  14 

54 
75 

480 
10 

157 

EST 
EST 
EST 
EST 

EST 

6P 
6P 
6P 
8A 
9A 

6P 
6P 
6P 

8A 
9A 

47 
64 
50 

37 

47 
64 
50 

48 

GEORGE  G.  WADDILL 

E.  E.  CASE 

A.  M.  DEPUE 

H.  L.  BAILEY 

PASSAIC  VALLEY  WATER  CO 

2  3  5    7 
2  3  5 
2  3  5 
2  3  5 
2  3  5 

LONG  BRANCH 
LONG  VALLEY 
MACOPIN  INTAKE 
MANVILLE 
MARLTON  1  W 

4987 
5003 
5071 
.5197 
52  52 

MONMOUTH 

MORRIS 

PASSAIC 

SOMERSET 

BURLINGTON 

COASTAL 
RARITAN 
PASSAIC 
RARITAN 
DELAWARE 

40  IB 

40  48 

41  01 
40  33 
39  54 

74  00 
74  46 
74  24 
74  34 
74  55 

34 
660 

50 
90 

EST 
EST 
EST 
EST 
EST 

MID 
7A 

MID 

7A 

9A 

MID 

6P 

43 
21 

43 

21 

4 

6 

10 

STORM  WARNING  DISPLAYSTA 
ARTHUR  BACKMAN 
NEWARK  WATER  DEPT 
R.  R.  STONE 
DAVID  GRISCOM 

2  3  5 

2  3  5    7 

3 

3 

3 

MAYS  LANDING 

MIDLAND  PARK 

MILLVILLE 

MILLVILLE  CAA  AIRPORT 

MILTON 

5346 
5503 
5576 
5581 
5597 

ATLANTIC 

BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

GREAT  EGG  HARBOR 
PASSAIC 
MAURICE 
MAURICE 
PASSAIC 

39  27 

40  59 
39  24 
39  22 

41  01 

74  44 

74  09 

75  03 
75  04 
74  32 

50 

210 

60 

76 

EST 
EST 
EST 
EST 
EST 

MID 

5P 
MID 
MID 

MID 
7A 

5 

7 

5 

11 

5 

4 

ELMER  EARLE 

HARRY  MITCHELL 

L.  J.  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CTY  WATER  WORKS 

3 

I 

2  3  5    7 
3 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

5728 
5769 
6026 
6062 
6146 

BURLINGTON 

MORRIS 

ESSEX 

MIDDLESEX 

BERGEN 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

39  58 

40  50 
40  42 
40  29 

40  57 

74  57 
74  30 
74  10 
74  27 
74  02 

62 

400 
11 
99 
12 

EST 
EST 
EST 
EST 
EST 

MID 

4P 

MID 

5P 

6A 
4P 

MID 
5P 

MID 

88 

6 

52 

94 

88 
10 
97 
97 
33 

JAPANESE  BEETLE  LAB 
JAMES  C.  LONG 
U.  S.  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 

2  3  5    7 
2  3  5    7 
2  3  5    7 
2  3  5    7 
3 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEM8ERT0N  1  E 

6177 
6460 
6560 
6775 
6843 

SUSSEX 

PASSAIC 

ESSEX 

PASSAIC 

BURLINGTON 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

41  03 
41  02 
40  47 
40  55 
39  58 

74  45 
74  30 
74  14 
74  10 
74  41 

769 
870 
140 
100 
60 

EST 
EST 
EST 
EST 
EST 

8A 

8A 
5P 

8A 
4P 
MID 
8A 
5P 

68 

81 
22 

68 

4 
11 
80 
22 

C.  M.  WHEELER 
NEWARK  WATER  DEPT 
COUNTY  ENGINEER 
P.  J.  DEL  VECCHIE 
CHARLES  A.  DOEHLERT 

2  3  5    7 

3 

3 
2  3  5    7 
2  3  5    7 

PHILLIPSBURG 
PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTV1LLE 
PRINCETON  WATER  WORKS 

6974 
6979 
7079 
7131 
7328 

WARREN 

WARREN 

UNION 

ATLANTIC 

MERCER 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

40  41 
40  42 
40  37 

39  25 

40  19 

75  12 
75  12 
74  25 

74  31 
74  40 

182 

120 

8 

90 

EST 
EST 

EST 
EST 

EST 

10P 

8P 
9A 

10P 

8A 

8P 

9A 

MID 

60 

60 
28 

68 
12 
63 
53 
3 

TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 

S.  K.  PEARSON 

N.J. DEPT  OF  CONSERVA. 

PRINCETON  WATER  CO 

2  3  5 

3 
2  3  5    7 
2  3  5  6 

3 

QUAK.ERTOWN 

RAHWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 

7372 
7393 
7545 
7587 
7817 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

40  34 
40  36 

40  50 

41  08 
39  51 

74  57 
74  15 
74  00 

74  16 

75  04 

645 
20 
80 

305 
42 

EST 
EST 
EST 

EST 
EST 

MID 
9P 

AR 
MID 
MID 
10A 

9P 

34 

4 
12 
34 

4 
4 

WILLIS  W.  VAIL 

LOUIS  FONTENELLI 

GEORGE  P.  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D.  MOSHER 

3 

3 
2  3  5    7 

3 
2  3  5    7 

RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 

7825 
7833 
7869 
8194 
8402 

MIDDLESFX 

BERGEN 

MONMOUTH 

SOMERSET 

MORRIS 

COASTAL 
PASSAIC 
COASTAL 
RARITAN 
PASSAIC 

40  26 
40  49 
40  28 
40  35 
40  58 

74  20 
74  07 
74  01 
74  37 
74  28 

18 
51 
22 
65 

EST 
EST 
EST 
EST 
EST 

6P 
8P 
7P 
6P 

6P 
6P 

MID 
6P 

10A 

27 

7 

53 

65 

28 

7 

53 

68 

4 

28 

N.J. DEPT  OF  CONSERVA. 

HAROLD  SCOTT 

U.  S.  COAST  GUARD 

W.  E.  HAVER 

JERSEY  CITY  D  P  W 

2  3  5  6 
2  3  5 
2  3  5 
2  3  5    7 
3 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 
TRENTON  NO  2 

8644 
8680 
8685 
8616 
88/8 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

41  13 
39  45 
39  47 

39  57 

40  14 

74  36 

75  19 
75  24 
74  14 
74  46 

450 
75 
10 
33 

105 

EST 

EST 
EST 
EST 
EST 

6P 
MID 

6P 

6P 

NOON 

5P 

MID 

53 
21 

36 

5 

5 

30 

21 

MARSHALL  HUNT 
E.  R.  HURFF  CO 
SUN  OIL  CO 
ROBERT  F.  SNYDER 
E.  H.  RISTOW 

2  3  5    7 

3 

3 

3 
2  3  5 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAOUE  RAYMOND  DAM 

WESTFIELD 

8383 
f.899 
9135 
9187 
9455 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

RAHWAY 

40  13 
39  37 

39  29 

41  0? 

40  3<3 

74  46 

74  21 

75  01 

74  16 
74  21 

56 
23 
110 
320 
135 

EST 
EST 
EST 
EST 

1  M 

MID 
5P 

MID 
5P 
5P 
8A 
9A 

79 
52 
71 

79 
57 
71 
5 
12 

U.  S.  WEATHER  BUREAU 
LLOYD  V.  SAMPSON 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
TOWN  ENGINEER 

2  3  5    7 
2  3  5 

3 

3 

3 

WOODCLIFF  LAKE 
WOODSTOWN  2  NW 

9832 
9910 

BERGEN 
SALEM 

HACKENSACK 
DELAWARE 

41  01 
39  4C 

74  03 

75  20 

103 
16 

EST 
EST 

6A 

MID 
6A 

5 

33 
15 

HACKENSACK  WATER  CO 
CHARLES  CLARK 

3 

2  3  5 

UFIBBNCX  NOTES 

The  four  digit  Identification  numbers  in  the  index  number  column  of  the  Station  Index  are 
assigned  on  a  state  l^isls.   There  will  be  no  duplication  of  numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW ,  indicate  distance  in  miles 
and  direction  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this 
bulletin. 

Monthly  and  seasonal  snowfall  and  heating  degree  days  for  the  preceding  12  months  will  be 
carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are 
either  missing  or  received  too  late  to  be  included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   temperature  in 
°F. ,  precipitation  and  evaporation  in  inches,  and  wind  movement  in  miles.   Degree  days  are 
based  on  a  daily  average  of  65°F.   Evaporation  is  measured  in  the  standard  Weather  Bureau 
type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  3  are  from  non- recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6,  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of 
observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Weather  Bureau  and  C.  A.  A. 
stations.   For  these  stations  snow  on  ground  values  are  at  7:30  p.  m.  E.  S.  T. 

No  record  in  Tables  3,  6,7   and  the  Station  Index.   No  record  in  Tables  2  and  5 
is  indicated  by  no  entry. 

+   And  also  on  a  later  date  or  dates. 

*   Amount  included  in  following  measurement,  time  distribution  unknown. 

B   Adjusted  to  a  full  month. 

E  Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a  ratio  of 
1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 

H   1  to  9  days  of  record  missing;   see  Table  5  for  detailed  daily  record. 

Degree  day  data,  if  carried  for  this  station,  have  been  adjusted  to  represent 
the  value  for  a  full  month. 

R  Daily  values  and  monthly  total  from  recording  gage.   All  other  data  in  Table  3 
are  from  non-recording  gages. 

T  Trace,  an  amount  too  small  to  measure. 

V   Includes  total  for  previous  month. 

Subscription  Price:   15  cents  per  copy,  monthly  and  annual;  $1.50  per  year.   (Yearly  subscrip- 
tion includes  the  Annual  Summary.)   Checks  and  money  orders  should  be  made  payable  to  the 
Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  should 
be  sent  to  the  Superintendent  of  Documents,  Government  Printing  Office,  Washington  25,  D.  C. 

W.R.P.C.  ,  Chattanooga,  Tenn. 12/18/51 800 
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U.  S.  DEPARTMENT  OF  COMMERCE 

CHARLES  SAWYER,   Secretary 

WEATHER  BUREAU 
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CLIMATOLOGICAL  DATA 


NEW  JERSEY 


NOVEMBER  1951 
Volume  LVI  No.  11 


CHATTANOOGA:   1952 


NEW  JERSEY  -  NOVEMBER  1951 
E.  White,  Section  Director  -  Trenton 
WEATHER  SUMMARY 


This  was  the  wettest  November  in  New  Jersey  since  1932  and  the  coldest  since  1936 
Average  precipitation  was  6.81  inches,  twice  the  normal  amount.  Moreover,  it  was 
the  wettest  month  in  this  State  since  May,  1948.  The  average  temperature  of  41  1° 
was  2.8  below  normal.  Sunshine  was  somewhat  under  normal.  Gale  winds  were  reg- 
istered on  four  days  during  the  first  week  of  the  month,  the  strongest  being  52 
miles  per  hour  at  Atlantic  City  on  the  7th.  No  winds  of  gale  force  were  reported 
in  the  interior  but  fairly  strong  winds  were  registered  on  the  7th.  Snow  fell  on 
several  days,  particularly  the  3d,  18th,  19th,  20th  and  26th.  At  most  stations 
no  measureable  amounts  were  recorded  but  two  stations  in  North  Jersey  had  as  much 
to  be  "^  inch"  the  26th'   ThG  StatG  aVGrage  snowfa11  for  the  month  was  computed 

The  month  was  mostly  colder  than  normal  though  unusually  warm  on  the  7th  and  13 
I?  ,V1;_  TemPeratures  during  the  month  ranged  from  a  high  of  75°  at  Chatsworth  on 
the  16th  to  a  low  of  3  at  Layton  on  the  28th.  The  coldest  days  were  generally 
ine  zlsx.    and  28th . 

The  month  began  with  heavy  rainfall  on  the  first  three  days,  during  the  passage  of 
storm  areas  up  the  eastern  coast.  There  were  also  copious  amounts  on  several  other 
days  during  the  month.  The  greatest  monthly  total  was  8.48  inches  at  Phillips  burg 
and  the  least  was  5.14  inches  at  Chatsworth.  Greatest  daily  amount  was  3.14  inches 
at  Atlantic  City  on  the  1st.  Precipitation  was  well  distributed  though  slightly 
^roai«f  1D  the  northern  Part  of  the  State.  The  average  for  the  Highlands  was  6.79 
inn  t  o R  x Sandst°ne  Plain  7.15  (+3 .83) ;  Southern  Interior  6.27  (+3.11);  Sea  Coast 
7.00  (+3.84)  inches.  The  accumulated  departures  of  these  areas  for  1951  to  the 
end  of  November  were  as  follows:  Highlands  +10.55;  Red  Sandstone  Plain  +5.69; 
Southern  Interior  -1.85;  and  Sea  Coast  -2.55  inches. 

While  the  abundant  precipitation  this  month  was  favorable  for  restoring  soil  mois- 
ture and  ground  water  supplies,  there  was  sufficient  fair  weather  to  complete  the 
harvesting  of  crops.   -  A.E.W. 
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Table  1 


Temperature 

Precipitation 

BL  § 

Yeai 

. 

e 

e  =3 

■a  S 

| 

. 

? 

sr| 

■=    0 

e 
> 
< 

£ 

1 

> 
< 

S  o 

<  « 

0  — 

Z  Q 

1885 

44.8 

76 

18 

4.53 

1886 

44.5 

73 

17 

4.49 

1887 

41.5 

72 

13 

1.94 

6 

1888 

45.8 

77 

8 

3.97 

10 

1889 

45.7 

69 

13 

8.48 

13 

1890 

43.8 

74 

11 

.82 

8 

1891 

42.2 

70 

6 

2.39 

4 

1892 

41.9 

71 

12 

7.29 

11 

1893 

41.8 

70 

11 

3.48 

7 

1894 

40.3 

76 

11 

3.34 

10 

1895 

45.7 

80 

12 

3.17 

0.0 

10 

1896 

48.2 

78 

12 

3.05 

3.2 

8 

1897 

43.8 

74 

10 

4.59 

1.3 

12 

1898 

42.4 
44.0 

70 

71 

11 
17 

6.76 
2.29 

14.7 

14 
7 

1899 

1.1 

1900 

47.5 

79 

15 

3.43 

T 

9 

1901 

38.5 

69 
80 

10 
20 

2.38 
2.20 

0.8 
0.2 

6 
8 

1902 

49.3 

1903 

39.9 

79 

3 

1.26 

T 

6 

1904 

40.2 

69 

6 

2.18 

1.6 

6 

1905 

42.1 

70 

6 

1.84 

0.1 

6 

1*06 

43.6 

70 

8 

1.61 

2.3 

6 

1907 

43.5 

68 

13 

5.65 

0.8 

13 

1908 

43.1 

72 

2 

.96 

2.2 

4 

1909 

46.4 

80 

12 

2.36 

2.1 

8 

Tempera  tux 

e 

Precipitation 

•3  a 

e  q 

oi 

e 

1 

e 

"8  S 

k 

a 

s 

< 

ii 

ZO 

1910 

40.4 

71 

13 

3.79 

1.4 

9 

1911 

41.3 

73 

13 

5.17 

1.7 

10 

1912 

45.3 

76 

11 

3.43 

1.3 

6 

1913 

46.2 

77 

11 

2.71 

T 

7 

1914 

43.3 

80 

6 

2.60 

0.7 

6 

1915 

44.0 

75 

17 

1.69 

0.0 

8 

1916 

43.3 

75 

12 

2.11 

T 

8 

1917 

39.8 

68 

9 

.56 

0.7 

3 

1918 

43.9 

71 

12 

1.87 

0.0 

7 

1919 

43.7 

76 

13 

3.74 

T 

11 

1920 

43.0 

74 

12 

4.41 

0.2 

10 

1921 

44.3 

79 

18 

4.26 

0.1 

14 

1922 

44.3 

73 

13 

.91 

0.2 

6 

1923 

43.1 

72 

11 

2.51 

0.0 

7 

1924 

42.9 

77 

1 

2.03 

1.3 

5 

1925 

42.0 

76 

10 

3.40 

0.7 

9 

1926 

42.5 

76 

8 

4.04 

T 

9 

1927 

47.9 

78 

15 

4.02 

0.1 

11 

1928 

45.1 

78 

13 

1.90 

0.3 

9 

1929 

44.5 

83 

4 

2.73 

0.4 

10 

1930 

44.1 

73 

2 

3.70 

0.2 

9 

1931 
1932 

50.3 

80 

71 

14 
3 

.82 

7.81 

1.6 
T 

6 
9 

42.0 

1933 

40.6 

78 

7 

1.01 

0.6 

7 

1934 

47.3 

80 

10 

2.91 

0.1 

11 

Year 

Temperature 

Precipitation 

e 
| 

8 

> 

< 

1 
A 

e 

t 

3 

e 

1 

< 

e  T- 

IS 

1° 

•3  a 

•8 

O    -H 

Zp 

1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 

1945 
1946 
1947 
1948 
1949 

1950 
1951 

Period 

47.8 
41.1 
43.7 
45.6 
41.5 

43.5 
46.8 
44.9 
42.4 
43.9 

46.1 
48.3 
42.0 
49.8 
43.8 

46.3 
41.1 

43.9 

78 
80 
72 
80 

78 

76 
78 
78 
73 

76 

80 
78 
67 
83 
80 

8 
3 
10 

12 

10 
13 

12 

8 

13 

11 
10 
10 
17 
2 

13 
3 

4.95 
1.18 
4.56 
3.42 
1.86 

4.66 
2.90 
4.14 
2.89 
6.44 

5.54 
1.45 
6.49 
4.66 
1.61 

5.49 
6.81 

3.40 

2.1 
1.3 
0.2 
12.6 
0.2 

1.0 
0.0 

T 

T 
0.9 

2.  1 
T 

T 
T 
0.4 

1.0 
0.3 

1.1 

13 
6 
9 

12 

4 

10 
5 

10 
6 
9 

12 

7 
10 
13 

8 

Data  for  the  period  beginning  with  January  1949  to  date  have  been  weighted 
on  an  areal  basis  and  are  not  comparable  with  unweighted  values  published 
in  this   table   for   earlier   years. 


See   reference   notes   following   Station   Index 
-   129   - 
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NEW  JERSEY 
NOVEMBER  1951 

Temperature 
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Snow,  Sleet.  Hail 

No.  of  daya 

11 

m  ■a 

1 

2  o 

3 
t2 

Max.  depth 
on   ground 
at  obsn. 

e 

(3 

■ 

0 

1 

o 

3 

e 

Q 

a 
s 
8 

If 

ATLANTIC  CITY  MB 
BELLEPLAIN 
8ELVIDERE 
BOONTON 

45.2 
43.  1M 
38.2 
39.  7M 

-  C.4 

-  1.7 

-  3.3 

-  2.0 

64 
73 
67 

11+ 
16 

14 
15 
14 

21 
15 

14 
15 
19 

21 
28 
28 
28 
28 

590 
657 
798 

0 
0 
0 
0 
0 

11 

18 
22 

7.55 
6.45 

4.73 
3.07 

3.14 
2.22 

i 

7 

T 
T 

0 
0 

10 

4 

* 
3 
2 
3 

3 

1 

3 

3 
3 
3 
3 
3 

3 
3 
3 
3 

3 

BRIDGETON 

43.  A 

-  2.4 

71 

14 

6.67 
6.27 

3.07 
3.45 

1.21 
1.90 

1 
3 

T 
.0 

0 

12 

7 
4 

4 

7 

BURLINGTON 
CANOE  BROOK 
CAPE  MAY  3  W 

42.9 
39.2 

-  2.9 

-  2.6 

72 
69 

7  + 
15 

19 
11 

28 
28 

655 

0 
0 

14 
20 

7.25 

3.42 

1.55 
1  .98 

7 

7 

.0 
.0 

0 
0 

13 
11 

CHARLOTTEBURG 
CHATSWORTH  5  S 

36.8 

42. 8M 

-  4.2 

72 
75 

15 
16 

13 
15 

3 
15  + 

660 

0 
0 

22 

19 

7.00 
5.14 

3.22 

1.40 
1.68 

8 

3 

T 
T 

T 
T 

3 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SER.  BLDG 

43.7 
42.5 
36.0 

-1.0 
-  1.5 

71 

71 

14+ 
14 

15 

7 
14+ 

19 
19 
13 
13 

14 

28 

20+ 

21 

28 

28 

633 
670 

0 

0 

14 
16 

6.22 
5.97 

3.36 
2.73 

1.71 
1.80 

1 
3 

T 
T 

0 
0 

8 

5 

FLEM1NGTON  1  NE 
FREEHOLD 

39.9 
42.4 

-  3.9 

-  2.5 

70 
70 

747 
673 

0 

0 

23 

21 
17 

7.74 
7.18 
6.73 

3.97 
2.80 

1.95 
2.20 
2.50 

7 
7 
3 

T 

.5 

.8 

0 

T 

1 

18 

12 
10 

7 

5 

HAMMONTON 
HIGHTSTOWN  1  N 
INDIAN  MILLS  2  W 
t  LAKEWOOD  2  ENE 

JERSEY  CITY 

44.2 
42.1 
41.5 
42.  OM 
41.9 

1.0 

-  1.8 

-  2.5 

-  3.1 

69 

70 
71 
75 
63 

15 
14 
14+ 
16 
7+ 

15 
16 
10 
16 
19 

20 
28 
28 

21  + 
28 

616 
682 
699 
684 
688 

0 
0 
0 
0 
0 

15 
17 
18 
20 
15 

6.93 
6.42 
5.63 
6.43 
6.80 

3.76 
3.16 
2.51 

3.64 

1.86 
1.48 
1.85 
1.48 

3 
3 

3 

7 

T 
1.0 
T 

.0 

0 
T 
0 

0 

3  + 

8 
9 
9 
10 

5 
4 
4 

LAMBERTVILLE 
LAYTON  3  NW 
LEESBURG  STATE  FARM 

41.0 
35.0 
43.1 

-  2.3 

-  4.5  - 

69 
65 

7+ 
14 

15 
3 
17 
16 
19 

28 
28 
28 
28 
21 

714 
893 

0 
0 

0 
0 
0 

18 
24 

7.35 
7.15 

4.13 
4.00 

2.60 
2.21 

7 
7 

T 
4.1 

T 
1 

18 
26  + 

10 
10 

4 
6 

LITTLE  FALLS  WATER  CO 

40.7 

-  2.5 

15 

16 

2.42 

1 

T 

0 

13 

LONG  BRANCH 

43.5 

-  1.1 

73 

638 

14 

7.60 
7.27 

4.13 
3.88 

1  .81 
1.53 

7 
2 

5.7 

T 

0 

13 

6 

3 

LONG  VALLEY 
MILLVILLE  CAA  AIRPORT 
MOORESTOWN 
MORRIS  PLAINS  1  W 

38.2 
42.6 

41.5 
40. 2M 

-  2.9 

-  1.7 

68 
72 
70 

15 
16 
7+ 

15 
16 
16 
15 
20 

27 
28 
28 
2B 
28 

662 
700 
738 
680 

0 
0 
0 
0 

0 

20 
18 

19 

7.88 
5.55 
6.09 

3.40 
2.85 

1.55 
1.64 

1 
1 

.0 

T 
T 

0 

T 
0 

3 

13 

9 

12 

3 

3 

NEWARK  WB  AIRPORT 

42.1 

-  1.9 

71 

14 

14 

7.23 
6.75 

3.32 

2.16 
1.41 

7 
7 

T 
T 

0 
0 

12 
9 

6 

6 

3 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

PATERSON 

41.5 
36.  5M 
41.0 

-  2.3 

-  4.5 

-  2.8 

71 
66 

14 
1  + 

15 
13 
18 
15 
16 

28 

28 
28 

4+ 
28 

696 

0 
0 
0 
0 
0 

19 
19 

6.05 

2.82 

1.12 

1 

T 
.5 

T 
T 

3 
26 

13 

5 

2 

PEMBERTON  1  E 
PH1LLIPSBURG 

41.4 
39.9 

-  5.0 

-  2.1 

72 
69 

14 
14 

698 
746 

21 
20 

5.99 
8.48 

4.75 
2.76 

5.31 

1.75 
2.50 

3 

7 

T 

.0 

T 

0 

0 

T 

18+ 

11 
9 
11 

6 
5 

3 
3 

PLAINFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RUNNEMEDE 

RUNYON 

40.4 
42.  OM 
41.5 
42.4 
38.  8M 

-  2.7 

-  3.1 

-  1.7 

-  4.0 

70 

68 
72 
70 

14+ 

14+ 

14 

14+ 

15 
16 
17 
16 

10 

28 

21+ 

28 

28 

28 

732 

699 

670 
769 

0 
0 
0 
0 
0 

20 
16 
16 
18 
21 

6.60 
6.54 
8.22 
6.56 
6.83 

3.26 
3.51 
5.04 

3.46 

1.57 
1.63 
2.74 
1.71 
2.02 

7 
1 
7 
1 
3 

T 

.0 

T 

T 

.0 

0 
0 
0 
0 

0 

9 
12 
8 
8 
8 

5 
4 
6 
5 
5 

3 
3 
3 
3 

RUTHERFORD 

SANDY  HOOK 
SOMERVILLE 
SUSSEX 
TRENTON  NO  2 

43.8 

40.3 
37.3 
41.9 

-  2.0 

-  2.6 

-  4.2 

-  2.9 

68 

70 
65 

71 

16 

14 
14 
14 

25 
14 
12 
19 

20+ 
28 
28 
28 

631 
735 
827 
687 

0 
0 
0 
0 

11 
IB 
21 

15 

7.21 
6.70 
5.77 
7.93 

3.96 

3.61 
2.43 
4.29 

2.82 
1.96 
1.45 
2.12 

3 
7 
7 
1 

T 

.1 

1.0 

T 

T 
0 

1 

0 

3 
26 

9 
11 
14 

9 

4 
5 

4 
7 

3 
3 
2 

TRENTON  WB  CITY 
TUCKERTON 
WOODSTOWN  2  NW 

42.0 
43.1 
42.1 

-  2.4 

-  2.6 

71 
68 

73 

14 

1 
1 

19 
15 
18 

28 
21 
28 

665 
652 

0 
0 

0 

14 
17 
20 

6.97 
6.90 
6.55 

4.24 
3.78 

2.01 

1.57 
1.82 

1 
1 
7 

T 
T 
.0 

0 

T 
0 

18 

9 
10 
13 

7 
5 
4 

2 

4 
3 

STATE 

41.1 

-2.8 

-_I 

6.81 

3.41 

.3 

INCLUDED  IN  STATE  AVERAGES. 


See  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


T.I.I,  i 


ITT    ■» 


RJU.V  10HII 
iOOHTON 
Btmi  IVITVK 


II    5    S 
CLINTON 

LAKE 

■mm 

ii ;  ■  inn 

RLirARKTHVORT 

BUI    FELLS   SCR   BIN 


N> 


Day  ol  month 


rLEMlNOTON 
rOKTfcS.  I't 
FRKmo:  1* 
ORKENWOOD  LAKE 
■AMMONTON 

■1GHTSTOWN    1    N 
UD1AN   HILLS   a  ■ 

JERSEY 

LAKEHURST    AIRPORT 

LAKEWOOD  2    EH1 
LAMBKRTVILLE 
LAYTON   3    NW 
LEESBURG   STATE    FARM 
LITTLE    FALLS   WATER  CO 

LONG  BRANCH 
LONG   VALLEY 
MACOPIN    INTAKE 
HAKVILLE 
MARLBORO   SCS 

MARLTON  1  W 

■AYS  LANDING 

MIDLAND  PARK 

M1LLV1LLE 

MILLVILLE  CAA  AIRPORT 

MILTON 
MOORESTOWN 
MORRIS  PLAINS  1  W 
REMARK  WB  AIRPORT 
MEW  BRUNSWICK  EXP  STA 

NEW  MILFORD 

MEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 
PHILLIPSBURG 
PH1LL1PSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 

PRINCETON  WATER  WORKS 

QUAKERTOWN 

RABWAY 

RIDGEFIELD 

RINGWOOD 

RUNNEMEDE 
RUNYON 
RUTHERFORD 
SANDY  HOOK 
SEABROOK 

SOMXRVILLE 
SPLIT  ROCK  POND 
SPRINGFIELD 
SUSSEX 

SWEDESBORO 

SWEDESBORO  5  NW 
TOMS  RIVER 
TRENTON    NO  2 
TRENTON  WB  CITY 
TUCKERTON 

VINE LAND 

WANAQUE    RAYMOND   DAM 

WATCHUNG 

WESTFIELD 

WOODCLIFF   LAKE 

■OODSTOWN   2    NW 


3    l<  <l     :     II 

1     111  33    I     l» 

I    13  •»    1    13 

•I    1    1«    I    33 

l.Jt  .0*    I 

1.10  79    I 

I    J I  .11 


1  39 
2.10 
1.89 


111  l.ll 
04  1.40 
t>0    3  .  30 


10    1    20 

os  l.aa 

35    1    31 
12! 1.42 


1    23        OS    1    20 


07    1    BO        II-' 


1.27    1.53 
1.26 
1.24 
1.62    1.12 


1 .  53      T  1 .  72 

1.75      .06  1.15 

1.39  1.50 
1    59         38  1.10 
1.55        48  1.06 

1.09      .13  1.17 

1.64       .03  1.20 

1.35      .12  1.25 

1.40  83  1.15 
.0S|l.90 

1.58       .60  1.30 


.801  1.08 
.57  1.29 
.01    1.05 


112 
1.51 


.14    1.42 

1.65 

.28   1.75 


1 . 70       . 63    1 . 00 


1.32 
1.14 


1    .1,1 

»4 

.      14 

1    M 

i  ii 
111 
m 

1    M 

I      33 
I      7,1 


1     ■... 
•  1 

1    M 

1     .13 

1    13 

I  .1.1 


2   20 

1   111 

I     45 


I      4.1 
78 

T 


1.50 

2.25 

85 

1.19 

1.56 
1    11 
2.16 
1.41 
1.15 

1.88 

.80 

1.89 

2.12 

.86 

1  .12 
2.50 
1.45 
1.57 
40 

1.53 

1.72 
2.74 

2.12 

1.38 
LIB 

1.58 

1.96 
1.01 

1    45 
1.56 

1.60 
1.50 
1.84 
1.35 
.99 

1.09 
1.02 

1.94 

1.B2 

II      12 


IB      17      18      IB      20 


23     24      25     26      27     28 


V,        11 


.09 

.  10 


.13 
.05 
.10 
.15 
.31 


.06 
.13 
.21 
.04 


.93 
.65 


.70 
.80 
.56 


.70 
.83 


7  55 
•  •• 
B.E* 


a. 43 

.,  .,., 
a. 37 
a.  27 


net 

7.23 
5.53 

•    14 

7.00 

7.15 
3.14 
0.22 

7.71 

6.27 
6.01 
5.97 
6.61 
7.74 

7.18 
3.78 
0.73 
6.38 
6.93 


6.43 
7.35 
7.15 
6.04 
7.60 

7.27 
7.88 
7.78 
6.34 


6.39 
5.98 
7.42 
5.86 
5.55 

7.94 
6.09 
7.23 
6.75 


7.26 
6.05 
6.98 
6.70 
B.05 

5.99 
8.48 
7.09 
6.60 
6.54 

6.94 

6.84 
8.22 
6.51 


6.41 
6.13 
7.93 
6.97 
6.90 


6.94 
6.55 


See  reieieace  ootei  following  Station  lnd*i 
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Tahto; 


DAILY  TEMPERATURES 


ATLANTIC  CITY  «8 
BCLLEPLAIN 
BELV10CRE 
BOOMTOM 
BKteCETSM 
BURLINGTON 
CANOE  BROOK 
CAFE  MAT  3  « 
CMARL0TTEBUR6 
OMTSWORTM  3  S 
CLAYTON 
ELIZABETH 

ESSEX  FELLS  SER  BLDO 
FLEMINGTON  1  NE 
FRESHOCD 
HAMNSNTON 
NWHTSTOWN  1  N 
INBIAN  WILLS  2  W 
JERSEY  CITY 
LAKENOOD  2  ENE 
LAMBERTYILLE 
LAYTON  3  NO 
LEESBURG  STATE  FARM 
LITTLE  FALLS  WATER  CO 
LONG  BRANCH 
LONG  VALLEY 
NILLVILLE  CAA  AIRPORT 
MOORESTOWN 
WttIS  PLAINS  1  ■ 
NEWARK  WB  AIRPORT 
NEW  BRUNSVKK  EXP  STA 
NEWTON 
PATERSON 
PENBERTON  1  E 
PH1LLIP56URG 
PLAINFIELB 
PLEASANTVILLE 
RIDCCFIELO 
RUNNENCOC 


MAX 
MIN 

NAX 
MIN 

MAX 

MIN 

MAX 
MIN 

NAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAI 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAI 

MIN 

MAX 
MIN 

MAX 
MIN 

MAI 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAI 
MIN 

MAX 
MIN 

MAX 
MIN 

MAI 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAI 

MIN 


NEW  JERSEY 
NOVEMBER  1951 


63  -■-      62 


32   31   32 


42 

42 

50 

32 

39 

5? 

3* 

34 

45 

63 

37 

34 

40 

61 

35 

33 

48 

55 

35 

35 

48 

50 

30 

33 

46 

63 

36 

32 

21 

42 


♦  7   42 
25   24 


51   45   43 
23   26   28 


51 
10 


Day  Ol  Month 


42   42 
13   21 


35   45 

20   24 


51   44   50 
32   34   32 

58   55   64 


61  41  51 

37  35  34 

60  35  40 

33  28  30 

60  64  56 

48  38  38 

69  42  53 

37  34  35 

52  63  62 

39  39  29 

96  3»  41 

33  34  37 

56  64  64 

39  37  27 

30  48  61 

3*  36  27 


50   38   36 


41   23   30 

66   60   50 
31   34   29 


66   62   46 


32   37   34 


36  57  53 

26  26  23 

51  58  57 

30  30  27 

56  60  57 


33 
59 


IS 


64   62 
57   54 


70 
54 


60   67   58 
37   51   45 


53   65   59 
26   26   21 


18 

21 

19 

52 

44 

53 

22 

24 

24 

55 

53 

52 

20 

24 

29 

51 

43 

45 

21 

24 

25 

52 

43 

43 

20 

21 

21 

48 

44 

38 

30 

29 

28 

55 

44 

45 

19 

25 

23 

49 

44 

43 

20 

23 

22 

44 

43 

38 

12 

14 

15 

44 

46 

46 

24 

26 

26 

45 

51 

45 

42  37 

63  60 

45  38 

67  65 

43  37 


69 


51 


46 

62 

41 

53 

60 

55 

30 

37 

33 

28 

28 

20 

66 

64 

50 

62 

62 

58 

36 

35 

29 

27 

27 

30 

67 

62 

47 

59 

62 

55 

41 

39 

32 

39 

41 

39 

68 

65 

54 

62 

62 

60 

37 

39 

32 

29 

32 

30 

52 

6* 

43 

51 

60 

60 

28 

36 

31 

?e 

30 

23 

41   57   50 


39   30   48 


53   36 
31   44 


33 

27 

56 

49 

39 

30 

56 

44 

40 

'0 

60  60  34 
26  24  21 

61  65  54 

31  34  28 

38  57  56 

41  38  28 

60  59  60 
33  34  27 

61  60  57 


53   43   53 

24   26   29 


MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 


50  46  54 

37  35  29 

64  40  58 

35  35  31 

66  39  43 

34  30  30 

35  40  50 

37  34  34 


54 


25  27 

41   48 

26  25 


46   43   40 
18   24   23 


67 
75 

43 

>6 

60 
36 

40 

33 

56 
37 

44 

15 

6B   32   60 
49   37   38 


49   45   60 
36   35   30 


60   45   62 
39   36   30 


5? 

45 

44 

26 

29 

29 

50 

44 

41 

21 

24 

25 

41 

43 

41 

14 

20 

2  0 

41 

33 

46 

24 

27 

26 

52 

43 

45 

15 

15 

19 

35  37  33 

64  60  47 

25  25  26 

66  65  48 

33  38  33 


66   47 
40   35 


42   65   43 
28   35   25 


45 
33 


44   37   32 


40   45   40 
21   24   23 


52   42   42 
23   25   26 


53   45 

22   26 


40   38   35 

69   67   49 
37   32   32 


57 
41 


38 

62  59  52 

2B  28  26 

60  60  56 

30  29  26 

58  54  52 

21  21  18 

48  63  36 

30  31  31 

54  62  60 

30  31 


71 

50 


70   59   45 
53   41   33 


60  52  48 

34  36  26 

75  61  45 

45  39  30 

71  54  43 

49  40  28 

62  58  43 


35  37  43 

25  24  21 

39  35  42 

23  20  16 

34  33  38 

21  24  16 

39  32  33 

25  24  19 


35 

39 

25 

20 

31 

42 

28 

22 

59   68   66 

31   53   43  J  40   36 


67  |  70 
30  1  *• 


58   64   69  67   65   49 


59   63 
50   53 


57   54  !  49   37 


70   64  i  69 
54   49  I  *8 


52 


65   71   69 


48 

66 

44  j  45 


41   35   36 

22   17   14 


38   31   31 
21   21   19 


40   37   43 


37   35   39 


43   38   31 


57   41 
38   29 


62 

60 

52 

35 

36 

39 

57 

67 

61 

26 

24 

22 

58 

62 

59 

32 

31 

32 

61 

60 

57 

31 

30 

27 

65 

48 

37 

33 

65 

48 

42 

39 

64 

49 

29 

32 

63 

30 

36 

31 

6? 

92 

37 

32 

65 

43 

33 

28 

53 

93 

35 

39 

34 

90 

36 

31 

37   90   32 
31   32   28 


*«   55   95 

31   28   22 


58   64   62 


62  61  57 

28  26  25 

56  60  60 

28  28  26 

60  62  53 

29  29  26 

49  59  61 

29  30  33 


34  48  44 

30  33  22 

63  63  42 

48  40  32 


63  54 

44  39 

63   69   65   73  30 

51   57   51  j  *»  35 

98   66   68   58  49 

39   43   47  !  37  27 

62   71   66  I  72  48 

43   57   49  I  *5  34 


71 
52 


68  !  70 

50  I  42 


62   59 

48  j  *<> 


68   58 
50  *5 


45 
33 


42   35   34 
19   16   13 

35   35   42 


34  3*  42 

22  20  17 

42  39  38 

22  15  22 

34  35  40 

24  21  19 

35  35  41 
21  22  12 

34  33  41 
26  25  24 

35  35  42 

23  20  16 

34  36  43 

25  24  19 

33  32  38 

16  18  8 


26   25   20 


33  33  37 

22  19  21 

35  37  40 

24  24  19 


39   50   36 


32   63   60 
17   42   48 


43   44   53 
20   23   43 


50   63   57 
25   42   45 


49   59   58 
27   38   37 


46   47   56 
17   27   46 


25  41 

49  56 

20  32 

42  45 


48   52   40 
30   38   26 


50   49   46 


43   41   41 
21   30   26 


41 

55 

16   28   42 

48   57   53 
15   28   43 


21 

27 

30 

15 

IT 

46 

49 

40 

41 

46 

28 

35 

31 

19 

30 

40 

42 

41 

38 

47 

27 

28 

36 

19 

?8 

47 

50 

42 

37 

33 

19 

30 

31 

11 

18 

44   49   52 
24   33   33 


43   48   54 
15   28   24 


14   23   20 


41 

29 


52 

61 

59 

48 

22 

40 

40 

23 

47 

63 

61 

59 

28 

41 

44 

30 

50 

58 

34 

45 

23 

38 

43 

24 

52   62   59 
14   38   43 


68   57   44 
47   37   28 


37   47   48 


66   34   96 


30   40   44 

36   65   70 
34   46   49 


64  72  68  I  71   59 

36  48  51 

58  69  64 

36  52  45 


34 

35 

26 

25 

36 

33 

23 

22 

35 

35 

26 

23 

34 

34 

23 

22 

36 

31 

22 

22 

49  38  54 

19  32  43 

40  56  49 

11  35  35 

52  63  53 

22  40  48 

45  47  56 


27 

14 

23 

44 

47 

48 

32 

19 

26 

42 

43 

45 

29 

19 

28 

47 

39 

48 

24 

19 

29 

40 

35 

37 

28 

16 

17 

42 

32 

48 

30 

13 

20 

40 

37 

47 

?8 

14 

26 

43   46   42 
26   33   28 


39   46   39 


43   49   40 
24   31   26 


43   44   41 


32   28 

40   37 


48   48   41 
25   30   33 


32   46   55 

19   30   31 


40  47  55 

16  27  24 

33  48  37 

15  22  22 

28  42  53 


44   48   55 


33 

63 

44 

50 
37 

63 


40 

57 
22   42   36 


50   61 
22   40 


44   54   54 
18   35   40 


49   57   53 


58   54   47 
40   38   29 


60  51 

45  38 

64  65 

52  38 


33   33   42 

49   40   29 


71   50   44 
49   3*   31 


43  33  39 

25  24  22 

37  35  41 

25  IB  18 


38 

35 

22 

2  3 

35 

37 

23 

17 

40 

32 

23 

19 

35 

39 

25 

24 

33   37   42 
24   23   19 


25 

38 

48 

58 

21 

43 

40 

41 

17 

30 

46 

50 

24 

37 

53 

63 

18 

38 

43   43   38   35   48 
29   30   16   21   22 


44   50   50 
21   31   35 


51   57   51 
19   31   40 


42 

32 

63 

16 

41 

48 

54 

55 

54 

25 

37 

31 

50 

62 

60 

22 

40 

39 

40   49   39 


26  35  20 

41 
20 

40  46  39 

29  36  22 

44  44  42 

23  35  29 

45  39  40 

30 

48  44  42 

26  34  30 

45  47  43 

21  28  31 

48  45  43 

24  32  30 

42  44  36 
20  32  25 

56  51  50 

20  37  30 

43  42  36 
23  34  21 

40  45  40 

27  34  26 


34 

33 

44 

15 

22 

18 

40 

44 

47 

19 

16 

28 

38 

35 

47 

51 
30 


16  27  25 

31  47  60 

15  22  21 

35  47  57 


33 

47 

56 

15 

26 

23 

31 

32 

41 

13 

17 

17 

38 

33 

48 

18  20  27 

38  47  53 

16  26  24 

35  45  55 

16  24  21 

34  50  61 

15  26  21 

40  46  49 

17  26  27 

33  48  54 

17  28  25 

39  47  53 

16  26  23 


53.1 
37.2 

55.6 

30.5 

48.1 
28.2 

50.3 
29.1 

52.6 
34.2 

52.4 
33.3 

50.5 
27.8 


47.1 
26.3 

55.1 
30.4 

33.4 

33.9 

53.8 
31.1 

49.2 
26.8 

51.4 
28.3 

53.4 
31.3 

54.8 
33.3 

52.3 

31.8 

33.1 
29.9 

48.8 
35.0 


51.6 
30.4 

47.3 
22.7 

33.0 

33.1 

50.7 
30.7 

52.6 

34.3 

48.3 
28.0 

53.2 

32.0 

31.7 
31.3 

31.2 
29.1 

90.7 
33.4 

31.8 
31.1 

45.9 
27.0 

90.5 

31.4 

33.8 

29.0 

30.1 
29.6 

31.4 
29.3 

32.4 
31.5 

50.9 
32.1 

52.9 

31.8 


6*.  r.r.r.nc.  i 
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Tcibl*  S    0<»nlliul»d 

DAILY  TEMPERAT 

URES 

Ol  Monlh 

KIM 

! 

Day 

f 

Sl.lll.'ll 

1 

| 

3 

4 

5 

6 

S         9        10       11        11       13       14      IS 

II      IT 

|| 

■ 

10 

21 

22 

A6 

97 

24 

u 

28 

• 

" 

" 

50       11 

I 

8UNV0* 

MAI 

NIN 

16 

»o 

10 

II 

10 

40 
17 

40 

20 

64       3A       63       66       36       61        70       60 
32       90       26      23      26      36       AA      40 

70       99 
40       90 

411 

18 

20 

94 
18 

II 

17 

77 

92 
40 

44 
70 

44 
14 

16 

/4 

10 

46 

77 

92 

19 

90.9 

/'.  1 

»UTMt»rO«D 

MAX 
NIN 

SANDr    MOO* 

MAI 
NIN 

■.o 
19 

11 

•  1 

«7 

33 

27 

♦  3 
30 

42 
•1 

64 
42 

60       46 

79       16 

S3       37       31        60       67       64 
39      40       19      47       33       31 

68       96 

91       40 

49 

17 

99 
26 

94 

29 

41 
29 

48 
32 

5« 

44 

99 

44 

44 
79 

44 
19 

41 

31 

37 

7B 

46 
94 

92 
94 

90.9 
36.6 

SOMtKVlLLC 

NM 
NIN 

62 
18 

•  1 

54 
33 

30 
19 

A* 
22 

42 
22 

69 
34 

61        31 
37       29 

62       61        94       61        70       67 
27       20       24      3*       99      49 

61       94 
41       96 

49 

?7 

94 

24 

96 

19 

4) 

14 

48 
18 

36 

30 

91 
47 

41 

71 

42 
99 

41 
27 

19 

14 

48 
21 

99 
7? 

91.4 
29.2 

wssex 

NAX 
NIN 

58 
94 

16 

<0 

A3 

11 

»l 

20 

42 
23 

20 

M 

33 

6A       31 
26       31 

9*       97       92      61       69       97 
30      32      26      37      99      40 

48       49 
38       36 

>7 
27 

17 
29 

39 

22 

41 
17 

41 
21 

46 
95 

47 
99 

39 

20 

19 

91 

36 

17 

in 
12 

40 
19 

91 

19 

46.9 

28.0 

TRENTON         NO    2 

NAX 
NIN 

54 

47 

M 

to 

29 

31 
2A 

A3 

27 

A3 

26 

70 
39 

32      A9 

36       33 

98  99      99      62      71      69 

99  39       32      42       36       91 

68       40 
4A        38 

»1 

10 

99 

24 

33 

23 

41 

?1 

SO 
27 

50 

40 

',; 

26 

44 
94 

39 

23 

39 

10 

46 
27 

94 
27 

91.1 
32  .6 

THENTON    KB    CITY 

NA> 
NIN 

45 
is 

•• 

<0 

eo 

20 

A9 
2« 

Al 
29 

48 
20 

69 

47 

47       AS 
39      39 

38      98      94 
37       38       35 

62  71  63 
44       94      90 

69       A6 
AA       36 

19 

28 

11 

25 

41 

47 
20 

58 

41 

97 
33 

18 

28 

44 
34 

IS 

22 

19 
10 

46 
30 

94 
91 

90.1 
33.8 

TUCKERTON 

MAX 
NIN 

AS 

•1> 

37 

«3 

31 

3* 

21 

A7 
2A 

49 
23 

66 
4A 

63       30 
36       29 

99      62      37 
.13      32      31 

HUM 
41       91      90 

6A       99 
31       36 

?7 

36 

21 

30 
19 

AS 

19 

52 

19 

63 
19 

58 

45 

♦7 
2A 

49 
3S 

44 
27 

4A 

1* 

49 
27 

9A 
26 

94.4 
91.7 

•OODSTOMN    2    NM 

NAX 
NIN 

73 
98 

52 

61 
36 

AO 
23 

30 
20 

44 
27 

63 
30 

60      43 
30       31 

46      39      81 
31      32      32 

97  62  71 
38      48      51 

87       70 
30      41 

4? 

Al 
29 

35 

24 

M 

Al 
2A 

49 
32 

60 
47 

30 
26 

40 
28 

45 
32 

39 
16 

40 
20 

A6 
27 

92.1 
32.0 
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SNOWFALL  AND  SNOW  ON  GROUND 


Station 


ATLANTIC   CITY    WB 

BELVIDEHE 

CHABLOTTEBURG 

CHATSWORTH  5  S 

CLAYTON 

FLEMINGTON    1    HE 

FREEHOLD 

HIGHTSTOWN    1    N 

I KB I  AX   HILLS   2  I 

LADWOOB  2   EKE 

MILLVILLE  CAA  AIRPORT 

MOORESTOWH 

MORRIS  PLAIHS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STA 

KEWTOK 

PATERSOK 

PLAINFIELD 

RIDGKFIELB 

RUNNEMEDE 

SOMERVILLE 

SBSSEZ 

TREKTOK   WB   CITY 

TCCKERTOK 


SKOWTALL 
SN  OH  CNB 


SKOWALL 
SN    OK   CKB 


SKOWFALL 
SN   ON   CNB 


SNOWFALL 
SN   ON   GKB 


SNOWFALL 
SN   OK   GKB 


SNOWFALL 
SN   OK   GNB 


SNOWFALL 
SN   OK   GKD 


SNOWFALL 
SK  ON  GKB 


SNOWFALL 
SN  ON  GNB 


SKOWFALL 
SK  ON  GNB 


SNOWFALL 
SN  ON  GNB 


SKOWFALL 
SK  ON  GNB 


SNOWFALL 
SN  OK  GKB 


SNOWFALL 
SN  ON  GNB 


SNOWFALL 
SN  ON  GNB 


SNOWFALL 
SN  ON  GNB 


SKOWFALL 
SN  ON  GKB 


SNOWFALL 
SK  ON  GND 


SNOWFALL 
SN  ON  GNB 


SNOWFALL 
SN  ON  GNB 


SKOWFALL 
SK  OK  GKB 


SNOWFALL 
SK  ON  GNB 


SNOWFALL 
SK  OK  GKB 


SKOWFALL 
SN  ON  GNB 


NEW   JERSEY 
NOVEMBER    1951 


1        2 


Day  of  month 


IS 


T        T 
.5 


28     29      30      31 


See  reference  notes  following  Station  Index. 
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STATION  INDEX 


ATLANTIC  CITY  WB 

Av  >  .  ION 

ORES! 
i  AIN 
BELMAR 

BELV1DERE 
BERLIN  1  W 
BOON ION 
BR  I  DOE  TON 
BURLINGTON 

CAN  IS  TEAR  RESERVOIR 
CANOl  BROOK 
CANTON 
CAPE  MO 
CEOAR  GROVE 

CMARLOTTEBURG 
CHATHAM 
CMATSWORTH  5  S 
CLAYTON 
CLINTON 

CULVERS  LAKE 

DEEPMATER 

ELUABETH 

ELUABETHPORT 

ESSEX  FELLS  SERVICE  BLOG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GREENWOOD  LAKE 
HAMMONTON 

HIGHTSTOWN  1  N 
INDIAN  MILLS  2  W 
IRV1NGTON 
JERSEY  CITY 
LAKEHURST  AIRPORT 

LAKEWOOD  2  ENE 
LAMBERTVILLE 
LAYTON  3  NW 
LEES8URG  STATE  FARM 
LITTLE  FALLS  WATER  CO 

LONG  BRANCH 
LONG  VALLEY 
MACOPIN  INTAKE 
MANVILLE 
MARLTON  1  W 

MAYS  LANDING 

MIDLAND  PARK 

M1LLVILLE 

MILLVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILLIPSBURG 
PHILLIPSBURG  BRIDGE 
PLAINFIELD 
PLEASANTVILLE 
PRINCETON  WATER  WORKS 

QUAKERTOWN 
RAHWAY 
RIDGEFIELD 
R I NGWOOD 
RUNNEMEDE 

RUNYON 
RUTHERFORD 
SANDY  HOOK 
SOMERVILLE 
SPLIT  ROCK  POND 

SUSSEX 
SWEDESBORO 
SWEDESBORO  5  NW 
TOMS  RIVER 
TRENTON  NO  2 

TRENTON  WB  CITY 

TUCKERTON 

VINELAND 

WANAQUE  RAYMOND  DAM 

WESTFIELD 

WOODCLIFF    LAKE 
WOODSTOWN    2    NW 


QMBty 


Piatnaijw 


1028 

1327 
1335 
13»3 
1  151 
1*72 

1582 
1590 
1598 
1708 
1749 


Bum  IN 

MONMOUTH 

WARREN 

MORR I S 

•'LAND 
BURLINGTON 

SUSSEX 
ESSEX 

SALEM 
CAPE  MAY 
ESSEX 

PASSAIC 
MORR 1 S 
BURLINGTON 
GLOUCESTER 
HUNTERDON 


2130 

SUSSEX 

2209 

SALEM 

264* 

UNION 

2652 

UNION 

2768 

ESSEX 

3029 

HUNTERDON 

3102 

CUMBERLAND 

3181 

MONMOUTH 

3516 

PASSAIC 

3662 

ATLANTIC 

3951 
4229 
4260 
4339 
4596 

4627 
4635 
4735 
4762 
488  7 

4987 
5003 
5071 
5197 
5252 

5346 
5503 
5576 
5581 
5597 

5728 
5769 
6026 
6062 
6146 

6177 
6460 
6560 
6775 
6843 

6974 
6979 
7079 
7131 
7328 

7372 
7393 
7545 
7587 
7817 

7825 
7833 
7869 
8194 
8402 

8644 
8680 
8685 
8816 
8878 

8883 
8899 
9135 
9187 
9455 

9832 

9910 


MERCER 

BURLINGTON 

ESSEX 

HUDSON 

OCEAN 

OCEAN 

HUNTERDON 

SUSSEX 

CUMBERLAND 

PASSAIC 

MONMOUTH 

MORRIS 

PASSAIC 

SOMERSET 

BURLINGTON 

ATLANTIC 

BERGEN 

CUMBERLAND 

CUMBERLAND 

MORRIS 

BURLINGTON 

MORRIS 

ESSEX 

MIDDLESEX 

BERGEN 

SUSSEX 

PASSAIC 

ESSEX 

PASSAIC 

BURLINGTON 

WARREN 

WARREN 

UNION 

ATLANTIC 

MERCER 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

SOMERSET 

MORRIS 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 

BERGEN 
SALEM 


Dt  I  AWAK'I 

COASTAL 

DELAWARE 

MULLICA 

PASSAIC 

DELAWARE 

PASSAIC 
DELAWARE 
COASTAL 
PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 

RAR1TAN 

DELAWARE 

DELAWARE 

COASTAL 

PASSAIC 

PASSAIC 

RARITAN 

DELAWARE 

RARITAN 

PASSAIC 

MULLICA 

RARITAN 
MULLICA 
COASTAL 
COASTAL 
COASTAL 

COASTAL 

DELAWARE 

DELAWARE 

MAURICE 

PASSAIC 

COASTAL 
RARITAN 
PASSAIC 
RARITAN 
DELAWARE 

GREAT  EGG  HARBOR 
PASSAIC 
MAURICE 
MAURICE 
PASSAIC 

DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 

DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 
PASSAIC 
COASTAL 
RARITAN 
PASSAIC 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 

RAHWAY 

HACKENSACK 
DELAWARE 


39  35 

40  50 

39  48 

40  54 

39  26 

40  04 

41  07 
40  45 

39  28 

38  56 

40  52 

41  03 
40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 
40  50 

40  30 

39  14 

40  15 

41  09 

39  36 

40  16 

39  48 

40  43 
40  44 
40  02 

40  06 

40  22 

41  13 

39  14 

40  53 

40  18 

40  48 

41  01 
40  33 
39  54 

39  27 

40  59 
39  24 
39  22 

41  01 

39  56 

40  50 
40  42 
40  29 

40  57 

41  03 
41  02 
40  47 
40  55 

39  58 

40  41 
40  42 
40  37 

39  25 

40  19 

40  34 
40  36 

40  50 

41  08 

39  51 

40  26 

40  49 
40  28 
40  35 

40  58 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  37 

39  29 

41  02 

40  39 

41  01 
39  40 


T„„.  .,{ 
obMi  ration 


75  05 
74  56 
74  24 

i 

74  30 

74  21 

75  25 
74  57 

74  26 
74  23 

74  32 

75  06 
74  55 

74  47 

75  30 
74  14 
74  12 
74  17 

74  52 

75  10 
74  17 
74  20 
74  48 

74  31 
74  45 
74  15 
74  04 

74  19 

74  13 
74  57 
74  50 
74  58 
74  14 

74  00 
74  46 
74  24 
74  34 
74  55 

74  44 

74  09 

75  03 
75  04 
74  32 

74  57 

74  30 

74  10 

74  27 

74  02 

74  45 
74  30 
74  14 
74  10 

74  41 

75  12 
75  12 
74  25 

74  31 
74  40 

74  57 
74  15 
74  00 

74  16 

75  04 

74  20 
74  07 
74  01 
74  37 
74  28 

74  36 

75  19 
75  24 

74  14 

74  46 

74  46 

74  21 

75  01 

74  18 

74  21 

74  03 

75  20 


B9 

70 

280 

30 

12 

1040 
180 


760 
185 
90 
120 

(00 


33 
30 
330 

134 

5 

194 

660 

95 

100 
100 

135 
128 


4B0 

10 
157 

34 
660 

50 

4  0 

50 

210 


12 

769 

870 
140 
1  00 
60 

1B2 

120 

8 

90 

645 
20 

80 

305 
42 


18 


56 

23 

110 

320 

135 

103 

16 


i  n 

I  '.! 
I   I 

l  51 

I  SI 

i  l 
l  .1 
I  SI 

I  M 

I  SI 

I  M 

ESI 

EST 

I  M 

EST 
1ST 
EST 
f  SI 
EST 

EST 
!  ST 
EST 

Er,T 
EST 

EST 

EST 
EST 
EST 

CM 

EST 

EST 
EST 
FSI 
EST 

EST 

EST 
EST 
EST 

EST 

EST 
EST 
EST 

EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 


HA 

,:. 

9A 

5P 
BA 

4P 

HA 

SP 
6P 

t.c 

5P 
MID 

Si' 

Mill 
HA 

5P 
if 
6P 


%■■ 
8f 

M  I  P 
MIL- 

Mil. 


■1A 

MID 

6P 


Y«..  Ul 


NOON 

5P 

MID 


MID 
5P 


lUlx   I'.   UKIm 


N.  J.  '  ■ 
MRS.  EI 

MISS  C.  S.  HIXSON 

JERSIf 

PUBLIC  SERVICE  E  6  G  CO 

NEWARK  WATER  OEPT 
N.  J.DEPT  OF.  CONSERVA. 
GERTRUDE  S.  WILLIS 
NORTHWEST  MAGNESITE  CO 
J.  A.  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P.  MOL1TOR 
WILLIAM  S.  HAINES 
HARRY  P.  CAMPBELL 
L.  W.  KLOCKNER 

L.  S.  DEPUE 
DU  PONT  DE  NEMOURS  CO 
UNION  CO  PARK  COMMISSION 
SEWAGE  TREATMENT  PLANT 
BOROUGH  ESSEX  FELLS 

DONALD  YOUNG 

F.  A.  RODENBAUGH 

FRANK  J.  MOREAU 

WATER  SUPPLY  COMMISSION 

J.  G.  WILSON 

JAMES  R.  PICKERING 
EDWARD  ENTWISTLE 
SEWAGE  TREATMENT  PLANT 
JERSEY  CITY  WATER  DEPT 
U.  S.  NAVY 

GEORGE  G.  WADDILL 

E.  E.  CASE 

A.  M.  DEPUE 

H.  L.  BAILEY 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAYSTA 
ARTHUR  BACKMAN 
NEWARK  WATER  DEPT 
R.  R.  STONE 
DAVID  GRISCOM 

ELMER  EARLE 

HARRY  MITCHELL 

L.  J.  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CTY  WATER  WORKS 

JAPANESE  BEETLE  LAB 
JAMES  C.  LONG 

U.  S.  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 

C.  M.  WHEELER 
NEWARK  WATER  DEPT 
COUNTY  ENGINEER 
P.  J.  DEL  VECCHIE 
CHARLES  A.  DOEHLERT 

TOWN  ENGINEER 

JOINT  TOLL  BRIDGE  COMM 

S.  K.  PEARSON 

N.J. DEPT  OF  CONSERVA. 

PRINCETON  WATER  CO 

WILLIS  W.  VAIL 

LOUIS  FONTENELLI 

GEORGE  P.  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D.  MOSHER 

N.J. DEPT  OF  CONSERVA. 

HAROLD  SCOTT 

U.  S.  COAST  GUARD 

W.  E.  HAVER 

JERSEY  CITY  D  P  W 

MARSHALL  HUNT 
E.  R.  HURFF  CO 
SUN  OIL  CO 
ROBERT  F.  SNYDER 
E.  H.  R I  STOW 

U.  S.  WEATHER  BUREAU 
LLOYD  V.  SAMPSON 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
TOWN  ENGINEER 

HACKENSACK  WATER  CO 
CHARLES  CLARK 


2  3  5 
2  3  5 


3 

3 
2  3  5 

3 
2  3  5 

2  3  5 

3 
2  3  5 

3 
2  3  5 

2  3  5 

2  3  5 


REFERENCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are 
assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers  within  a  State. 

^HUnTLa?d  le"*rs  following  the  Station  name,  such  as  12  SSW,  indicate  distance  in  miles 
and  direction  from  the  post  office.  mxxc» 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

bulletindata  aDd  COrrections  wil1  be  carried  only  in  the  June  and  December  issues  of  this 

Monthly  and  seasonal  snowfall  and  heating  degree  days  for  the  preceding  12  months  will  be 
carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are 
either  missing  or  received  too  late  to  be  included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   temperature  in 

F. ,  precipitation  and  evaporation  in  inches,  and  wind  movement  in  miles.   Degree  days  are 
based  on  a  daily  average  of  65°F.   Evaporation  is  measured  in  the  standard  Weather  Bureau 
type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  3  are  from  non- recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6,  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of 
observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  all  except  Weather  Bureau  and  C.  A   A 
stations.   For  these  stations  snow  on  ground  values  are  at  7:30  p.  m.  E.  S.  T. 

-   No  record  in  Tables  3,  6,  7   and  the  Station  Index.   No  record  in  Tables  2  and  5 
is  indicated  by  no  entry. 

+  And  also  on  a  later  date  or  dates. 

*  Amount  included  in  following  measurement,  time  distribution  unknown. 

B  Adjusted  to  a  full  month. 

E 


M 


T 
V 


Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a  ratio  of 
1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 

1  to  9  days  of  record  missing;   see  Table  5  for  detailed  daily  record. 
Degree  day  data,  if  carried  for  this  station,  have  been  adjusted  to  represent 
the  value  for  a  full  month. 

Daily  values  and  monthly  total  from  recording  gage.   All  other  data  in  Table  3 
are  from  non-recording  gages. 

Trace,  an  amount  too  small  to  measure. 

Includes  total  for  previous  month. 


Subscription  Price:   15  cents  per  copy,  monthly  and  annual;  $1.50  per  year.   (Yearly  subscrip- 
tion includes  the  Annual  Summary.)   Checks  and  money  orders  should  be  made  payable  to  the 
Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  shoul< 
be  sent  to  the  Superintendent  of  Documents,  Government  Printing  Office,  Washington  25,  D.  C. 


W.R.P.C,  Chattanooga,  Tenn. 1/8/52 800 
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NEW    JERSEY   -   DECEMBER    1951 
White,    Section  Director   -  Trenton 
WEATHER   SUMMARY 


December  was  considerably  warmer  and  wetter  than  normal.  While  Drecinitation  wnc 
mostly  rain,  snowfall  was  slightly  greater  than  normal.  There  were  gale  winSs  in 
the    interior    on   the    15th,    and    in   coastal    areas    on   the  5th      15th      18th    %nJhn^ 

lllU      r\G   l\TOngeSt    Wind    "entered   was    at    the   rate   of   57  miles   per   hour    at   At 
lantic   City  WB   on   the   21st.      Sunshine   was    near   normal. 

ture^f  36n35°awearsa9e«°CO,nHSiderably  ,Warmer  th&n  n°rmal-  The  State  average  tempera- 
ture  oi    36.5      was    2.8      above   normal,    exactly   offsetting   the   deficiency  of   2   8°    in 

KTi  2T9e9-hl.8thStvtSne?,liSr  'TWTV  WaS  41-10  at  Atlantic  ?it^  Sb  and  tne 
lowest   was    29  9      at   Layton   3    NW.      Monthly   temperature   ranged    from   a   high   of    75°    at 

on   the  17tY      Ti^eWO°dK?    ENE  °n   thG  ?th  t0    a    l0W   °f    16°    *elow   *"rS  a      o      3   NW 

month  It  Tren7onaw°Bnri/vWatrhm  *eather  Prevailed  during  the  first  ten  days  of  the 
montn  At  Trenton  WB  City,  the  daily  temperature  excess  for  that  period  averaeed 
15  and  at  Atlantic  City  WB  14°.  On  the  7th,  many  stations  had  readings  of  fo° 
or   higher,    equalling  or    exceeding   their  previous    records    for   December^        ?he   Second 

«sjSJvw;ror;jiy  cotld-  ?n  the  i4th>  an  extensive  ■««  °f  £?£«■£:  *ivrng 

rapidly    from    the    southwest    overspread    the    eastern   seaboard,    causing  moderated 
heavy  snowfall    in  the  North  Atlantic    States    including  New   Jersey.      This    was   xollow 
ed    by    a    cold    wave    on    the    15-16th,    and   on    the   mofning   of   the   17th      tImPeratu?es 
dropped    to    zero    or    below    at    many    interior    stations.      During   the   last    ten   Savs   of 
3Stehraa°nd   3'lsV.  ""    ^^   ^^    than   D°rmal '    3nd  WaS   —ally  mtlfon   thesis?! 

thry1arexceDrN;va!mher-40pinCheSHf°r   the  Stat6'    mak±ng   this    the  wettest    «>nth   of 
k        L  t  ntlc   Ram   and   snow  were   especially   frequent    during   the   third 

over'  the   st.tl      *  #     snowfall   came   on   the   14th,    at   which   time    it   Sas    general 

over  the  State,  ranging  from  about  three  inches  in  the  south  to  six  inches  in  the 
northern  and  central  counties.  The  greatest  monthly  precipitation  was  7  S  inches 
at   Vineland 1  and   the  least   was   3.35   inches   at   Burlington.      The   average      or   the  Sieh 

:Sdl%)WaSSe^0C1oas+t155118;^r37SrdStre    P1Tahin/'25g(+1.73);    SouthSK    InterioV^ 
for    thJ   vp9r?Q?i  (+1.37)    inches.      The   departures    from   normal    in   these   areas 

sSuthwn  7ln  er  nr  xnW?oe  as  follows:  Highlands  +12.06;  Red  Sandstone  Plain  +7.42; 
boutnern    Interior   +0.29;    and   Sea   Coast    -1.18    inches. 

caLea^unu^u?!  V*^*1'  14t  +  '-  Whi°h  W3S  the  firSt  °f  importance  for  the  season, 
caused  unusual  traffic  congestion.  In  Trenton,  the  traffic  tie-un  was  the  wor^t 
in  the  history  of  the  city.  Sleet  and  glaze  on  ihe  18th,  caSsea  roTds  and  streets 
on   the  20th  an^^tn.3        ^^   C°nditi°nS   Prevailed   in   some   areas   of   n^rth   Jersey 

4r1e5ifithli°rLf0r    the    ?tate    HS    a    Whole    ave^aged   49.75    inches    for   the   year    1951 
normal  a*. 7.  n°rma1'      The   State    averaSe   temperature  was   53.3°,    or    1.2°    above 


SUPPIJEMENTAL    DATA 


ATLANTIC    CITY    «8   CITT 
LONG    BRAN.'H 
KCTAU    IB   AP 

natron  »s  city 

•This   datua    la   obtained   by    vis- 
ual  obaarvatloo   alnca   recording 
equipment    la   not    aval  labia.       It 
Is   not    neceeearllr   the    fasteet 
■lie  occurring   during   tha 
period. 


Wind  diTMttea 


II 


/IT* 


1(1. » 

15.1 
10.3 
•  .3 


87 
SO 
38» 
43 


IKW 

t 


I 


il 


31 
15 
13 
13 


Pialalwe     humlilltv    aveiegee 


?fi 


?B 


°E 


H 
H 


I  Jar*  w.lli  prtM  IpltAttofl 


s5      5 

r-  A 


it 


Hi 


LI 
II 


44  a.  3 

M  S    0 

«  ft. 

3d  «.l 


COMPARATIVE  DATA 
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T 

i    in 


1.401 

1.04 

1.00; 


i  3<i 
l  Wt 
i    10 

1    57 

111 
1    ..« 

i  to 

i  u 
I  I 

1   10 

l  »r, 
1.46 

.07    I 

.80 

.26    1    13 

,7ll  .37 
1    74 

02) 1.44 
.42: 1.71 

05  1.53 
1  88 
1.48 


1.331  •         1.45 

1    22  1    17    1    12 

1.101  1    281. 71 
1    30 

T         1.33  1.49 


.04    1.67 


1.65 

.1311.18 

2.05 

1.06 


!  1 .  76 


.47 

1.47 

1.35 

25 

1.85 

»■; 

.67 

70 

.37 

.07 

?00 

25 

2.40 

2.10 

25     26      27     28      28     30 


<> 

11 

36 

45 

54 

',/ 

.40, 

02 

23 

T 

50 

42 

/I 

„•. 

53 

•  1 

116 

.42 

T 

48 

..7 

24 

SB 

38 

48i 

36 

T 

T 

49 

06 

14 

11 

A" 

<f 

09 

36 

02 

30 

.52 

47 

.52 

.01 

48 

.36 

• 

.46 

T 

.50 

.10 

.35 

'.b 

.37 

.03 

1" 

02 

.50 

44 

44 

43 

CL< 

T 

.49 

.34 

.04 

' 


111 

09 

3.62 

T 

6    17 

02 

6  I". 
6.27 

.17 

3.01 

.,  . 

3  r.2 

14 

3.80 

i  a 

3.01 

in 

.32 

8.16 

ii 

.03 

0  7 

17 

3.70 

.,-, 

5.5  0 

.10 

3.79 
4.08 

<>.■. 

T 

3 .12 

..., 

T 

6  26 

'  1 

4  94 

i,l 

3.66 

1* 

5.96 

'IS 

5.39 

01 

4    19 

o» 

5.65 

02 

.12 

16.01 
5.75 

OS 

n 

3.17 
5   78 

1    6  1 

t> 

5    79 

u 

6.73 

21         ;~      6.15 


f  4    85 

1    .1 
(.80 

.09       1    ■,» 


f- 

.02 

10 

.02 

04 

.05 

11 

.04 

.48 

.07 

.01 

.09 

V 

4.98 
5.25 
5.67 
5.92 

5    50 


1.91 
5.46 

5.82 
3.93 

5    37 
6.29 


5  6" 
7.48 
5.97 


S*»  rftiersno* 
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DAILY  TEMPERATURES 


Station 


ATLANTIC  CITY  WP 

BELLEPLAIN 

BELVIDERE 

BO0NT0N 

BRIDGETON 

BURLINGTON 

CANOE  BROOK 

CAPE  MAY  3  w 

CHARLOTTEBURG 

CMATSWORTH  5  s 

CLAYTON 

ELIZABETH 

ESSEX  FELLS  SER  BLOG 

FLEMINGTON  1  NE 

FREEHOLD 

H*MMONTON 

HIGHTSTOWN  1  N 

INDIAN  MILLS  2  W 

JERSEY  CITY 

LAKEWOOD  2  ENE 

LAMBERTVILLE 

LAYTON  3  NW 

LEESBURG  STATE  FARM 

LITTLE  FALLS  WATER  CO 

LONG  BRANCH 

LONG  VALLEY 

MILLVILLE  CAA  AIRPORT 

MOORESTOWN 

MORRIS  PLAINS  1  N 

NE  .''   ■•     WB    AIRPOPT 

NEW  BRUNSWICK  EXP  STA 

NEWTON 

paterson 

pemberton  1  e 

phillip<;buog 

plainfield 

plfasantville 

ridgefield 

p'jnnfmfoe 


NEW  JERSEY 
DECEMBER  1951 


MAX 

MIN 


MAX 
MIN 


MAX 

MIN 


57   6!   52 
36   40   41 


61   63   55 
25   24   30 


55   57   46 
22   27   26 


24   29   31 


57   59   57 
30   29   35 


56   55   58 
28   26   39 


58   60   60 
21   23   22 


Day  Of  Month 


55   56 

46   48 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN  I 


MAX 
MIN 


MAX 
MIN 


MIN 


MAX 
MIN 


MAX 
MIN 


60   61 
22   23 


57   59 
29   30 


60   59 
27   31 


52   61 

24   30 


61   60 
23   30 


59   50 
30   35 


58   60 
29   32 


58   60 
29   32 


59   61 
23   24 


58   57 
35   40 


60   60 
24   27 


62   62 
25   26 


50   55 
18   20 


58   61 
26   26 


59   62 
26   30 


58   59 
32   37 


56   57 
22   24 


58   61 
28   26 


62   57 
50   51 


69  I  75 
54   55 


64   67 
53   46 


70   66 
55   42 


40   56   49 


63   60   55 


10   11   12   13  |  14  15   IB  |  17   18   19   20  '  21   22 


47   41 
36   32 


46   51 
31   28 


32   38   49 !  35 


63   60   61   5 


38 
22 


49 
24 


61   62 
39   52 


65   63 

37   58 


60  |  60 
31 


56   58 
35   50 


64   68 
53   47 


61   64 
55   47 


61   64 
53   48 


58   60 
38   50 


62   66 
53   42 


61   65 
55   47 


68   62   68  ! 
45   55   51 I 


72   63   62 

40   54   45 


52   42 

37   28 


51   42 
40   26 


36 
26 


24   30   52 
14   12   30 


22   22   43 


34   26   52  '  42   47   58 
13    2   10   24   10   42 


25   18   32 
9-1    6 


30   24   49 


28   38   39   20   20  '  31   25   53 


23  j  24 


42   33   35   39 

27   26   19   18 


31   20   47  I 
14    8   15  1 


29  2!      36 

12    4   10 


65   65   63  i  52 
32   40   43  I  39 


62   59 
40   42 


74   62   67 


65   62 

58   53 


66   58 
39   46 


62   62 
42   45 


65   56 
46   43 


36   16   19 


58   48 
37   22 


72   64   64 


37   59   48   48 


62   65 
56   47 


61   66 
54   49 


59   60 
50   52 


60   67 
52   43 


62   67 

55   47 


60   61 
49   47 


62   63 

49   48 


60   63 
40   50 


67   63 
51   44 


65   61 
55   48 


64   67 

55   50 


61   55 

50   45 


65   68 
52   48 


64   59 

50   45 


30   50   38 


64   66 
53   53 


60   60 
30   34 


61   57 
29   36 


61   58 
33   36 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


60   59 
29   33 


53   54   50   43 


54   6? 
32  I  34 


65   64 
42   45 


59 

64 

63 

64 

65 

53 

48 

48 

50 

46 

58 

58 

61 

6? 

61 

45 

51 

32 

38 

43 

61 

67 

71 

63 

68 

49 

45 

45 

55 

46 

63 

66 

C2 

62 

65 

53 

48 

40 

52 

44 

59 

64 

63 

6? 

56 

51 

51 

36 

48 

45 

53   42 
39   27 


58   56 
38   24 


56   43 
39   22 


39  21  21 

56  43  40 

37  24  25 

56  42  48 

35  30  26 

58  42  41 

38  25  26 

50  40  42 

38  20  23 

45  39  38 

33  31  30 

50  41  43 

38  21  24 

50  39  42 

39  23  23 

50  37  34 

30  13  13 

55  43  44 

42  25  25 

58  47  40 

38  22  28 

46  41  41 

31  26  26 


31   38 1  37   20   21 


34   47 
22   IB 


27   40 
21   14 


37   28 
17    2 


27   36  36 
10   12    8 


28   50 1  31 
10   28  13 


31   45 

15   28 


43   37 
16   20 


17   20 
0-2 


25   51 
3   11 


24   48 

5   14 


29   34 1  34 

13   13   9 


27   38  32 

14   22  10 


44 

29 


3?   17   24 


33   40 
11   18 


39 
23 


40   44 
25   29 


25   26   27   28 


50   46 
32   29 


32 

20 


52   50   29 

12  i  24   18 


45   45|  26 


49   54 
18   28 


28   40;  29 
15   22   9 


48!  29 
25   13 


28   381  23 
21   20,  15 


55   45 
37   20 


60   65  I  66 
52   47   44 


63   65 
48   46 


23 

25 

22 

58 

60 

56 

24 

25 

29 

60 

57 

58 

26 

26 

27 

60 

61 

53 

25 

28 

32 

53 

60 

61 

/'. 

27 

29 

ftn 

59 

53 

29 

33 

30 

61 

63 

57 

26 

27 

35 

56   63 
40   51 


65   63   66 
32   55   48 


59   63   64 
40   54   49 


64   57 
51   46 


64   58 
52   46 


64   60 
39   42 


65   64   60 


46   41   43 
31   25   25 


45   40   41 
32   24   29 


56   39   39 
38   22   22 


46   40   39 
34   29   27 


49   39   40 
37   25   24 


55   42   35 
37   19   23 


50  42  41 

37  22  24 

56  43  40 

38  25  23 

46  42  42 

35  26  23 

68  46  40 

42  24  24 

47  40  41 
37  25  28 

49  42  44 

36  26  26 


35   50 
13   26; 


27   38  27 
15   23,  12 


34   22   37;  32 


*2,  34 

18!  15 


33   40  39 
17   21   12 


40   40  23 
16   22   12 


34   36 [  34 
12   16   12 


46   46 '  24 

14   241  13 


34   39   19 
18   19,  11 


28   37   25 
12   20  11 


33   38,  21 
18   21   11 


28   36|  30 
15   21 '    11 


27   37  36 
15   17;  in 


29   47   27 
12   15   8 


37  33 
20   9 


38  25 
25|  10 


20  37 

-  4  -  2 

21  50 

3   11 

19   36 
2   12 

19  46 

0    8 

23   51 

-  1    9 

20  45 
10   16 

27   52 

2  6 

17   36 
0    6 

26   28 

-16  -  3 

26   48 

6  13 

22   25 

4  9 

21  51 

7  15 

17   18 

3  0 

25   50 

5  16 

22  46 

7   15 

21   40 
1   15 

20   41 

6  16  I 

19   47 
3   10 

17   19 
-2    0 


36  44 
21  11 

37  43 
15  15 

36  41 

11  16 

40  22 

12  8 

32  29 


10 


1 


33   44   60 
20   15   36 


57   56 
23   23 


37   40 
20   15 


34   45 
18   10 


30   50 
20   16 


37   45 
22   16 


52   42 

30   23 


52   40 
28   22 


53   40 

28   23 


31   41 
29   24 


39   37 
25   23 


58   51 
30   21 


29   30   31 


48   51   46 
35   45   39 


48   53   51 
29   41   32 


35   43 
30   29 


33   35 
25   19 


45   34 
33   22 


43   33 
33   25 


32   33   53  I  41 


32   38 
10   12 


36   54 
25   14 


30   51 
22   24 


37   25   38 


32  j  28  20 

50   40  36  42 

7    6  12  14 

54  ;  51  41  45 

23  I  34  20  27 

57   52  32  40 

17   29  23  27 


44  I  36 
27   24 


39   40 
26   25 


43  '  44 
30  |  29 


39 
22 


29   54 
14   14 


30   56 
14   14 


58  I  42   41 
42  j  25   19 


40  j  28   25 
50  '  45   36 


44  ,  39 
28  ,  27 


2   23   25   20   22 


37   40 
19   13 


34   24 
12-6 


56   40   39 
40  !  27   23 


45   33 
31   22 


34   37 
26   19 


39   32 
25   22 


42   32 
29   22 


46   41 
35   28 


36   33 
31   23 


42   32 
31   21 


40   30 
26   19 


44   34 
23   22 


41   32 
31   22 


44   36 
31   27 


38   40 
28   23 


43   33 
26   20 


33   37 
25   22 


43   33 
25   17 


43   33 
27   20 


37   31 
26   21 


41   32 
27   19 


40   43 
31   32 


34   47   50   51 


32   50 
12   30 


33   47 
19   30 


32   41 

14   28 


31   32 
10   12 


29   40 
10   25 


30   50 
17   28 


33   44 
13   27 


30   46 
17   28 


31   47 
12   29 


32   50 
16   28 


30   43 
14   29 


33   36 
12   20 


34   50 
15   32 

31   37 


39  I  28   21   26   24 


42   28 
25   20 


41   34 
30   22 


31   36 
24   13 


16 


35   48 
13   31 


34   47 
20   34 


33   41 
17   32 


50   30 
39   33 


44   46 
32   24 


40  43 
28   33 

52   52 
43   32 

51  47 

41  35 

48   46 

34   32 

40   45 
32   32 

43   46 

32  29 

52  49 
37   32 

48   48 

33  31 

53  50 
37   30 

53  50 

40  29 

48   45 

41  37 

54  51 
40   32 

45   48 
35   30 

37   *2 

28  30 

50  52 

37  34 

40   45 
33   31 

51  45 
43   37 

38  41 

29  35 

52  52 

42  35 

51   50 

43  35 

39  44 
31   34 

48   47 
39   36 


50.5 
27.9 


44.7 
22.4 


41.7 
20.7 


50.1 
28.5 


47.5 
30.7 


48.3 
27.8 


43.2 
23.3 


44.4 
23.3 


48.1 
28.8 


50.5 
29.3 


46.8 
28.6 


47.9 
27.6 


43.6 
30.7 


50.4 
28.0 


45.0 
26.8 


41.8 
17.9 


49.2 
28.6 


45.9 
25.7 


46.8 
30.2 


41.9 
22.4 


48.8 
27.8 


46.9 
29.2 


29   44 
14   26 


30  j 
6  I 


38 
9 


35   42 
13   15 


29 
-  1 


60   55   42   43 
42  ;  28   24   25 


49   40   38   39 
27   25   18   22 


31   44   56  '  39   40 
18   13   39   28   22 


44  ,  35 
27  |  24 


38   40 
30   32 


43   35  I  32   42   48   49 
31   22  j  12   28   35   35 


42.7 
25.4 


44.7 
29.6 


52   35 

31   14 


37  23 
19  u 


22   23   41 


57   59   35   40  |  50   52   44  j  34   38   47   52 
33   35   20   23   21   29   23  I  14   29   34   34 


47 
13 


28   40   56   37   39   43 

17   13   37   25   21   21 


40   32  ;  31   39   47   48 
25   17  !  15   31   37   32 


24   46  ,  32 


58   47   41   46   41   44   33   33   47   50   51 


13  I  15   15   44   27   23   28  !  26   28   20  I  17   32   42 


46.3 
27.7 


40.7 
21.2 


48.1 
27.9 


43.8 
25.2 


45.2 

27.7 


48.4 
27.8 


44.8 
28.1 


47.8 
29.1 


S«  r^t.rcDC. 
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Tabl»  S  Continued 

Station 

HTNVON 

•.«■,  -   MOW 
SOMCKVILLC 
SUSSEX 
THeNTON    NO  2 

THENU1N  KB  CITY 
TUCKEKTON 
MOOOSTOWN  ?  NW 


MAX   48 


MAX 
MIN 


MAX 

MIN    I. 


MAX    Ml 
MIX 


MAX 
MIN 


MAX 
HIN   X 


MAX   1 
MIN   1 


MAX 
MIN 


MAX   4 

MIN   2 


Ml   Ml 


>:       19 


62  60 


4  1   4?   46   60  61 

it   ?b   i-   44   46 


60   44   64   62   64 

14    14    17   44   40   44 


49   44   6*   6?   6-.   70 
\s    it.         It)   *.4   SO   4  7 


DAILY  TEMPERATURES 


HI  W      /I  MSI   I 

OH  l  Ml, I 


I       I      10 


69       60       44 
60       II        '- 


ill       40 

s|        1.6 


64       47 
49       45 


60       5) 
42       41 


6*      60 
51       45 


6*       61 
41       44 


68       64 

44       43 


60       61       6* 

41       1.6       44 


II         >• 


44       40 


65      68      60 
40       50       16 


61       61       64 

SO       SI       4  1 


Day  Ol  Monlh 
j,       ,,      ,5       ||       ,7       18       18       20       21       22       23       24       25       28       27       21       »       30       31 


II   30   14 


16    ,>6 
71   17 


70   SB   II   40   SB 


IS   79   77 
70   16    D 


SB   74   70 
?S   17-1 


SO   70 
70   10 


SI   70 
28   12 


79   55 

16   15 


15 

40 
19 


40   14 
76   77 


48   46   44   SB   4S 
74   47   SO   74   X? 


I? 
II 

SO   45   54 
19   10   40 


75   35   21   20   5?   78   40   50 

11   70    8-1     7   IS  -  1   74 

16   16   75   70 


ii    "• 
74   77 


17    10   II 

S 


41    39 
76   71 


18  IS   47 

19  18   74 


19   40   42 


48   41 
27   21 


57   40 
30   72 


"I  "    * 

4/    46    »!.». 
17   74   71.7 


47    40 
79   10 


14   40 
71   76 


25   16 

70   71 


37   43 
27   27 


37   42 

77   76 


47   31 
22   31 


43   39 
76   12 


11   41   50   47 
70   70   40   41 


29   40   45   47 

11   7B    14   II 


39   40   40.0 
1?   11   71.5 


44.1 
1?.6 


44.4 
76.6 


46.0 
79.2 


]4   44   49   49 
19   32   41   34 


14   41   49   48   44.7 
70   3  7   4  1    17   10.1 


18   45   49 
20   37   3» 


48 

7 

78 

0 

46 

1 

27 

•• 

See   reference   : 


i   fallowing   Station   la 
143    - 


SNOWFALL  AND  SNOW  ON  GROUND 


NEW    JERSEY 
DECEMBER    1951 


Station 

ATLANTIC   CITY    WB 

BELVIDERE 

CHARLOTT  EBURG 

CHATSWORTH    5    S 

CLAYTON 

FLEMINGTON    1    NE 

FREEHOLD 

HIGHTSTOWN    1    N 

INDIAN    MILLS    2    W 

LAKEWOOD  2   ENE 

LONG   VALLEY 

MILLVILLE   CAA    AIRPORT 

HOORESTOWN 

MORRIS    PLAINS    1    W 

NEWARK    WB    AIRPORT 

NEW   BRUNSWICK    EXP  STA 

NEWTON 

PATERSON 

PEMBERTON    1    E 

PLAINFIELD 

RIDGEFIELD 

RUNNEMEDE 

SOMERVILLE 

SUSSEX 

TRENTON   WB   CITY 

TUCKERTON 


SNOWFALL 
SN   ON    GND 


SNOWFALL 
SN    ON    GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON    GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN    ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN    ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN  ON  GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN    ON    GND 


SNOWFALL 
SN   ON    GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON   GND 


SNOWFALL 
SN   ON    GND 


SNOWFALL 
SN   ON   GND 


Day  of  month 


2 

3        3 


1.0 
1 


Sea  reference  notes  following  Station  Index. 
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Tehl.  -~ 


AUGUST    14M 
CANOE    BROOK 

OCTOBER    19S1 

HAMMONTON 


CLIMATOLOGICAL  DATA 


T»m|  •r«!ui» 


No    ol     Lay! 

f.  I— 


w 


l'l»    ipll.l...!. 


Snow.  Sleet.  Hall 


-I 

i  8  a 


N.,      ,1    ifft 


li 


Tabl.  3 


Station 


HAT    1951 
BASS   RIVER   STATE    E0REST 
LAKEHURST    AIRPORT 
V  III  CLAUD 

Jim  i9si 

BASS    RIVER   STATE    FOREST 
GLASSBORO  I 


DAILY  PRECIPITATION 


Day  of  month 


IS 


ie 


17 


20 


22 


23 


Ah 


27 


29 


30 


.03 
.41 


.45 
.07 


3.95 
2.«« 
4.07 


See  reference  notes  loUowing  Station  Index 
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Tabl.  4 


JUNE  1951 

GLASSBORO 

GLASSBORO 

GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 
GLASSBORO 


HOURLY  PRECTPITATION 


A.  M.  Hour  Ending 


•01      .01      .02 


.03       .02       .07 


•06       .03       .07 


•01       .01       .01 


•08       .06       .07 


.03       .03       .08 


NEW   JERSEY 
DELAYED    DATA 


P.  M.  Hour  Ending 


10TH- 

•07       .06       .05 
-13TH- 

.02 
-14TH- 


•01      .03      .08 


1.32       .06       .06|      .05       .03       .06 
-23RD- 


•08      .08      .08 


.04        ,06        .04 


CORRECTIONS 
MONTH:      AUGUST    1951 


Trenton  No.    2 


Trenton   No.    2 


Chatswortb    5 


MONTH:      NOVEMBER   1951 


New   Brunswick    Exp.    Station 


New  Brunswick   Exp.    Station 


Mean   temperature   should  be   73.8"; 
departure    from   normal,    +0.5;    lowest 
temperature    for    month,    51"    on  5th; 
degree   days,    0;    State   average,    72.4° 
departure    from  normal,    +0.4. 


Add   5°    to    minimum   temperature   2nd 
thru   31st;    mean  minimum   temperature 
should  be  62.8. 


Lowest    temperature   should   be   15° 
21+. 


Precipitation   total   should   be  6.67; 
departure   +3.33;    greatest    day   1.90 
on  3rd;    days  with    .01   or   more,    9; 
.50  or  more,    6;    1 . 00  or   more,    3. 


Dally   amount   on    1st    should   be   1.45; 
monthly   total    should  be  6.67. 


t».  following  Station  Indoz 
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STATION  INDEX 


Countv 


AHXNl  l<     ..1TY    WB 

0528 

*IN 

BELVIO 

.    1    M  0787 

B00NT0N 

1327 
•  KOOK 
CANTON  13*3 

..ROVE  1*72 

CHARCOT TE8URG 

CHATHAM 

CHATSWORTH  5  S  1598 

CLAYTON  1'08 

CLINTON  I 

CULVERS  LAKE 

OEEPWATER  2209 

ELUABETH  26** 

ELUABETHPORT  2652  1 

ESSEX  FELLS  SERVICE  BLDG 


FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GREENWOOD  LAKE 
HAMMONTON 

-TOWN  1  N 
INDIAN  MILLS  2  W 
1RVINGT0N 
JERSFY  CITY 
LAKEHURST  AIRPORT 

L4KEW00D  2  ENE 
LAMBERTVILLE 
LAYTON  3  NW 
LEESBURG  STATE  FARM 
LITTLE  FALLS  WATER  CO 

LONG  BRANCH 
LONG  VALLEY 
MACOPIN  INTAKE 
MANVILLE 
MARLTON  1  W 

MAYS  LANDING 

MIDLAND  PARK 

M1LLVILLE 

M1LLVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXPERIMENT  STA 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 


PHILLIPSBURG  6974 

PHILLIPSBURG  BRIDGE  6979 

PLAINFIELD  7079 

PLEASANTVILLE  7131 

PRINCETON  WATER  WORKS  732B 

QUAKERTOWN  7372 

RAHWAY  7393 

RIDGEFIELD  75*5 

RINGWOOD  7587 

RUNNEMEDE  781 7 

RUNYON  7825 

RUTHERFORD  7833 

SANDY  HOOK  7869 

S0MERV1LLE  8194 

SPLIT  ROCK  POND  8*02 

SUSSEX  8644 

SWEDESBORO  8680 

SWEDESBORO  5  NW  8685 

TOMS  RIVER  8816 

TRENTON  NO  2  8878 

TRENTON  WB  CITY  8883 

TUCKERTON  8699 

VINELAND  9135 

WANAQUE  RAYMOND  DAM  9187 

WESTFIELD  9*55 

WOODCLIFF  LAKE  9832 
WOODSTOWN  2  NW                |  9910 


MONMOUTH 

MORR 1 S 

BURLINGTON 

• 
ESSEX 
SALEM 
CAPE  MAY 
ESSEX 

I 
MORR I S 
BURLINGTON 
GLOUCESTER 
HUNTERDON 

SUSSEX 

SAL1M 

UNION 

UNION 

ESSEX 


3029 

HUNTEROON 

CUMBEPl  AND 

3181 

MONMOUTH 

3516 

PASSAIC 

ATLANTIC 

3951 

MERCER 

4229 

BURLINGTON 

4260 

ESSEX 

4339 

HUDSON 

4596 

OCEAN 

4627 

OCEAN 

4635 

HUNTERDON 

SUSSEX 

47b2 

CUMBERLAND 

4687 

PASSAIC 

MONMOUTH 

5003 

MORRIS 

5071 

PASSAIC 

5197 

SOMERSET 

5252 

BURLINGTON 

5346 

ATLANTIC 

5503 

BERGEN 

5576 

CUMBERLAND 

5581 

CUMBERLAND 

5597 

MORRIS 

5728 

BURLINGTON 

5769 

MORR I S 

6026 

ESSEX 

6062 

MIDDLESEX 

6146 

BERGEN 

6177 

SUSSEX 

6460 

PASSAIC 

6560 

ESSEX 

6775 

PASSAIC 

6843 

BURLINGTON 

WARREN 

WARREN 

UNION 

ATLANTIC 

MERCER 

HUNTERDON 

UNION 

BERGEN 

PASSAIC 

CAMDEN 

MIDDLESEX 

BERGEN 

MONMOUTH 

SOMERSET 

MORRIS 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 

MERCER 

MERCER 

OCEAN 

CUMBERLAND 

PASSAIC 

UNION 

BERGEN 
SALEM 


Di«lu«u* 


COASTAI 
COASTAL 

PASSAIC 
PASSAIC 
DtlAWAKI 
COASTAL 
PASSAIC 

PASSAIC 
PASSAIC 
COASTAL 
MAURICE 
RARITAN 

DELAWARE 
COASTAL 
PASSAIC 
PASSAIC 

RARITAN 
DELAWARE 

RARITAN 

MULLICA 

RARITAN 
MULLICA 
COASTAL 
COASTAL 
COASTAL 

COASTAL 

DELAWARE 

DELAWARE 

MAURICE 

PASSAIC 

COASTAL 
RARITAN 
PASSAIC 
RARITAN 
DELAWARE 


Tim*  ol 


GREAT  EGG  HARBOR  39  27 

I  PASSAIC  40  59 

MAURICE  39  24 

MAURICE       '  39  22 

PASSAIC  41  01 


40  50 

40  6* 

39  26 

40  04 

*1  07 

39  28 

38  56 
*0  52 

41  03 

40  44 

39  48 

39  39 

40  38 

41  10 

39  41 

40  40 
40  39 

40  50 

40  30 

39  14 

40  15 

41  09 

39  38 

40  16 

39  48 

40  43 
40  44 
40  02 


7S  05 
75  14 

74  21 

75  25 

7*  26 

7*  32 
75  06 
7*  55 

74  47 

75  30 
74  14 
74  12 

74  17 

74  52 

75  10 
74  17 
74  20 
74  48 

74  31 
74  45 
74  15 
74  04 
7*  19 


40  06  7*  13 

40  22  7*  57 

41  13  74  50 
39  14  7*  58 
*0  53  7*  1* 


40  18 

40  46 

41  01 
40  33 
39  54 


DELAWARE 

PASSAIC 

COASTAL 

RARITAN 

HACKENSACK 

DELAWARE 

PASSAIC 

PASSAIC 

PASSAIC 
DELAWARE 

DELAWARE 

DELAWARE 

RARITAN 

COASTAL 

RARITAN 

DELAWARE 

RAHWAY 

HACKENSACK 

PASSAIC 

DELAWARE 

COASTAL 
PASSAIC 
COASTAL 
RARITAN 
PASSAIC 

HUDSON 

DELAWARE 

DELAWARE 

COASTAL 

DELAWARE 

DELAWARE 

COASTAL 

MAURICE 

PASSAIC 
RAHWAY 

HACKENSACK 
DELAWARE 


39  58 

40  50 
40  42 
40  29 

40  57 

41  03 
41  02 
40  47 
40  55 

39  58 

40  41 
40  42 
40  37 

39  25 

40  19 

40  34 

40  36 

40  50 

41  08 

39  51 

40  26 
40  49 
40  28 
40  35 

40  58 

41  13 
39  45 
39  47 

39  57 

40  14 

40  13 
39  37 

39  29 

41  02 

40  39 

41  01 
39  40 


50 
20 

49 

289 

ro 

280 
30 

12 

1040 
L80 


F60 

1!-'. 


120 
100 


30 
330 


194 

660 

95 

100 
100 

135 
128 


480 

10 

157 


74  00 
74  46 
74  24 
74  34 
74  55 

74  44 

74  09 

75  03 
75  04 
7*  32 

74  57 
74  30 
74  10 
74  27 
7*  02 

74  45 

74  30 

74  14 

74  10 

74  41 

75  12 
75  12 
74  25 
74  31 

74  40 

74  57 

74  15 
7*  00 
7*  16 

75  04 

74  20i 


7* 

07 

74 

01 

74 

37 

74 

28 

74 

36 

75 

19 

75 

24 

74 

14 

74 

46 

74 

46 

74 

21 

75 

01 

74 

18 

74 

21 

74 

0' 

75 

20 

660 

1020 

50 


SO 
210 


62 

400 


769 
870 
140 
100 
60 

182 

120 

8 

90 


51 
22 
65 
800 

450 
75 
10 


110 
320 
135 

103 
16 


l  ■  I 

i  l 
I 

I  M 

I  SI 

I  \.l 
I '  I 

i  SI 
i  51 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 

EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

F.ST 

EST 
FST 
EST 
EST 
EST 

EST 
EST 
EST 

EST 
EST 

EST 
EST 

EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 


MID 
9P 


Y«*ri  ..I 
io.  Old 


HA 

5P 

i.i 
6P 

5P 
MID 

M 

Mil 

HA 


5P 

MID 

MID 

M  I  D 

7A 


MID 

8A 
4P 
MID 
8A 
5P 

3P 
BA 
8P 
9A 
MID 


MID 

M  |  D 

10A 


6P 
BP 

M  i  D 


NOON 
5P 
MID   MID 


MID 
5P 


MID 

5P 
5P 


ILL.   In   UblM 


u 

N.J.I 
MRS.  El' 
CITY  M 

MISS  C. 
SAMUI  l  H   Mi  i 
i   i   CITY  WATER  WORI 
>  .  MAT  LACK 
PUBLIC  SERVICE  E  6  G  CO 

Nl WAKK  WATER  DFPT 
N.  J.DEPT  OF  CON' 
GERTRUDE  S.  WII   I 
NORTHWEST  MAGNESITE  CO 
J.  A.  PLUNKETT 

NEWARK  WATER  DEPT 
EDWARD  P.  MOLITOR 
WILLIAM  S.  HAINES 
HARRY  P.  CAMPBELL 
L.  W.  KLOCKNER 

L.  S.  DEPUE 

du  pont  de  nemours  co 
union  co  park  commission 
sewage  treatment  plant 
borough  essex  fells 

donald  young 
f.  a.  rodenbaugh 
frank  j.  moreau 
water  supply  commission 
j.  g.  wilson 

james  r.  pickering 

edward  entwistl  i 
sewage  treatment  plant 
jersey  City  water  dept 

U .  S .  NAVY 

GEORGE  G.  WADDILL 

E.  E.  CASE 

A.  M.  DEPUE 

H.  L.  BAILEY 

PASSAIC  VALLEY  WATER  CO 

STORM  WARNING  DISPLAYSTA 
ARTHUR  BACKMAN 
NEWARK  WATER  DEPT 
R.  R.  STONE 
DAVID  GRISCOM 

ELMER  EARLE 

HARRY  MITCHELL 

L.  J.  GALLAHER 

CIVIL  AERO  ADM 

JERSEY  CTY  WATER  WORKS 

JAPANESE  BEETLE  LAB 
JAMES  C.  LONG 
U.  S.  WEATHER  BUREAU 
NEW  JERSEY  EXP  STATION 
HACKENSACK  WATER  CO 

C.  M.  WHEELER 
NEWARK  WATER  DEPT 
COUNTY  ENGINEER 
P.  J.  DEL  VECCHIE 
CHARLES  A.  DOEHLERT 

SEWAGE  DISPOSAL  PLANT 
JOINT  TOLL  BRIDGE  COMM 
S.  K.  PEARSON 
N.J. DEPT  OF  CONSERVA. 
PRINCETON  WATER  CO 

WILLIS  W.  VAIL 

LOUIS  FONTENELLI 

GEORGE  P.  KIRSTEN 

NO  JERSEY  WATER  SUPPLY 

HENRY  D.  MOSHER 

N.J. DEPT  OF  CONSERVA. 

HAROLD    SCOTT 

U.  S.  COAST  GUARD 

W.  E.  HAVER 

JERSEY  CITY  D  P  W 

RICHARD  SPREEN 
E.  R.  HURFF  CO 
SUN  OIL  CO 
ROBERT  F.  SNYDER 
E.  H.  RISTOW 

U.  S.  WEATHER  BUREAU 
LLOYD  V.  SAMPSON 
ROBERT  JONES 
WATER  SUPPLY  COMMISSION 
TOWN  ENGINEER 

HACKENSACK  WATER  CO 
CHARLES  CLARK 


3 

2  3  5 

2  3  5 

2  3  5 

3 
2  3  5 

3 
2  3  5 

3 


2  3  5 

3 

2  3  5 

2  3  5 

3 

2  3  5 

3 

2  3  5 

2  3  5 

2  3  5 

3 

2  3  5 

3 

2  3  5 

2  3  5 

2  3  5 

2  3  5 

2  3  5 

2  3  5 

2  3  5 


2  3  5 

2  3  5 
2  3  5 


REFERENCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are 
assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers  within  a  State. 

Figures  and  letters  following  the  Station  name,  such  as  12  SSW,  indicate  distance  in  miles 
and  direction  from  the  post  office. 

Observation  times  given  in  the  Station  Index  are  in  local  standard  time. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June,  and  December  issues  of  this 
bulletin. 

Monthly  and  seasonal  snowfall  and  heating  degree  days  for  the  preceding  12  months  will  be 
carried  in  the  June  issue  of  this  bulletin. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are 
either  missing  or  received  too  late  to  be  included  in  this  issue. 

Unless  otherwise  indicated,  dimensional  units  used  in  this  bulletin  are:   temperature  in 

F. ,  precipitation  and  evaporation  in  inches,  and  wind  movement  in  miles.   Degree  days  are 
based  on  a  daily  average  of  65°F.   Evaporation  is  measured  in  the  standard  Weather  Bureau 
type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  following  Table  6. 

Sleet  and  hail  were  included  in  snowfall  averages  in  Table  1,  beginning  with  July  1948. 

Amounts  in  Table  3  are  from  non- recording  gages,  unless  otherwise  indicated. 

Data  in  Tables  3,  5,  6,  and  snowfall  in  Table  7  are  for  the  24  hours  ending  at  time  of 
observation.   See  the  Station  Index  for  observation  time. 

Snow  on  ground  in  Table  7  is  at  observation  time  for  aU  except  Weather  Bureau  and  C.  A.  A. 
stations.   For  these  stations  snow  on  ground  values  are  at  7:30  p.  m.  E.  S.  T. 

-   No  record  in  Tables  3,  6,  7   and  the  Station  Index.   No  record  in  Tables  2  and  5 
is  indicated  by  no  entry. 

+  And  also  on  a  later  date  or  dates. 

*   Amount  included  in  following  measurement,  time  distribution  unknown. 

B   Adjusted  to  a  full  month. 

E  Water  equivalent  of  snowfall  wholly  or  partly  estimated,  using  a  ratio  of 
1  inch  water  equivalent  to  every  10  inches  of  new  snowfall. 

M   1  to  9  days  of  record  missing;   see  Table  5  for  detailed  daily  record. 

Degree  day  data,  if  carried  for  this  station,  have  been  adjusted  to  represent 
the  value  for  a  full  month. 

R   Daily  values  and  monthly  total  from  recording  gage.   All  other  data  in  Table  3 
are  from  non-recording  gages. 

T   Trace,  an  amount  too  small  to  measure. 

V   Includes  total  for  previous  month. 

Subscription  Price:   15  cents  per  copy,  monthly  and  annual;  $1.50  per  year.   (Yearly  subscrip- 
tion includes  the  Annual  Summary.)   Checks  and  money  orders  should  be  made  payable  to  the 
Treasurer  of  the  United  States.   Remittances  and  correspondence  regarding  subscriptions  should 
be  sent  to  the  Superintendent  of  Documents,  Government  Printing  Office,  Washington  25,  D.  C. 

W.R.P.C.,  Chattanooga,  Tenn.  2/11/52  800 
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CHATTANOOGA:   1952 


NEW   JERSEY    -    1951 
A.    E.    White,    Section  Director   -  Trenton 


WEATH  ER   SUMMARY 


The  year  1951  as  a  whole,  was  considerably  milder  and  wetter 
than  normal  though  a  few  stations  in  southern  New  Jersey  had 
less  than  their  normal  amounts  of  precipitation.  The  average 
annual  temperature  for  the  State,  53.3°  was  1.2"  above  normal 
while  the  average  annual  precipitation  of  49.75  inches  was 
4.14  inches  greater  than  normal.  Snowfall  was  light  averag- 
ing only  13.9  inches  for  the  State,  about  half  of  which  oc- 
curred   in    December. 

The  highest  average  annual  temperature  was  55.8°  at  Hammonton 
while  the  lowest  was  49.2°  at  L?yton  3  NW.  The  highest  temp- 
erature reported  during  the  year  was  98°  at  Elizabeth  on  July 
9th;    the    lowest    was    -16°    at    Lay  ton   on    December    17th. 

There  was  much  variation  in  precipitation  in  the  State  with 
annual  totals  ranging  from  35.58  inches  at  Deopwater  to  68.75 
inches  at  Phil lipsburg.  It  was  unusually  heavy  in  the  more 
southerly  part  of  the  Highland  area  of  the  north,  where  a 
belt  approximately  20  miles  wide  extending  southwestward  from 
the  New  York  border  to  the  Delaware  River  had  precipitation 
exceeding  60  inches  at  all  stations.  Stations  on  the  lower 
Delaware  Bay  and  southern  coastal  area  had  annual  amounts 
under  40  inches.  On  the  average,  the  wettest  month  was  Nov- 
ember with  6.81  inches  and  the  driest  was  September  with  1.84 
inches. 

As  usual,  strong  winds  were  more  frequent  on  the  coast  than 
elsewhere.  No  hurricane  (the  greatest  potential  source  of 
wind  damage  in  New  Jersey)  visited  the  State  in  1951.  The 
strongest  winds  registered  at  Weather  Bureau  stations  were: 
Atlantic  City  65  mph  from  south,  March  30th;  Long  Branch  64 
mph  from  NW  on  October  7th;  and  Trenton  60  mph  from  NW  on 
October  7th.  Windstorm  losses  in  the  State  were  estimated 
to  be  considerably    in    excess    of    a    half   million   dollars. 

THE  WEATHER   BY   MONTHS 

JANUARY:  The  month  was  considerably  milder  and  slightly 
drier  than  normal  with  about  the  usual  amount  of  sunshine. 
It  was  unusually  mild  during  the  first  and  third  weeks.  No 
zero  temperatures  were  recorded  during  the  month,  the  lowest 
being  5°  at  Layton  on  the  14th  and  31st.  Winds  of  gale  force 
were   registered    on    the    coast    on    several    days. 

FEBRUARY:  Temperature  averaged  4°  warmer  than  normal  with 
more  than  the  usual  amount  of  sunshine.  Two  stations  record- 
ed a  few  degrees  below  zero  on  the  10th.  Though  precipitation 
was  much  above  normal,  the  State  average  snowfall  was  only  1.8 
inches,  the  least  February  amount  since  1942.  It  was  the  wet- 
test   February   since    1939. 

MARCH:  This  was  the  third  consecutive  month  warmer  than  nor- 
mal. Sunshine  was  adequate.  The  month  was  windy  with  gales 
on  several  days,  the  strongest  registered  being  65  mph  at 
Atlantic  City  on  the  30th.  Precipitation  was  much  above  nor- 
mal. Very  heavy  rains  fell  in  northeastern  New  Jersey  on  the 
29-30th,  several  stations  reporting  more  than  5.00  inches  in 
24  hours.  As  a  result,  rivers  overflowed  in  Passaic  and  Bergen 
Counties,  many  homes  were  flooded  and  families  bad  to  be  evacu- 
ated. The  Delaware  River  also  overflowed  in  some  areas  from 
Easton  to  Trenton.  Flood  stage  was  reached  at  Trenton  on 
April    1st,    for  the    first    time   since   January,    1949. 

APRIL:  This  month  was  also  slightly  warmer  than  normal  and 
sunshine  was  plentiful.  Highest  temperature  was  89°  at  Pater- 
son  on  the  30th  and  lowest  was  22°  at  Layton  on  the  6th.  Pre- 
cipitation was  85  percent  of  the  April  normal.  A  severe  wind 
storm  on  April  29,  with  tornadic  characteristics  did  damage 
of  approximately  $50,000  in  the  vicinity  of  Kenvil,  Morris 
County.  Three  persons  were  injured  in  the  collapse  of  plate 
glass  door.  Conditions  were  favorable  for  the  planting  and 
growth   of    spring  crops. 


MAY:  May  was  slightly  warmer  and  a  little  wetter  than  normal 
Coldest  weather  was  on  the  14th  when  several  stations  had 
freezing  temperatures  and  a  reading  of  24°  was  reported  at 
Layton.  Highest  registered  was  95°  at  Chatsworth  on  the  17th 
Thunderstorms  occurred  on  many  days.  On  the  29th,  one  of  the 
heaviest  and  most  damaging  hailstorms  of  record  in  this  State 
occurred  in  the  extreme  southeast  portion  of  Atlantic  County. 
Damage  to  vegetable  crops  was  estimated  at  $40,000  mostly  on 
the  farms   of   Thomas    Dix    and  his    neighbors. 

JUNE:  Temperature  and  rainfall  both  averaged  practically 
normal.  Highest  temperature  was  95°  at  Pleasantville  on  the 
27th,  and  lowest  37°  at  Layton  and  Newton  on  the  12th.  Rain- 
fall ranged  from  1.73  inches  at  Sandy  Hook  to  7.98  inches  at 
Phil  lipsburg.  It  was  considerably  greater  in  the  Highlands 
area  than  elsewhere.  A  heavy  hailstorm  occurred  in  the  south- 
ern part  of  Bergen  County  on  the  15th.  The  heavy  hail  fell 
for  about  15  minutes  and  damage  was  estimated  at  $23,000, 
mostly  to  truck  crops.  A  10  year  old  boy  was  killed  by  light- 
ning  near   Clayton   on    the    2d. 

JULY:  Temperature  was  slightly  above  normal.  Rainfall  was 
much  above  normal  in  north  and  much  below  normal  in  parts  of 
south  Jersey.  It  ranged  from  0.84  inch  at  Fortescue  to  10.59 
inches  at  Belvidere,  and  several  northern  stations  had  over 
7.00  inches.  Wind  storms  did  considerable  damage  to  crops 
during  the  month  mainly  in  Mercer,  Burlington,  Hunterdon  and 
Camden  Counties  on  the  19-20th.  Two  deaths  and  several  in- 
juries  were    attributed   to    the   storms. 

AUGUST:  Temperature  was  about  normal.  Rainfall  was  plentiful 
over  the  northern  half  of  the  State,  but  decidedly  deficient 
in  the  southern  interior  and  coastal  areas,  though  a  few  south- 
ern stations  had  heavy  rains.  Crops  in  some  localities  were 
adversely    affected    by    dry   weather.       Storm    damage   was    light. 

SEPTEMBER:  The  month  was  unusually  dry  over  most  of  the  State, 
averaging  only  50  percent  of  normal.  Drought  conditions  be- 
came severe  in  south  Jersey  damaging  late  potatoes  and  various 
truck  crops.  Fall  seeding  of  grains  and  grasses  was  delayed 
by  drought.  Conditions  favored  harvesting  of  crops  and  there 
was    no    frost    damage   of    importance. 

OCTOBER:  The  month  was  warmer  and  wetter  than  normal.  The 
dry  weather  of  August  and  September  was  ended  by  good  rains 
on  October  7th  followed  by  others  on  the  11th  and  24th.  The 
first  week  was  unseasonably  warm  with  temperatures  in  the 
eighties  on  5th  and  6th.  Killing  frosts  occurred  at  many 
stations  on  13th  and  14th.  Strong  winds  accompanied  the  rains 
on  the  7th.  At  Trenton,  on  that  date  an  extreme  velocity  of 
60  mph  was  registered,  the  highest  of  record  here  for  October. 
Long  Branch  reported  64  mph  on  the  same  date.  The  month  was 
favorable  for  fall  seeding  and  harvesting  of  matured  crops. 
Wind  damage  was  not  especially  heavy,  due  to  the  short  duration 
of    high  wind. 

NOVEMBER:  This  was  the  wettest  November  in  New  Jersey  since 
1932  and  the  coldest  since  1936.  It  was  also  the  wettest 
month  in  this  State  since  May,  1948,  with  precipitation  av- 
eraging twice  the  normal  amount.  The  heavy  rainfall  was  bene- 
ficial for  restoring  soil  moisture  and  ground  water  supplies. 
Snowfall  was  light,  most  stations  reporting  no  more  than  a 
trace.  Temperature  dropped  to  3°  at  Layton  on  the  28th;  the 
highest    was    75°    at    Chatsworth   on    the    16th. 

DECEMBER:  All  stations  averaged  warmer  than  normal  but  the 
lowest  readings  of  the  year  were  registered  on  the  17th,  the 
lowest  being  16°  below  zero  at  Layton.  It  was  the  wettest 
month  of  the  year  except  November.  There  was  a  rather  heavy 
snowfall  over  the  State  on  the  14th  which  caused  unusual  traf- 
fic congestion  in  the  larger  towns  and  cities.  Sleet  and 
glaze  on   the   18th  caused  roads   and   streets   to   be   very   slippery. 

A.E.W. 
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In  addition  to  the  cl  imatologlcal  data  from  some  6,000  Weather  Bureau  and 
cooperative  weather  .stations,  this  bulletin  series  contains  records  from  Hydro- 
cllmatlc  Network  Stations  which  were  formerly  reproduced  In  the  Hydrologlc 
Bulletin  Series.  The  Hydrocllmat lc  Network  is  a  nationwide  net  of  rain  gages-- 
■ostly  of  the  recording  type  which  produce  continuous  records  of  precipitation. 
It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department 
of  the  Army,  to  supplement  existing  precipitation  stations  In  order  to  provide 
records  of  rainfall  Intensity  which  were  essential  to  the  planning  of  flood 
control  and  related  works  by  the  Corps  of  Engineers.  This  Network,  now  number- 
ing about  2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  main- 
tained by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  CorpB  of  Engineers.  These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date. 
For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100  000 
per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation  has   transferred   about   $25,000  per   year   to   meet    the    increasing   needs 


of   their   program    In   the  Western   States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  aydrocllmatic 
Network  stations  were  presented  in  bulletins  (Hydrolojic  Bulletins)  which  were 
Issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  States, 
but  since  the  Network  was  established  to  meet  the  Internal  requirements  of  the 
Federal  agencies  referred  to  above,  no  provision  was  made  for  public  dissemina- 
tion of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to 
certain  public  repositories.  A  list  of  locations  where  reference  copies  of  the 
Hydro  logic  Bulletin  Series  are  available  for  inspection  may  be  obtained  upon 
application   to  Chief,    U.S.    Weather   Bureau,    Washington   25,    D.    C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through 
the  cooperation  of  various  public  offices,  private  agencies,  and  individuals 
as    listed    in   the  Station    Index. 
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Stabo 


AVERAGE  TEMPERATURES   AND    DEPARTURES  FROM  NORMAL 


January 


February  March 


April 


May 


June 


July 


August 


September 


October 


November 


Annual 


ATLANTIC    CITY   WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BR  IDG ETON 

BURLINGTON 
CANOE    BROOK 
CAPE    BAY    3    W 
CHARLOTTEBURG 
CHATSWORTH    5    S 

CLAYTON 

ELIZABETB 

ESSEX    FELLS    SER    BLDG 

FLEMINGTON    1    NE 

FREEHOLD 

HAMMONTON 
HIGHTSTOWN    1    N 
INDIAN  MILLS    2    W 
JERSEY   CITY 
LAKEWOOD   2    ENE 

LAMBERTVILLI 
LATTON   3   mr 
LEESBURG    STATE    FARM 
LITTLE    FALLS    WATER   CO 
LONG    BRANCH 

LONG    VALLEY 
KILLVILLE    CAA    AIRPORT 
MOORE S TOWN 
MORRIS    PLAINS    1    W 
NEWARK   WB    AIRPORT 

NEW    BRUNSWICK   EXP    STA 

NEWTON 

PATERSON 

PEMBERTON    1    E 

PHILLIPSBDRG 

PLA INFIELD 

PLEASANTVILLE 

RIDGEFIELD 

RDNNEMEDE 

RUKYON 

RUTHERFORD 
SANDY   HOOK 
SOMERVILLE 
SUSSEX 
TRENTON         NO   2 


TRENTON    WB    CITY 
TUCKERTON 
WOODSTOWN   2    NW 

SECTION    AVERAGE 


31.  8M 

32.1 

37.2 

36  0 
32.0 
39.  SM 


38.2 
34.9 
35.3 

34.9 
36. 1M 


31.8 
35.8 
34.9 
33.1 
35.4 

35.2 
29.7 
34.6 
36.6 
33.2 


34.3 
35.1 
33.9 
35.5 
34.4 

35.0 
36.5 
32.8 
29.2 
33.9 

35.6 

35.6 
34.6 


4.0 
3  9 
4.3 
3.5 


37.4 
33.7 
31.3 


3.8 
4.7 
4.1 


4  9 
4.6 
3.1 

2  6 
4    0 


35.5 
32.4 
33.2 
35.8 

36.8 
35.9 
36.7 
33. 4M 


32.3 
36.0 
35.4 


4.7 
3.2 
4.6 


29.7 
35.3 
36.4 
33.7 

35.3 
34.7 
34.5 
36.4 
34.4 


3.5 
2.2 
2.0 


3.7 
4.7 
5.3 


3.1 
3.7 
3.3 
4.9 


42.5 
42.5 

38.9 
40.5 


2.2 
1.4 


52.0 
51.0 
50.1 
52.9 

53. 9M 
48.9 
53.2 
49.1 
53. OM 

52.7 
52.6 
48.7 

50.0 


52.8 
51.1 
51.2 
50.4 


48.6 
51.4 
51.6 
50.6 
52.6 


3.7 
1.7 
1.1 


4.4 
2.5 
4.7 
2.8 
4.7 


34.7 
34.8 


41.1 

41.8 
40.3 
41.0 
42.5 
42.2 


41.6 
41.  3M 
38.5 


41.3 

41.1 


61.0 
62.8 
62.2 
60.2 
63.1 

64. 3M 
59.6 
62. 3M 
58.8 
62.  6M 

62.7 


52.0 
49.1 
53.6 
51.7 
51.7 

52.3 
50.2 
51.9 
52.6 
52. OB 


51.7 
51    2  M 
i   49.2 
'    51.6 

52.2 

51.4 

51.3 


61. 9« 

59.2 

63.8 

62.1 

63.4 

61.7 
60.2 
61.8 
62.1 
62.7 


61.3 
61.3 
59.5 
61.4 

62.3 

60.7 

61.6 


-  .1 
2.2 

-  1.6 
2.2 

1.3 

.6 

1.5 

2.8 

2.9 


68.2 
69.5 
68.6 
67.1 
70.4 

72. 6M 
67. OM 
70.4 
64.5 
8.9M 

70.2 
70.1 
67.4 


70  8 
68.4 
69.0 
66.7 


70.0 
68.8 
67.9 
69   6 

69.2 
66.1 
70.7 


69.0 
.1 


1.4 
1.2 


6.3 


68.5 
70.0 
-      69.2 
1.0    68.7 


74.7 
75. 8M 
73. 5M 
71.9 
76. OM 


.8    73.4 

2.0  76.2 
1.2    69.2 

-  76  .OM 

.2  76.0 
.5 

-  71.6 

2.1  73.0 

2.1  74.1 

1.0    76.1 
.9    74.8 

1.2  74 . 6 
4.2    73.0 

-  73. 5M 


70.3 
76.5 
74.7 
73.0 
76.1 

74.0 
71.2 
76.2 
74.2 
74.8 

74.2 
73.9 
75.4 
75.1 
76.2 


.2    74.5 
1.4 
2.8    74.1 

.5    75.8 

-      75.2 
.4    74.3 


73.6 
73.7 
71.2 
70.2 
73.9 


75. 7M 

67.1 

72.9 

73.8 

73.  4  U 
70.4 
71.2 
72.4 

73.7 
72.6 
72.2 
72.0 
71.  5M 

73.0 
68.2 
72.9 
72.3 
72.1 

68.9 
74.1 
72.9 
70.8 
74.2 

72.2 
67.8 
74.3 
73.1 
72.7 

72.5 

71. 6M 
72.8 
73.3 
75.2 


73.5 
72.4 
69.2 
73.8 


68.3 
64.9 
71. 1M 
60.0 
65. 9M 


.5 


73.6 

73.4 

4  172.3 


67.9 

67.4 

62.7 

7    64.0 

5    66.2 

69.2 
66.1 
65.4 
65.4 
65. OM 


60.7 
66.1 
65.4 
65.8 


66.1 
61.0 
67.3 
66.7 
66.4 

66.0 
65. 7M 
65.5 
67.4 
68.0 


.0  67.5 
.1  65.5 
.9  61.8 
.3    66.2 

.6    66.9 

-      67.6 

.3    65.6 


.91 55.6 

.7!  54.9 

1.0    59.4 

.3  60. 1M 

.9  55.7 

2.6  62. 5M 

2.5  52.2 

-  58.7 

.7  59.5 

.4  59.9 

-  54.2 
2.9  56.0 


1.9    61.8 

.4    57.8 

1.1  !57.! 


.9    53.4 

-  58.8 
.1  56.6 
.3    57.3 

.8    53.7 

-  159.3 
.3    58.5 

I  55.9 
57.9 

57.2 
52.9 
57.0 
58.2 
57.2 


1  .2 


.3  56.7 
.5  57.7 
.1  56.9 
-  i 59 . 5 
3.3    57.1 


I  58.3 

I  57.0 

i  54. 7M 

I  58.3 

I    58.2 

58.3 

57.3 


45.2 
43. 1M 
38.2 
39. 7M 
43.4 


39.2 
32.9 
32. 3M 
39.2 


2.9 
3.1 
4.2 


42.5 
38.0 
39.9 


5.6 
2.9 
2.6 


35.0 
43.1 
40.7 
43.5 


2.2 

3.6 

2.3 

2.4 
.2 
2.0 
2.0 
3.7 

2.6 
2.6 
3.0 


39.1 
38.1 
33.3 
33.9 
38.5 

39.9 
37.7 
37.8 
37.2 
39.  2M 

35.9 
29.9 
38.9 
35.8 
38.5 

32.2 
38.3 
38.1 
34. 1M 
37.2 


36. 5M 
41.0 
41.4 
39.9 

40.4 

42.  OM 

41.5 

42.4 

38. 8M 


2.8 
5.0 
,2.1 


38.1 
36.5 
38.5 
33.4 


43.8 
40.3 
37.3 
41.9 


2    0 

2.6 

-    4.2 

2.9 


4.7 
3.8 
1.9 
2.0 
3.2 


52.1 
51.0 
55.3 


4.4 
4.4 


50.8 
52.0 
53.8 

55.8 
53.7 
53.7 
52.6 


50.1 
54.6 
53.8 
52.2 
54.4 


2.6 
2.9 

3.5 
3.1 
4.6 


53.4 
53.1 
53.4 
54.6 
53.6 


39.1  3.9 

35.5  2.9 

31.8 
37.6 


53.5 
54.3 
53.9 
53.3 


Sm  reference  notea  following  Station  Index 
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T.bU  2 


TOTAL  PRECIPITATION  AND  DEPARTURES  FROM  NORMAL 


Atlantic  city  »■ 
bass  river  s 

BFIBAR 

BKIVIUEBI 

BERLIN    I    « 

briixietob 
Burlington 

>  *msT»*ii  reservoir 

CAM     HAY   3    ■ 

uSOVt 

CHARUYTTEBURG 
CHATBAB 
CBATSBORTK    S    S 
CLAYTON 
CLINTON 

il'i.vms  lake 

DEEPWATER 

ELIZABETH 

ELriABETBPORT 

ESSEI    FELLS    SER    BLIV 

"LEB1NCTON    1    KE 
FORTFSCUE 

HORO 
BBJJDOI8 

GREENWOOD    LAEE 
HABBONTON 
HIGHTSTOWN    1    N 
HIGBTSTOWN    PUBP  ST( 

INDIAN   BILLS    2    » 

IRVINGTON 
JERSEY   I ITY 
LAKEHURST    AIRPORT 
LAKEWOOD   2    ENE 
LABBERTVILLE 

LAYTON  3   nw 
LEESBURG    STATE    FARB 
LITTLE   FALLS    WATER  CO 
LONG   BRANCH 
LONG   VALLEY 

LUBBERTON 
BACOPIN    INTAKE 
MANYILLE 
MARLBORO   SCS 
BARLTON    1    1 

BAYS    LANDING 

BIDLAND   PARE 

BILLVILLE 

BILLVILLE  CAA  AIRPORT 

HILTON 

BOORESTOWN 
BORRIS  PLAINS  1  I 
NEWARK  WB  AIRPORT 
NEW  BRUNSWICK  EXP  STA 
NEB  BILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEBBERTON  1  E 

PHILLIPSBURG 
PBILLIPSBURG  BRIDGE 
PLAISTIELD 

PLEASANTVILLE 
PRINCETON  WATER  WORKS 

QUAKERTOWN 

RAHWAY 

RIDGEFIELD 

RISGWOOD 
RUXHEMEDE 

RUNYON 
RUTHERFORD 
SANDY   HOOK 
SEABROOK 
SOBERVILLE 

SPLIT    ROCK   POND 
SPRINGFIELD 
SUSSEX 
SWEDESBORO 
SWEDESBORO    5   NW 

TOMS    RIVER 
TRENTON  2 

TRENTON  WB   CITY 
TDCKERTON 
VIHELAND 

WANAO.UE    RAYMOND    DAB 
WATCHUBG 
rTESTFIELD 
WOODCLIFF    LAKE 
WOODSTOWH   2    »W 

SECTION    AVERAGE 


See  reierence  notes  following  Station  Index. 
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Table  3 

.     I^Si-irLE. 

ivj..co  .ttr 

tu   rri£,j 

1Z.JC   UAj 

LA 

NEW    JERSEY 
1951 

* 

Last  spring  minimum  of 

of 

No.  of  days 



Station 

I 

Date 

Loweal 

Date 

24°  or 

below 

28°  or 
below 

32°  or 

below 

32°  or 
below 

28°  or 
below 

24"  or 

24°  or 

28°  or 

32°  or 

ATLANTIC   CITY    WB 

BELLEPLAIN 

BELVIDERE 

BOONTON 

BRIDGETON 

92 
94 
94 
91 
92 

7-23 
7-27 
5-17 
8-31 
7-27 

12 

2 

-    1 

5 
8 

12-17 

12-17 

12-17 

12-17+ 

12-17 

3-10    (24°) 
3-27     (15°) 
3-26    (24°) 
3-27    (23°) 
3-27    (23°) 

3-11    (28°) 
3-27    (15°) 
3-26     (24°) 
3-27     (23°) 
3-27    (23°) 

3-27    (31°) 
4-28    (31°) 
5-   6    (32°) 
4-   6    (32°) 
3-27    (23°) 

11-    3    (32°) 
9-30    (31°) 
9-30    (31°) 
9-30    (31°) 

11-    4     (25") 

11-19    (25°) 
11-    4     (21") 
11-    4    (17°) 
11-    4     (20°) 
11-    4    (25°) 

11-20    (24°) 
11-   4    (21°) 
11-   4    (17") 
11-   4    (20°) 
11-21    (20°) 

255 
222 
223 
222 
239 

253 
222 
223 
222 
222 

221 
155 
147 
177 
222 

BURLINGTON 
CANOE    BROOK 
CAPE    HAY    3    W 

94 
93 

7-28 

7-27 

4 
0 

12-17 
12-17 

3-10    (23°) 
3-27    (16°) 

3-27    (28°) 
4-21     (25°) 
3-13    (28°) 

3-28    (32°) 
4-24    (29°) 
3-23    (31°) 

11-    4     (23") 
10-14    (32°) 

11-    4    (23°) 
11-    4     (19°) 

11-   4    (23°) 

11-   4    (19") 

239 
222 

222 
197 

221 
17  3 

CHARLOTTEBURG 
CHATSWORTH   5    S 

89 
96 

7-17  + 
7-27 

-    3 

3 

12-20 

12-17 

3-27    (12°) 
3-27    (18°) 

5-14    (28°) 
3-27    (18°) 

5-14    (28°) 
4-18    (31°) 

9-30    (26°) 
9-29    (32°) 

9-30    (26°) 
9-30    (28°) 

10-14     (24°) 
11-    4     (20°) 

201 
222 

139 
187 

139 
164 

CLAYTON 

ELIZABETH 

ESSEX    FELLS    SERV   BLDG 

FLEMINGTON    1    NF 

FREEHOLD 

95 

98 
92 
94 
94 

7-27 
7-    9 
7-17 
7-27 
7-27 

6 
5 
0 
-   4 
3 

12-17 
12-17 
12-17 
12-17 
12-17 

3-27    (21°) 
3-27     (23°) 
3-27    (22°) 
3-27    (15°) 
3-27    (21°) 

3-27    (21°) 
3-27    (23°) 
4-17     (28°) 
4-21    (25°) 
3-27     (21°) 

3-27    (21°) 
4-21     (32°) 
4-21    (30°) 
5-14    (30°) 
4-17    (32°) 

11-   4    (24°) 

11-   4    (23°) 

9-30    (30°) 

9-30    (27°) 

11-    3    (32°) 

11-    4    (24°) 
11-    4    (23°) 
11-  4    119") 
9-30    (27°) 
11-    4    (22°) 

11-    4    (24°) 
11-   4    (23°) 
11-   4    (19°) 
11-   4    (18°) 
11-   4    (22°) 

222 
222 
222 
222 
222 

222 
222 
201 
162 
222 

222 
197 
162 
139 
200 

HAMiONTON 
HIGHTSTOWN    1    N 
INDIAN    HILLS    2    W 
JERSEY  CITY 
LAKEWOOD    2    ENE 

96 
96 
95 
90 
94 

7-23 
7-27 
7-27 
7-27 
7-27 

2 

0 

-    1 

10 

2 

12-17 
12-17 
12-17 

2-   8+ 
12-17 

3-27    (21°) 
3-27    (14°) 
3-10    (22°) 

3-27    (21°) 
4-21    (26°) 
3-27    (28°) 

4-21    (32°) 
5-14    (31°) 
3-27    (28°) 

9-30    (31°) 
9-30    (32°) 
9-29    (30°) 
11-    1    (32°) 
9-30    (31°) 

11-    4     (20°) 
11-  4    (21°) 
9-30    (27°) 
11-   6    (28°) 
11-   4    (19°) 

11-   4    (20°) 
11-   4    (21°) 
11-   4    (20°) 
11-21    (24°) 
11-   4    (19°) 

222 
222 
256 

222 
162 

224 

162 
138 
219 

LAKBERTVILLE 
LAYTON   3    NW 
LEESBURG    STATE    FARM 
LITTLE    FALLS    WATER   CO 
LONG    BRANCH 

95 
92 

93 
91 

7-27 
7-26+ 

8-31 
7-26+ 

0 
-16 

4 

7 

12-17 
12-17 

12-17 
12-17 

3-27    (19°) 
5-14    (24°) 

3-27    (21) 
3-27    (24°) 

3-27    (19°) 
5-14    (24°) 

3-27    (21°) 
3-27    (24°) 

4-21     (30°) 
5-14     (24°) 

4-21    (31°) 
3-27    (24°) 

9-30    (32°) 

9-30    (24°) 

11-   4    (24°) 

10-14    (31°) 

11-3    (29°) 

11-   4    (20°) 
9-30    (24°) 
11-   4     (24°) 
11-   4    (23°) 
11-    4    (24°) 

11-    4    (20°) 
9-30    (24°) 
11-   4    (24°) 
11-   4    (23°) 
11-   4    (24°) 

222 
139 

222 
222 

222 

139 

222 
222 

162 
139 

176 
221 

LONG  VALLEY 
MILLVILLE    CAA   HP 
MOORESTOWN 
MORRIS    PLAINS    1    W 
NEWARK    WB    AP 

92 
95 
94 
91 
96 

7-28 
7-27 

8-10+ 

7-27 

7-27 

0 

5 
7 
1 
6 

12-18 

2-   9+ 
12-17 
12-17 
12-17 

3-27    (16°) 
3-27    (18°) 
3-27    (21°) 
3-27    (17°) 
3-10    (24°) 

4-17    (27°) 
3-27    (18°) 
3-27    (21°) 
3-27    (17°) 
3-27    (26°) 

5-14    (31°) 
3-27    (18°) 
3-2'-     (21 J) 
5-14    (32°) 
3-27    (26°) 

9-30    (29°) 
11-   3    (27°) 
11-    3    (27°) 

9-30    (30°) 
11-    3    (29°) 

10-14    (26°) 

11-    3    (27°) 
11-    3    (27°) 
10-13    (27°) 
11-   4    (26°) 

11-    4    (19°) 
11-    4    (24°) 
11-   4    (22°) 
11-   4    (18°) 
11-20    (23°) 

222 
222 
222 
222 
255 

180 
221 
221 
200 
222 

139 
221 
221 
139 
221 

NEW    BRUNSWICK    EXP    STA 

NEWTON 

PATERSON 

PEHBERTON    1    E 

PHILLIPSBURG 

92 

7-27 

3 

12-17 

3-27    (24°) 

3-27    (24°) 

3-27    (24°) 

11-    3    (31°) 

11-   4    (21°) 

11-   4    (21°) 

222 

96 
93 
98 

7-28 

7-27+ 
7-27 

-  6 

5 

-  1 

12-20 

12-17 
12-20 

3-27    (15°) 
3-10    (22°) 
3-27    (19°) 
3-27    (20°) 

4-   6    (26°) 
3-27    (25°) 
3-27    (19°) 
3-27    (20°) 

4-24    (29°) 
3-27    (25°) 
4-24    (30°) 
4-21    (30°) 

9-30    (29°) 
11-   4    (24°) 

9-30    (31°) 
10-14    (31°) 

10-13    (25°) 
11-    4     (24°) 
11-    1     (25°) 
11-    4     (21°) 

11-   4    (14°) 
11-   4    (24°) 
11-   4    (15°) 
11-   4    (21°) 

222 
239 
222 
222 

190 
222 
219 
222 

159 
222 

159 

176 

PLAINFIELD 
PLEASANTVILLE 

94 
95 

7-27 
6-27 

3 
2 

12-17 
12-17 

3-27    (20°) 
3-27    (13°) 

3-27    (20°) 
3-27    (13°) 

3-27    (20°) 
4-24    (30°) 

10-14    (31°) 
9-30    (31°) 

11-    4    (19°) 
11-  4    (20°) 

11-   4    (19°) 
11-    4    (20°) 

222 

222 

201 
159 
196 
196 
138 

96 

7-27 

5 

12-17 

3-27    (22°) 

3-27    (22°) 

4-21    (32°) 

11-    3    (30°) 

11-    4     (23°) 

11-   4    (23°) 

95 

7-27 

4 

2-13 

3-27    (21°) 

3-27    (21°) 

4-21    (32°) 

11-   3    (30°) 

11-    4    (22°) 

11-   4    (22°) 

94 

6-10+ 

-    2 

12-17 

3-27    (24°) 

3-27    (24°) 

5-14    (29°) 

9-29    (28°) 

9-29    (28°) 

11-   4    (16°) 

222 

186 

RUTHERFORD 

_ 

_ 

SANDY  HOOK 

92 

7-26 

9 

12-17 

2-11    (21°) 

3-26    (27°) 

_ 

11-   4    (27°) 

11-    4    (27°) 

12-14    (20°) 

~ 

94 

7-27 

-    1 

12-17 

3-27    (18°) 

3-27    (18°) 

5-14    (32°) 

9-30    (31°) 

11-   4    (19°) 

11-   4    (19°) 

222 

222 

- 

- 

-   3 

12-17 

3-27    (18°) 

4-21    (27°) 

5-14    (30°) 

9-30    (30°) 

11-   4    (20°) 

11-    4     (20°) 

95 

7-27 

2 

12-17 

3-27    (21°) 

3-27    (21°) 

4-17    (32°) 

11-    3    (29°) 

11-   4    (24°) 

11-    4    (24°) 

222 

222 

200 

TRENTON   WB   CITY 
TUCKERTON 
WOODSTOWN    2    NW 

94 
93 

7-27 
7-28 

4 

5 

12-17 
12-17 

3-10    (24°) 
3-27    (22°) 

3-27    (27°) 
3-27    (22°) 

3-27    (27°) 
3-28    (30°) 

11-    3    (28°) 
11-    3    (31°) 
11-   4    (23°) 

11-    3    (28°) 
11-    4    (21°) 
11-   4    (23°) 

11-21    (23°) 
11-   4    (21°) 
11-   4    (23°) 

256 
222 

221 
222 

221 
221 

See  reference  notes  following  Station  Index 
-    154    - 


TOTAL  EVAPORATION  AND  WIND  MOVEMENT 


T.I.I.  A 

Mia 

Kb 

Apt. 

M.y 

luua 

lul, 

Aug 

CM 

N.» 

r>» 

Alll.lL.1 

l-l  t  (WM\  II  1  > 

i  u 

VINII 

i 

llll 

5.12 
1011 

5.(17 
■  33 

105« 

See  reference  notes  following  Station  Index 
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STATION  INDEX 


Stabo 


ATLANTIC  CITY  MB 

tuooeoN 

BASS  RIVER  STAT£  FOftFST 

BELLEPLAIN 

6ELHAR 

BELVIOERE 

BERLIN  1  W 
BOONTON 
BRIOOETON 
BURLINGTON 

CANISTER  RESERVOIR 
CANOE  BROOK 
CANTON 
t  CAPE  HAY  3  W 
CEDAR  GROVE 

CHARL0TTE6URG 
■ 
I  CKATSWORTM  5  S 
CLAYTON 
CLINTON 

CULVERS  LAKE 
DEEPMATER 
-6ETH 
ElUABETMPORT 
ESSEX  FELLS  SERVICE  BLDG 

FLEMINGTON  1  NE 
FORTESCUE 
FREEHOLD 
GLASS60R0 
GREAT  MEADOWS 

GREfNWOOO  LAKE 
HAMMONTON 

P  MPINC    STATION 
INDIAN  MILL^  2  * 

IRVINGTON 
: 
LAKEHURST  ATRPORT 
^AKEWOOD  2  ENE 

■ 

LAYTON    3   NW 
LCESBUf 

-LL5   WATER   CO 
LONG    BS 
LONG   VALLE< 

^TON 
MACOPIN    INTAKE 

KANVlLLE 
t    MARLBORO   SCS 
MASLTON    1    W 


County 


0  ~<  2  7- 
D3«( 

0  5 1 B 

01  » 
0721 

0  1 1  g 

0901 
028 
211 

1327 
1335 

1  343 

135. 
1472 

1582 
L590 

1596 

:  -:oe. 
■  ;-.-.) 

2  I  3  0 
..     09 

- 
■   - 

2  ree 

I  o.  - 

I I  02 
S181 
3291 

:-    :■: 

516 


atlantic 

^-■.moen 
burlington 

CPE    MA> 

MONMOUTH 

WAOPtN 
MO?R ! : 

■    HBERI  RN[ 

■ 

I 
5A1  ph 
CAPE   MAY 
F  S  5  E  x 

PASSAIC 
MORRIS 
BURLINGTON 

HUNTERDON 

SUSSEX 

SALEM 
'.  '  H 

UNION 
ESSEX 

4UNTERDQN 

CUMBERLAND 

MONMOUTH 

GLOUCESTER 

WARREN 

PASSAIC 
■  .  ■  ■ 
MERCER 
MERCER 
BURLINGTON 

ESSEX 
HUDSON 
XEAN 

■ 
HUNTERDON 

SUSSEX 

CUMBERLAND 
PASSAIC 
MCNMQU  r  H 
MORRIS 

BURLINGTON 

PASSAK 

SOMERSET 

MONMOUTH 

BURLINGTON 


19  26 

38  56 
40  52 


40  50 

40  30 

39  1 

40  15 

39  42 

40  53 

41  05 

39  38 

40  16 

4C  1? 
39  48 


40  02 
0  06 

0  :; 

41  13 
39  14 

0  53 


75  30 

7*.  1 

74  12 

7*  1 


74  58 
74  14 

74  00 
74  46 


Years  of 
record 


±_1 


Opened 
or  closed 
during  yr. 


al 


Refer 

to 
tables 


Statio 


MAYS  LANDING 

MIDLAND  PARK 

H1LLVILLE 

MILLVILLE  CAA  AIRPORT 

MILTON 

MOORESTOWN 

MORRIS  PLAINS  1  W 

NEWARK  WB  AIRPORT 

NEW  BRUNSWICK  EXP  STATION 

NEW  MILFORD 

NEWTON 

OAK  RIDGE  RESERVOIR 

ORANGE 

PATERSON 

PEMBERTON  1  E 

PHILL1PSBURG 
PHILLIPSBURG  BRIDGE 

PLAINFIELD 

PI EASANTVILLE 

PRINCETON  WATER  WORKS 

OUAKcRTOWN 

R.1HWAY 

RIDGEFIELO 

R.'NGWOOD 

RUNNEMEDE 

RUNYON 
RUTHERFORD 
-.ANDY  HOOK 
SEABROOK 
SOMERVILLE 

SPLIT  ROCK  POND 
SPRINGFIELD 
SUSSEX 
SWEDES80RO 
SWEDESBORO  5  NW 

TOMS  RIVER 
TRENTON  NO  2 
TRENTON  WB  CITY 
TUCKERTON 
•J  IN  ELAND 

WANAQuE  RAYMOND  DAM 
WAT CHUNG 
WESTFICLD 
WOODCLIFF  LAKE 
WOODSTOWN  2  NW 


County 


31-: 


•  :/■■"  K 


ATLANTIC 
BERGEN 

CUMBERLAND 
CUMBERLAND 
MORRIS 

BURLINGTON 
MORP I S 
ESSEX 

MIDDLESEX 
BERGEN 

SUSSEX 
PASSAIC 
FSSEX 
PASSA] : 
BURLINGTON 

WARREN 
WARREN 

UNION 
ATLANTIC 


CAMDEN 

MIDDLESEX 
SERGEN 
MONMOUTH 
CUMBERLAND 

■  Ml  !■■■  :  T 

MILTON 

UNION 

SUSSEX 

GLOUCESTER 

GLOUCESTER 

OCEAN 
MERCER 
MERCER 
OCEAN 

CUM6ERLAN0 


40  42 
40  37 
33  85 

40  1 

40  34 
0  36 

40  50 

41  08 
9  51 

1  40  26 

8  i.0  49 

1  40  28 

2  39  30 
10  40  35 


40  58 


39  57 

40  14 
40  13 
39  37 


Years  ol 

record 


74  09 

75  03 
75  04 


74  1 
74  2 
74  02 


74 

1« 

74 

K 

74 

« 

75 

1? 

75 

1? 

/4 

25 

74 

16 

75 

04 

74 

20 

n; 

74 

01 

75 

14 

74 

37 

40  40 

■ 

40  39 

41  01 

7<,    03 

39  40 

75  20 

Opened 
or  closed 
during  yr 


Refer 
to 

tables 


1    2  3 

12  3 

1    2  3 

1    2  3 


1  2  3 
1  2  3 
1    2    3 


t     1-COASTAL,       2-DELAWARE,       3-GREAT    EGG   HARBOR       4-HACKENSACK,       5-HUDS0N(       6-MAURKE, 


-MULL 1CA,       8-PASSAIC,       9-RAhWAY,       10-RARITAN;       H-ROOAWAy 


t  CAPE   MAY    3    W 

t  CHATSWORTH    5   S 

t  MIGHTSFOWN    1    N 

t  MAPLBOWO    SCS 


CHANGE   OF   NAMES 
FORMERLY   CAPE   MAY   PRIOR    TO   JUNE 
FORMERLY   CHATSWORTH    PRIOR    TO  MARCH 
FORMERLY    HIGHTSTOWN   PRIOR    TO    JUNE 
FORMERLY   MARLBORO   PRIOR    TO    JUNE 


L' files* 

otherwise  indicated ,  dimensional  units  used  1 
d  Weather  Bureau  type  pan  of  4  foot  diameter 

The  four  digit  identification  numbers  in  the  Index  a 
a-  (2  SSW)  Indicates  distance  in  Biles  and  direction 

Delayed 

Jala  and  corrections  will  be  carried  only  in 

_ 

No  record. 

B 

Also  later  date  (dates)  or  months. 

\mnunt  liic  luded  In  To  1  lowing  measure- mrnt  . 

Id  |U0tl d  to  full  fionth. 

1 

Ft 

T 

Water  equivalent  of  snowfall  wholly  or  parti 
1  to  9  day*'  record  missing;  see  monthly  Cll 
Station  equipptd  with  a  recording  Rage  only. 
Trace,  an  amount  too  snail  to  measure. 

REFERENCE   NOTES 

n      F;    precipitation    and    e vapor 
following   Table    4. 


To] lowing    the   st. 


easured    in    the 
on   name ,    such 


r^1^,*1    50    P"rear-       pearly    subscription    includes    the    Annual    Sugary.)       Checks    and   money  orders    should    be    roade    payable 
regarding   subscriptions    should   be    sent    to    the    Superintendent    of    Documents,    Government    Printing   Office,    Washington    2S,    D.    C. 
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